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PREFACE  TO  THE  SECOND  EDITION 


Ik  placing  the  second  edition  of  this  work  before  the  profession, 
my  first  duty  is  to  express  my  sincere  thanks  for  the  kindness 
and  considemtion  with  which  the  preceding  edition  was  received. 
So  greatly  did  this  reception  exceed  my  expectations,  that  it 
emboldened  me  to  somewhat  extend  the  original  scope  of  the 
book,  and  to  attempt  a  task  which  I  had  always  felt  myself  in- 
comi>etent  to  undertake — that  of  dealing  with  the  history  and 
experimental  physiology  of  my  subject.     Hardly  had  I  entered 
upon  my  new  labours  when  the  first  edition  became  exhausteds 
and  for  upwards  of  two  years,  during  which  time  the  book  has 
been  out  of  print,  I  have  been  steadily  devoting  all  my  spare 
time  to  the  production  of  the  present  volume,  hoping  to  secure 
for  it  as  favourable  a  reception  as  that  accorded  to  its  prede- 
cessor.    But  the  work  as  it  now  stands  is  substantially  a  new 
one,  and  I  therefore  cannot  help  feeling  some  misgivings  as  to 
its  future.     Happily  these  are  tempered  by  the  reflection  that 
in  my  endeavours  to  make  the  book  as  comprehensive  and 
complete  as  possible  I  have  been  fortunate  enough  to  obtain 
the  assistance  of  numerous  friends ;  and  if  I  have  any  claim 
whatever  to  an  indulgent  hearing,  this  must  be  my  chief  plea. 
When  I  say  that  the  MS.  of  the  new  chapters  dealing  with 
the  experimental  physiology  of  aniesthesia  has  passed  through 
the  hands  of  Dr.  Leonard. Hill,  F.E.S.,  that  Mr.  Hugh  Candy, 
B.Sc,   F.C.S.,  has    closely   scrutinised    all    my  chemical    and 
chemico- physical  statements,  and  that  my  colleague,  Mr.  H. 
liellamy  Gardner,  in  addition  to  kindly  helping  in  niany  other 
directions,  has  spent  much  time  in  collecting  and  comparing 
all  the  available  facts  bearing  upon  the  history  of  anaesthesia, 
it  wUl  be  seen  that  the  assistance  I  have  received  has  been  of 
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no  mean  order.  I  have  striven,  indeed,  in  this  edition,  to 
lay  before  the  reader  everything  that  is  worthy  of  note  in  ; 
connection  with  the  use  and  effects  of  general  ana?sthetics.  h 
has  been  my  aim  to  systematise  the  whole  subject,  so  tha: 
information  may  be  quickly  obtained  upon  any  chemical 
physical,  physiological,  or  clinical  point.  The  interest  which 
I  personally  take  in  the  subject  must  be  my  excuse  for  having 
entered,  in  many  places,  into  what  may  appear  to  be  unnecessary 
detail.  1  have  attempted  to  meet  the  requirements  of  the  true 
student  rather  than  those  of  men  who  are  content  to  regani 
themselves,  and  to  be  regarded,  as  mere  dispensers  of  drugs. 
It  is  an  anomalous  fact  that  the  examining  bodies  have  not  as 
yet  made  instruction  in  anaesthetics  a  necessary  part  of  the 
medical  curriculum.  When  once  this  unsatisfactory  state  of 
things  has  been  corrected,  the  importance  of  the  subject  will, 
I  trust,  be  more  generally  recognised  than  it  is  at  present. 


FEEDERIC  W.  HEWITT. 


14  Queen  Anne  Street,  Cavendish  Square,  W. 

January  1901. 
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PREFACE  TO  THE  FIRST  EDITION 

The  following  pages  have  been  written  in  the  hope  that  they 
may  prove  of  service  to  those  practitioners  and  students  who 
wish  to  obtain  information  concerning  the  administration  and 
effects  of  general  anaesthetics. 

Until  within  the  last  few  years,  systematic  instruction  in 
this  branch  of  practice  was  almost  unknown ;  and  even  at  the 
present  time  the  opportunities  which  a  student  has  of  making 
himself  proficient  in  the  use  of  anaesthetics  are,  with  rare 
exceptions,  lamentably  inadequate.  It  thus  happens  that 
numerous  recently  qualified  practitioners  leave  their  hospitals 
possessing  but  the  scantiest  knowledge  of  the  subject;  and 
owing  to  the  bewildering  mass  of  literature  which  exists,  and 
to  the  difficulty  of  extracting  any  really  practical  information 
from  it,  they  regard  all  further  attempts  at  self-instruction  as 
hopeless,  and  resort  to  the  simplest  rather  than  to  the  safest 
plans  of  anaesthetising  their  patients. 

My  principal  object,  therefore,  has  been  to  present  to  the 
practitioner  a  clear  and  yet  detailed  description  of  the  best 
methods  of  inducing  and  maintaining  surgical  anaesthesia  in 
ordinary  cases ;  to  indicate  what  modifications  in  procedure 
should  be  resorted  to  on  exceptional  occasions ;  and  to  system- 
atically consider  the  chief  difficulties  and  dangers  connected 
with  general  anaesthetics,  and  the  proper  manner  in  which 
they  should  be  met.  I  have  endeavoured,  in  fact,  to  make 
the  book  one  to  which  reference  may  be  made  when  any 
doubt  exists  as  to  the  anaesthetic  which  should  be  given  in 
any  particular  casa  Supposing  that  a  certain  type  of  patient 
has  to  undergo  a  certain  operation,  and  that  the  practitioner 
has  not  had  much  experience  in  the  use  of  aniesthetics,  it  is 
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believed  that  he  will  iind,  by  i;ci'ei  ring  to  these  pages,  practical 
hints  which  may  materially  assist,  hiin  ^in   th^  conduct  of  the 

•  ••:.".       ;.     :        ^-  -   •      '» t  «     .    .  .    • 

V     : Another   object  which  i  have   had  i;^,vievv  has   been  to 

assist    the    studeno    in    acqui^oing^   ;^hat .  kiuoxyledge    which    is 

essentiftl^  before  he  actaally  administers  an   anoi'sthetic  for  a 

surgical  operation.      I  have  tried,  as  far  as  possible,  to  give 

him  the  information  of  which  he  seems  most  in  need,  if  1  mav 

judge  by  the  questions  which  are  most  frequently  put  to  me 

whilst  engaged  in  instructing  students  in  the  operating  theatres 

of  the  hospitals  with  which  I  am- connected. 

I  may  add  that  I  commenced  collecting  materials  for  this 
work  just  ten  years  ago.  During  this  period  I  have  taken  as 
accurate  notes  as  possible  of  every  case  which  has  presented 
points  of  interest,  and  have  made  comparative  trials  of  all  the 
best  known  methods  of  producing  antesthesia.  In  this  manner 
I  have  attempted  to  give  a  solid  clinical  foundation  to  every 
conclusion  which  1  have  ventured  to  put  forward. 

About  a  year  before  going  to  press  I  received  from  Dr. 
W.  J.  Sheppard  of  Putney  the  collection  of  Note-books  left  by 
his  brother,  the  late  Dr.  C.  E.  Sheppard,  one  of  the  antesthetists 
at  the  Middlesex  Hospital  and  at  the  Guy's  Hospital  Dental 
School.  These  Note -books  contain  most  carefully  recorded 
notes  of  2350  administrations.  I  felt  that  I  could  pay  no 
better  tribute  to  the  memory  of'  one  whose  friendship  it  was 
my  privilege  to  enjoy,  and  whose  loss  so  many  must  regret, 
than  by  going  most  thoroughly  through  these  notes,  and 
extracting  what  I  considered  to  be  most  important.  By  the 
kind  assistance  and  guidance  of  Dr.  W.  J.  Sheppard,  I  have 
been  able  to  bring  together  all  the  valuable  observations  made 
by  his  brother  upon  the  pupil  under  chloroform,  and  upon 
many  other  points  connected  with  the  effects  of  anaesthetics ; 
and  I  have  incorporated  these  observations  with  my  own. 

In  my  endeavours  to  make  this  a  clinical  and  practical 
treatise,  I  have  thought  it  best  to  exclude  much  that  might  at 
first  sight  appear  to  be  essential.  Thus  it  will  be  found  that 
only  the  more  important  general  anaesthetics  have  been  con- 
sidered ;  that  no  detailed  reference  has  been  made  to  the 
discovery  and  history  of  the  various  means  wliich  have  been 
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employed  for  the  prevention  of  pain ;  and  that  no  attempt  has 
been  made,  either  to  discuss  the  action  of  anaesthetics  from  a 
purely  experimental  point  of  view,  or  to  harmonise  clinical 
and  physiological  facts.  All  these  aspects  of  the  subject, 
although  of  great  interest  per  se,  are  beyond  the  aim  of  the 
present  volume,  and  have  therefore  been  omitted. 

In  conclusion,  I  am  desirous  of  expressing  my  best  thanks 
to  Mr.  Marmaduke  Sheild  and  Mr.  George  Kowell  for  the  verj^ 
valuable  assistance  they  have  given  me  in  passing  the  work 
through  the  press. 

FREDERIC  W.  HEWITT. 


10  George  Street,  Hanover  Square,  W. 

July  1898. 
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CHAPTER    I 

THE   EVOLUTION    OF   GENERAL   SURGICAL   ANESTHESIA 

It  is  quite  impossible  to  say  at  what  period  in  the  world's 
history  attempts  were  first  made  to  prevent  or  relieve  physical 
pain,  nor  can  we  do  more  than  speculate  with  the  uncertainty 
of  ignorance  as  to  the  precise  means  which  were  first  adopted 
for  the  mitigation  of  human  suffering.  That  the  ancient 
Egyptians,  Assyrians,  and  Chinese  were  familiar  with  many 
v^table  substances  capable  of  producing  pleasurable,  sedative, 
and  anodyne  effects  ^  all  writers  upon  this  subject  are  agreed, 
and  there  can  be  no  reasonable  doubt  that  they  took  advantage 
of  these  eflTects  when  practising  the  rudimentary  surgery  of  the 
time.  The  earliest  record  of  the  use  of  a  nepenthe  or  narcotic 
is  to  be  found  in  the  following  passage  from  Homer's 
Odyssey  ^ : — 

Presently  she  (Helen)  cast  a  drug  into  the  wine  whereof  they  drank, 
a  drug  to  lull  all  pain  and  anger  and  bring  forgetfulness  of  every  sorrow. 
Whoeo  should  drink  a  draught  thereof,  when  it  is  mingled  in  the  bowl,  on 
that  day  he  would  let  no  tear  fall  down  his  cheeks,  not  though  his  mother 
and  his  father  died,  not  though  men  slew  his  brother  or  dear  son  with 
the  sword  before  his  face,  and  his  own  eyes  beheld  it 

The  Bible  and  the  Talmud  also  contain  references  to  the 
ancient, practice  of  inducing  torpor  or  deep  sleep  by  artificial 
means;    whilst   Herodotus  specially   makes    mention    of   the 

*  For  additional  information  re8i>ecting  the  early  history  of  antesthesia  I 
would  refer  the  reader  to  those  writere  from  whose  works  I  have  myself  collected 
much  valuable  information,  viz.  Chloroform  and  other  Ana'sthetics^  by  John 
Snow,  M.D.,  1858  ;  Le^oTis  9ur  les  AnestJUsiqiies  et  sur  VAsphyxie,  by  Claude 
Bernard,  1875  ;  Arlificial  Anesthesia  and  AnaslheticSy  by  Henry  M.  Lyman, 
1888  ;  and  Les  Anesthegiques,  by  Dastre,  1890. 

*  Odyssey,  iv.  220.     Butcher  and  Lacy's  translation. 
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custom  of  the  Scythians  of  inhaling  the  fumes  of  a  certain 
kind  of  hemp,  the  efifect  of  which  was  to  produce  an  exalted 
mental  state  followed  by  sleep. 

The  earliest  allusion  to  the  employment  of  narcotics  for 
the  relief  of  pain  during  surgical  operations  appears  in  the 
writings  of  Dioscorides,^  who  lived  at  the  beginning  of  the 
Christian  era.  He  refers  to  the  practice  of  boiling  in  wine 
the  root  of  the  Atropa  Mandragora  and  of  administering  a 
certain  quantity  of  the  decoction 

before  operations  with  the  knife  or  actual  cautery,  that  they  may  not 
be  felt 

Pliny,^  too,  who  was  contemporary  with  Dioscorides,  makes 

similar  statements  as  to  the  powers  of  the  mandrake,  and  in 

addition  informs  us  that  the  seeds  of  the  Eocket  plant  (Enica) 

were  sometimes  infused  in  wine  and  taken  by  criminals  about 

to  undergo  the  lash  in  order  to 

produce  a  certain  callousness  or  hardihood  of  feeling. 

In  the  second  century  Galen  ^  makes  mention  of  the 

power  of  mandragora  to  paralyse  sensation  and  motion  ; 

and  about  the  same  time  Lucian,*  a  Grecian  historian,  had  the 
following  significant  passage  in  his  writings : — 

He  (Demosthenes)  rouses  his  fellow -citizens,  unwilling  as  if  put  to 
sleep  by  mandragora,  employing  his  outspokenness  as  a  sort  of  catting 
and  cauterisation  of  their  apathy. 

According  to  a  French  author,*  there  flourished  in  the 
third  century  a  certain  Chinese  surgeon  named  Hoa-tho,  who 
was  in  the  habit  of  stupefying  his  patients,  and  possibly  render- 
ing them  imconscious  during  surgical  operations  (incisions, 
acupuncture,  amputations,  etc.),  by  administering  to  them  a 
preparation  of  hemp. 

Coming  to  more  recent  times,  we  have  evidence  that  in  the 
thirteenth  century  of  our  era  Hugo  de  Lucca,  a  Tuscan 
physician,  prepared  a  certain  oil  with  which  he  claimed 

that  by  means  of  smelling  alone  he  could  put  patients  to  sleep  on 
occasions  of  painful  operations ; 

*  De  Med.  Mat.  bk.  iv.  §  76.  ^  jj}^^  xxxv.  cap.  94. 

'  Lib.  vii.  p.  207.  *  Demosthenes'  Encomium^  p.  36. 

^  See  On  Chloroform  and  other  AnwstheticSf  by  John  Snow,  M.D.,  p.  4. 
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but  according  to  the  testimoiiy  of  Theodoric,  his  assistant,  the 
vaunted  preparation  left  much  to  be  desired,  for  the  patients 
had  to  be  tied  or  held  down  by  strong  men.  There  can  be  no 
doubt,  however,  that  it  was  the  practice  of  many  surgeons  of 
the  middle  ages  to  produce  some  degree  of  stupefaction  or 
insensibility  during  surgical  operations,  as  is  evident  by  the 
following  extract  from  Du  Bartas,  a  poet  who  lived  in  the 
middle  of  the  sixteenth  century : — 

Even  as  a  sui^geon  minding  off  to  cnt 
Some  cnreless  limb,  before  in  use  he  put 
His  violent  engines  on  the  vicious  member, 
Bringeth  his  patient  in  a  senseless  slumber, 
And  griefless  then,  guided  by  use  and  art 
To  save  the  whole,  cute  off  the  affected  part. 

In  the  year  1540,  Valerius  Cordus  discovered  sulphuric 
ether,  but  its  narcotic  properties  were  not  recognised  until  three 
centuries  later. 

We  are  informed  that  in  1589  Giaubattista  Porta,  a 
surgeon  who  practised  in  Naples,  used  an  essence  made  from 
hyoscyamus,  solanum,  poppy,  and  belladonna,  enclosed  in  a 
leaden  vessel,  and 

the  lid  being  opened,  the  patient  would  draw  in  by  breathing  the 
most  subtle  strength  of  the  vapour,  so  that  thereby  he  would  be  buried  in 
a  mo6t  profound  sleep,  nor  be  aware  of  what  had  been  done  to  him. 

Early  in  the  seventeenth  century,  Shakespeare*  makes 
Cornelius,  a  court  physician,  prescribe  a  drug  which 

Will  stupify  and  dull  the  sense  awhile  ; 
.    .    .    but  there  is 

No  danger  in  what  show  of  death  it  makes, 
More  than  the  locking-up  the  spirite  a  time. 
To  be  more  fresh,  reviving. 

It  was  about  this  time  that  attempts  were  made  in  Italy, 
and  particularly  by  Valverdi,  to  obtain  unconsciousness  by 
compression  of  the  vessels  of  the  neck — a  procedure  which  is 
said  to  have  been  employed  by  the  ancient  Assyrians  when 
circumcising  children.^ 

In  1661  Greatrakes  produced  "  magnetic  sleep  "  by  means 
of  stroking  and  making  passes  over  the  patient's  body.     A 

'  CijinbelitUy  Act  i.  sc.  5.  *  Claude  Bernard,  op,  eit. 
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century  later,  in  1766,  Anthony  Mesmer  evolved  his  theory  of 
"  animal  magnetism  "  in  a  work  on  The  Influence  of  tlie  Planets 
in  the  Cure  of  Disease,  After  an  almost  equal  lapse  of  time, 
James  Braid  of  Manchester,  in  1843,  inaugurated  the  hypnotism 
of  modern  times  by  the  publication  of  his  treatise  on  Neuryp- 
nology^  or  the  Rationale  of  Nervous  Sleep}  And  a  few  years 
later,  whilst  practising  in  India,  Esdaile  successfully  induced 
hypnotic  anaesthesia  in  a  large  number  of  native  subjects,  per- 
forming upon  them  a  variety  of  surgical  opei^ations,  many  of 
which  were,  as  the  interesting  records  show,^  of  a  serious  and 
severe  character.  From  time  to  time,  since  the  days  of  Esdaile, 
hypnotism  has  been  similarly  applied ;  but  as  success  is  only 
attainable  with  certain  subjects,  and  as  there  are  numerous 
moral  objections  to  the  system,  hypnotic  anaesthesia  is  now 
generally  regarded  as  possessing  scientific  interest  rather  than 
any  real  practical  value. 

It  was  not  until  the  very  close  of  the  eighteenth  centur)' 
that  our  modern  system  of  anaesthesia  began  to  be  fore- 
shadowed. Up  to  this  time  the  various  means  which  had  been 
adopted  for  the  prevention  of  pain  during  surgical  operations 
had  been  utterly  unreliable — in  other  words,  true  anaesthesia,  in 
the  modern  sense  of  the  term,  had  never  been  attained.  But 
the  discovery  of  hydrogen  by  Cavendish  (1766),  of  nitrogen  by 
Eutherford  (1772),  of  oxygen  by  Priestley  (1774),  and  of 
nitrous  oxide  by  the  last-named  observer  (about  the  same 
date),  marked  the  commencement  of  a  new  era  in  chemical 
physics,  and  paved  the  way  for  the  introduction  into  medical 
practice  of  a  new,  precise,  and  reliable  system  of  inducing  the 
most  complete  imconsciousness,  and  of  maintaining  this  state 
for  any  re.asonable  time  without  injurious  consequences.  The 
medical  world  gladly  welcomed  the  idea  of  the  therapeutic 
employment  of  vapours  and  gases.  Thus  in  1795  we  find 
Dr.  Pearson  of  Birmingham  employing  ether  as  an  inhalation 
for  the  relief  of  asthma.  In  1798  a  "Pneumatic  Institute'* 
was  inaugurated  at  Clifton  by  Dr.  Beddoes,  and  in  this  Institute 
he  proposed  to  treat  phthisis  and  many  other  diseases  by  the 

*  See  Braid  on  Hypaotisiru     New  edition,  1 899. 

^  Natural   and   MesDieHc  Clairvoyance j  with  tJic  Practical  AppliccUums  cf 
Mcsineruim  in  Surgery  and  Medicine,  by  James  Esdaile,  M.D.,  1852. 
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inhalation  of  gaseous  and  vaporised  substances.  Mr.  (after- 
wards Sir)  Humphry  Davy  was  then  Dr.  Beddoes's  assistant, 
and  carefully  studied  the  action  of  nitrous  oxide.  On  one 
occasion,  when  suffering  from  the  pain  of  cutting  a  wisdom 
tooth,  he  inhaled  this  gas,  and  found  the  pain  was  thereby 
considerably  modified.     In  the  year  1800  he  wrote: — 

As  nitrous  oxide  in  its  extensive  operation  appears  capable  of 
destroying  physical  pain,  it  may  probably  be  used  with  advantage  during 
surgical  operations  in  which  no  great  effusion  of  blood  takes  place. 

Curiously  enough,  as  we  shall  presently  see,  this  important 
suggestion  was  not  turned  to  practical  account  in  surgery  till 
nearly  half  a  century  later. 

As  the  effects  produced  by  different  gases  and  vapoui-s 
became  more  generally  known,  distinct  points  of  similarity 
began  to  appear  between  nitrous  oxide  and  ether.  The 
exhilaration  and  hilarity  produced  by  the  former  led  to  the 
term  "laughing  gas."  In  1818  an  article,  believed  to  have 
been  written  by  Faraday,  appeared  in  the  Unglish  Qitarterly 
Journal  of  Science  and  Arts^  containing  the  following  interesting 
passage : — 

When  the  vapour  of  ether  mixed  with  common  air  is  inhaled,  it 
produces  effects  very  similar  to  those  occasioned  by  nitrous  oxide.  .  .  . 
It  is  necessary  to  use  caution  in  making  experiments  of  this  kind.  By 
the  imprudent  inspiration  of  ether  a  gentleman  was  thrown  into  a  very 
lethargic  state,  which  continued  with  occasional  periods  of  intermission 
for  more  than  thirty  hours.  .  .  , 

It  was  not  an  uncommon  event  for  lecturers  upon  scientific 
subjects  to  practically  demonstrate  the  intoxicating  properties 
of  ether;  and  owing  to  the  exhilarating  and  pleasurable 
sensations  which  the  vapour  produced,  it  became  customary, 
particularly  in  certain  country  districts  in  the  United  States, 
for  young  people  to  engage  in  so-called  "  ether  frolics."  It  is, 
indeed,  to  this  latter  circumstance  that  the  discovery  of  surgical 
anaesthesia  may  be  traced,^  although  it  is  difficult  or  impossible 

1  I  am  indebted  to  Lyman  for  this  and  other  references. 

*  See  an  interesting  pamphlet  by  Dr.  Marion  Sims,  The  jyiscovery  of 
AncesUusia.  Dr.  Sims  and  Dr.  Lyman,  who  have  carefully  sifted  the  conflicting 
evidence  in  the  controversy  as  to  the  discovery  of  ansesthesia,  agree  in  their 
views,  and  it  is  surprising  that  more  attention  has  not  been  paid  to  the  facts 
which  they  have  collected. 
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to  decide  to  whom  the  chief  credit  of  the  discovery  should  be 
assigned. 

There  seems  to  be  no  reasonable  doubt  that  in  1842 
Dr.  Crawford  W.  Long,  a  country  practitioner,  of  Jeflferson, 
Jackson  County,  Greorgia,  U.S.A.,  administered  ether  vapour 
with  the  distinct  object  and  fortunate  result  of  producing 
insensibility  to  pain  during  a  surgical  operation  which  he 
performed,  and  that  he  subsequently  employed  the  same 
means  with  equal  success.  Long  and  his  assistants  had  been 
in  the  habit  of  occasionally  inhaling  ether  for  amusement,  and 
noticing  that  bruises  had  been  unconsciously  sustained  not 
only  by  himself  but  by  his  assistants  whilst  in  a  state  of  ether 
intoxication.  Long  decided  to  test  the  anaesthetic  effects  of  the 
vapour  in  surgical  practice.  He  appears,  however,  to  have 
taken  no  steps  to  make  his  important  results  known  beyond 
the  immediate  circle  in  which  he  lived;  indeed,  it  was  not 
until  some  years  later,  when  the  rival  claims  of  others  were 
being  hotly  contested,  that  his  own  were  brought  forward  and 
substantiated. 

The  next  step  in  the  evolution  of  anaesthesia  took  place 
in  1844,  when  Davy's  predictions  regarding  the  future  of 
nitrous  oxide  in  surgery  became  for  the  first  time  realised 
In  this  year,  Mr.  Horace  Wells,  a  dentist  of  Hartford,  Conn., 
was  present  at  a  popular  entertainment  given  by  Mr.  Colton, 
a  lecturer  on  chemistry,  and  noticing,  as  Long  had  done  in 
the  case  of  ether,  that  one  of  the  audience  who  had  inhaled 
"laughing  gas"  had  unconsciously  sustained  injuries  whilst 
under  its  influence,  he  determined  to  test  its  merits  as  an 
anaesthetic  in  dentistry.  He  accordingly  inhaled  some  of  the 
gas,  and  a  friend  of  his  extracted  a  tooth  for  him  without  the 
slightest  pam  bemg  experienced.  The  result  was  so  marvellous 
that  Wells  immediately  began  to  employ  nitrous  oxide  in  his 
own  practice,  and  so  convinced  was  he  of  the  importance  of 
his  discovery  that  he  soon  gave  a  public  demonstration  in  the 
surgical  theatre  of  the  Harvard  Medical  School  Owing,  how- 
ever, to  the  want  of  knowledge  which  necessarily  prevailed  as 
to  the  principles  upon  which  the  administration  should  be 
conducted,  the  demonstration  proved  a  fiasco,  and  both  Wells 
and  his  anaesthetic  fell  into  undeserved  discredit.     For  some 
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time,  however.  Wells  continued  to  employ  nitrous  oxide  in  his 
practice,  and  with  considerable  success ;  but  so  keenly  did  he 
feel  the  contumely  of  his  fellows  and  the  failure  of  his  hopes 
and  schemes,  that,  on  14th  January  1848,  he  destroyed  his 
life.  It  is  stated  ^  that  he  opened  a  vein  whilst  in  his  bath,  at 
the  same  time  securing  euthanasia  by  the  inhalation  of  ether 
vapour. 

The  year  1846  is  memorable  as  having  witnessed  the  next 
step  in  the  development  of  the  subject,  viz.  the  recognition 
and  dissemination  of  the  fact  that  by  the  inhalation  of  ether 
vapour  complete  surgical  anaesthesia  could  be  produced.  In 
this  year  Mr.  Wm.  T.  G.  Morton,  a  former  pupil  and  partner 
of  Horace  Wells,  consulted  the  latter  as  to  the  manufacture  of 
nitrous  oxide.  Wells  referred  Morton  to  a  well-known  chemist. 
Dr.  Charles  Jackson,  who  suggested  that  instead  of  employing 
nitrous  oxide,  Morton  should  try  sulphuric  ether,  which  was 
far  easier  to  obtain.  Acting  upon  Jackson's  suggestion,  and 
unaware  of  Long's  results,  Morton  administered  ether  vapour 
in  two  or  three  dental  cases,  and  with  such  success  that  he 
gave  a  public  demonstration  of  his  discovery  in  the  General 
Hospital  of  Massachusetts  on  l7th  October  1846,  whilst  Dr. 
Warren  operated.  This  time  the  anaesthesia  left  little  or 
nothing  to  be  desired.  It  is  regrettable  that  Morton  tried  to 
keep  the  nature  of  his  anaesthetic  a  secret,  securing  a  patent 
for  it,  and  calling  it  by  the  name  of  "  Letheon."  Secrecy, 
however,  was  out  of  the  question,  owing  to  the  characteristic 
odour  of  ether  vapour ;  Dr.  Bigelow  soon  discovered  the  nature 
of  Morton's  anaesthetic,  and  at  once  sent  the  news  to  London, 
firom  which  centre  it  is  needless  to  say  it  rapidly  spread 
throughout  the  civilised  world. 

From  these  facts  it  will  be  seen  that  the  credit  of  the 
discovery  of  surgical  anaesthesia,  in  the  modem  sense  of  the 
term,  can  hardly  be  ascribed  to  any  one  individual.  Long, 
Wells,  Morton,  and  Jackson,  of  whom  America  may  justly  be 
proud,  were  one  and  all  instrumental  in  the  great  work. 
Although  it  is  true  that  Long  took  no  steps  towards  enlighten- 
ing and  benefiting  the  world  at  large  by  the  remarkable 
discovery  he  had  made,  and   that  had   it  not  been  for  the 

^  Dastre,  op,  cit. 
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labour  of  his  more  enterprising  countrymen,  Wells  and  Morton, 
the  blessings  of  anaesthesia  might  for  many  years  have  remained 
unknown,  his  well-conceived  and  fearless  line  of  action  deserves 
no  small  degree  of  admiration  and  respect.  To  Horace  Wells 
belongs  the  honour  of  first  intentionally  producing  surgical 
anaesthesia  by  means  of  nitrous  oxide,  and  of  attempting  to 
establish  by  a  public  demonstration  that  system  of  inducing 
insensibility  to  pain  which  has  since  spread  into  all  countries. 
And  to  Morton  our  thanks  are  due  as  being  the  first  to  intro- 
duce ether  into  surgical  practice,  and  to  make  known  the 
possibility  of  maintaining  continuous  anaesthesia  during  surgical 
operations.  It  is  a  remarkable  and  deplorable  fact  that, 
with  the  exception  of  Long,  all  these  pioneers  in  the  hitherto 
untrodden  field  of  practical  anaesthesia  ended  their  days  with 
symptoms  of  mental  aberration  or  actual  insanity.  The  legacy, 
however,  which  they  left  behind  them  has  proved  to  be,  and 
will  for  ever  remain,  of  incalculable  value  to  humanity. 

The  first  operation  performed  in  England  under  a  general 
anaesthetic  took  place  at  the  house  of  Dr.  Boott  in  Gower 
Street,  London,  on  19th  December  1846.  Dr.  Boott  had 
received  from  Dr.  Bigelow  the  news  of  the  discovery  of  ether 
anaesthesia,  and  he  communicatei  this  news  to  Mr.  Robinson, 
a  neighbouring  dentist,  who,  having  devised  an  inhaler  for 
the  administration,  extracted  a  tooth  from  a  patient  without 
inflicting  the  slightest  pain.  Two  days  later  Mr.  Squire 
administered  ether  to  two  patients  at  University  CoU^ 
Hospital ;  Mr.  Listen  amputating  a  thigh  in  the  one  case  and 
removing  an  in-growing  toe-nail  in  the  other.  On  the  19th 
of  January  1847,  Dr.  (subsequently  Sir)  J.  Y.  Simpson  em- 
ployed ether  for  the  first  time  in  midwifery  practice,  and 
found  that  the  pains  of  labour  might  be  wholly  abolished 
without  interfering  with  uterine  contractions. 

On  8th  March  1847,  Flourens  announced  to  the  Acad^mie 
des  Sciences  ^  that  chloroform  exerted  on  the  lower  animals  an 
antesthetic  action  analogous  to  that  of  ether ;  but  little  or  no 
notice  appears  to  have  been  taken  of  this  observation.  Later 
in  tlie  year.  Dr.  (afterwards  Sir)  J.  Y.  Simpson  of  Edinburgh, 
who  had    for   some    time  been   endeavouring   to    find   a  less 

*  Comptcs  Jlcndus,  t.  xxiv.  p.  342,  1847. 
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irritating  and  more  convenient  anaesthetic  than  ether,  happened 
to  consult  Mr.  Waldie,  a  scientific  chemist  of  Liverpool,  who 
suggested  that  chloroform,  one  of  the  constituents  of  "  chloric 
ether,"  which  was  then  therapeutically  employed  as  a  carmin- 
ative, and  contained  chloroform  mixed  in  varying  proportions 
with  rectified  spirit,  might  be  tried  with  advantage.  Curiously 
enough,  attempts  had  already  been  made  to  induce  angBsthesia 
by  means  of  the  vapour  of  "  chloric  ether  "  ;  but  such  attempts 
had,  for  obvious  reasons,  failed.  Sunpson  soon  satisfied 
himself  that  the  vapour  of  chloroform,  the  more  active  in- 
gredient of  "  chloric  ether,"  was  capable  of  producing  anaesthesia, 
and  he  lost  no  time  in  benefiting  others  by  the  discovery  he  had 
thus  made.  On  10th  November  1847  he  read  a  paper  entitled 
"  Notice  of  a  New  Anaesthetic  Agent  as  a  Substitute  for  Ether  in 
Surgery  and  Midwifery " ;  and  as  a  result  of  this  paper,  and 
of  Simpson's  subsequent  writings,  chloroform  rapidly  began 
to  supplant  ether  in  general  surgery.  This  is  not  surprising, 
for  its  vapour  was  more  agreeable,  it  less  frequently  induced 
struggling  and  intoxication,  its  action  was  more  speedy,  and  it 
was  altogether  more  convenient  and  manageable.  It  was  for 
a  while  believed  to  be  absolutely  safe,  but  the  death  of  a  young 
woman  named  Hannah  Greener,  on  28th  January  1848,  soon 
dispelled  this  idea.  From  time  to  time  similar  casualties 
occurred,  and  it  soon  became  apparent  that  whatever  might  be 
the  advantages  of  the  new  system  of  inducing  insensibility  to 
pain,  the  administration  of  chloroform  was  by  no  means  with- 
out its  grave  risks  to  life.  As  death  after  death  was  reported, 
all  kinds  of  theories  were  advanced  to  explain  them.  The 
most  hopeless  ignorance,  however,  prevailed,  and  several  years 
passed  by  without  any  definite  light  being  thrown  upon  the 
causation  of  these  melancholy  accidents. 

The  first  attempts  to  place  the  administration  of  chloroform 
and  ether  upon  a  sound  and  scientific  basis  were  made  by  Dr. 
John  Snow,  whose  classical  work  On  Chloroform  and  other 
Ancesthetics  was  published  in  1858.  Snow  investigated  the 
physical  properties  of  the  vapours  of  various  anaesthetics  ;  he 
performed  a  large  number  of  experiments  upon  lower  animals, 
with  the  object  of  determining  the  physiological  effects  which 
these  agents  produced  ;  and  he  collected  all  the  clinical  and 


12  ANAESTHETICS  chap. 


experimental  evidence  which  was  then  available,  in  order  to 
ascertain  the  precise  way  in  which  death  occurred  under 
chloroform,  ether,  and  other  gaseous  or  volatile  substances. 
He  was  the  first  to  describe  the  effects  produced  by  the  inhala- 
tion of  definite  percentages  of  chloroform  vapour  and  air.  He 
came  to  the  conclusion  that,  in  the  case  of  chloroform,  fatali- 
ties usually  arose  from  primary  cardiac  paralysis,  due  to  the 
inhalation  of  too  concentrated  a  vapour ;  and  working  on  this 
assumption,  he  devised  and  used  the  first  chloroform  inhaler 
by  which  the  percentage  of  vapour  could  be  regulated.  Subse- 
quent research  has  tended  to  show  that  some  primary 
interference  with  respiration  is  generally  present  in  chloroform 
casualties,  although  there  can  be  no  doubt  that  chloroform  is, 
as  Snow  maintained,  a  direct  cardiac  depressant.  Among  the 
substances  investigated  by  Snow,  special  reference  must  be 
made  to  amylene — an  anaesthetic  which  he  was  the  first  to 
administer,  and  one  which  he  used  in  a  considerable  number  of 
cases.  The  biography  of  Snow,  written  by  his  friend  the  late 
Sir  B.  W.  Richardson,  is  full  of  interest,  as  showing  the  scientific 
enthusiasm  with  which  Snow  worked.    To  quote  his  biographer : 

His  greatest  deduction  .  .  .  and  the  proofs  on  which  it  is  based,  are 
to  be  found  in  his  observations,  where  he  explains  that  the  action  of  the 
volatile  narcotics  is  that  of  arresting  or  limiting  those  combinations 
between  the  oxygen  of  the  arterial  blood  and  the  tissues  of  the  body 
which  are  essential  to  sensation,  volition,  and  all  the  animal  functions. 
He  demonstrated  that  these  substances  modify,  and  in  large  quantities 
arrest,  the  animal  functions  in  the  same  way  and  by  the  same  power  as 
that  by  which  they  modify  and  arrest  combustion,  the  slow  oxidation  of 
phosphorus  and  other  kinds  of  oxidation  unconnected  with  the  living 
body  when  they  (the  narcotics)  are  mixed  with  atmospheric  air. 

By  the  death  of  Snow  the  advance  of  the  subject  suffered 
a  distinct  check.  One  of  the  results  of  his  indefatigable 
labours  was  to  direct  attention  to  the  hitherto  imrecognised 
fact  that  by  care  and  attention  to  detail  deaths  during  anaesthesia 
could,  to  a  very  large  extent,  be  avoided.  Snow  had  not  onlr 
shown  himself  to  be  an  ardent  seeker  after  truth,  but  a  success- 
ful and  skilful  anaesthetist :  not  only  had  he  investigated  the 
subject  from  its  scientific  side,  but  he  had  silently  demonstrated 
the  importance  of  what  may  be  called  the  personal  factor  in 
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anaesthetising.  Of  those  who  continued  the  work  which  he 
had  b^un  there  is  no  one  to  whom  we  are  so  much  indebted 
as  the  late  Mr.  J.  T.  Clover,  whose  ingenuity  and  mechanical 
ability  found  such  a  happy  sphere  of  activity  in  this  depart- 
ment of  practica  Snow's  mantle,  indeed,  fell  upon  a  successor 
who  was  conspicuously  fitted  to  carry  on  the  work  which  he 
had  so  ably  begun.  The  first  step  taken  by  Clover  was  to 
perfect  the  principle  of  chloroform  administration  upon  which 
Snow  had  laid  such  stress;  and  in  1862  he  published  an 
account  of  his  chloroform  inhaler,  by  which  the  administrator 
could  adjust,  more  accurately  than  had  hitherto  been  possible, 
the  percentages  of  chloroform  vapour  and  air.  With  this 
apparatus  Clover  anaesthetised  a  large  number  of  patients, 
but  not  without  becoming  convinced  that,  so  far  as  safety  was 
concerned,  chloroform  was  a  less  satisfactory  anaesthetic  than 
ether.  He  accordingly  set  himself  to  the  task  of  rendering  ether 
anaesthesia  as  practicable  as  that  of  chloroform,  and,  as  we  shall 
subsequently  see,  this  task  he  most  successfully  accomplished. 

The  physiology  of  anaesthesia  now  began  to  attract  atten- 
tion not  only  in  this  country,  but  throughout  the  world.  In 
1864  a  committee  of  the  Eoyal  Medical  and  Chirurgical 
Society,  which  had  been  appointed  "  to  inquire  into  the.  uses 
and  the  physiological,  therapeutical,  and  toxical  effects  of 
chloroform,"  issued  an  importemt  Keport  (see  p.  339).  They 
agreed,  in  the  main,  with  Snow's  conclusions  as  to  the  danger 
of  concentrated  chloroform  vapour,  and  strongly  recommended 
as  a  substitute  for  this  anaesthetic  a  certain  mixture  of  alcohol, 
chloroform,  and  ether,  which  had  been  originally  proposed  and 
used  by  Dr.Greorge  Harley,  and  which  has  since  been  extensively 
employed  imder  the  name  of  the  A.C.K  mixture.  Elaborate 
investigations  into  numerous  physiological  questions  were  also 
made  at  about  this  time  by  Claude  Bernard,  Benjamin 
Richardson,  and  others. 

In  1867  the  last  named  of  these  observers  introduced  to 
the  notice  of  the  profession  a  new  agent  for  producing  general 
anaesthesia,  to  which  he  gave  the  name  "  bichloride  of  methy- 
lene " ;  and  for  some  time  this  substance,  which  was  considered 
to  possess  many  advantages  over  chloroform,  w€ts  favourably 
received  by  surgeons.     For  reasons,  however,  which  will  appear 
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in  subsequent  pages  "  bichloride  of  methylene  "  enjoyed  but  a 
brief  reign. 

In  the  same  year,  Dr.  Junker  described  ^  his  ingenious 
apparatus  for  administering  chloroform — an  apparatus  which 
has  proved  to  be  of  great  value,  more  particularly  in  the 
surgery  of  the  mouth,  throat,  and  nose. 

It  was  about  this  time  that  nitrous  oxide  began  to  regain 
the  footing  it  had  lost  by  Wells's  untimely  end  and  the 
failures  which  had  attended  his  earlier  administrations.  It* 
revival  is  attributable  to  the  energetic  advocacy  of  Colton,  the 
lecturer  at  whose  demonstration  Horace  Wells  had,  about 
twenty  years  before,  conceived  the  idea  of  painless  tooth- 
extraction.  In  1863  Colton  formed  an  association  in  New 
York  for  the  performance  of  dental  operations  under  the  in- 
fluence of  "  laughing  gas  "  ;  and  the  reports  of  his  cases  were 
so  satisfactory  that  dentists  began  to  give  the  matter  their 
serious  consideration.  In  1864  Mr.  Eymer,  a  London  dentist, 
recorded  several  successful  cases  in  which  he  had  secured 
aniesthesia  by  means  of  nitrous  oxide.  It  was  not,  however, 
till  1867,  when  Colton  himself  visited  Paris  and  demonstrated 
before  Dr.  Evans,  an  English  dentist  practising  in  that  capital, 
his  methods  of  procedure,  that  the  revived  anaesthetic  began  t(» 
find  widespread  favour.  On  31st  March  1868  Evans  came 
to  England  and  gave  a  demonstration  at  the  Dental  Hospital 
of  London  (then  in  Soho  Square);  and  on  7th  December  of 
the  same  year  a  joint  committee  of  the  Odontological  Society 
and  of  the  Dental  Hospital  issued  a  Report  which  was  so 
favourable  to  nitrous  oxide  that  from  that  time  onwards  this 
gas  has  occupied  the  foremost  place  amongst  the  anaesthetics 
of  modem  dentistry. 

Twenty  yeai*s  had  now  passed  since  Simpson's  discovery, 
and  these  had  brought  with  them  so  many  chloroform  fatalities 
that  many  surgeons  began  to  discard  this  anaesthetic  and  to 
return  to  ether.  In  the  United  States  the  latter  had  held  its 
own  from  the  first ;  but  in  all  other  parts  of  the  world,  and 
more  particularly  in  its  native  country,  chloroform  had  to  a 
very   large   extent  supplanted  its  predecessor.      This   is  not 

^  Medic/jl   Times  and  fiaxettff   30th  Novemlier  1867,  vol.  ii.   p.  590,  and 
1868,  vol.  i.  p.  171. 
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surprising,  for,  as  we  have  seen,  it  had  many  advantages  over 
its  rival     It  had  shown  itself,  however,  to  be  distinctly  more 
dangerous  than  ether,  and  this  fact,  together  with  the  oppor- 
tune discovery  by  Clover  of  the  proper  principles  of  ether 
administration,  combined   to  strengthen   the   position    of  the 
latter.     Clover  pointed  out  the   advantages   of  air-limitation 
during  etherisation ;  he  improved  the  methods  for  administer 
ing  nitrous  oxide ;  and  he  introduced  the  excellent  system  of 
using  this  gas  as  a  preliminary  to  ether.     In  1876  he  pub- 
lished an  account  of  his  ingenious  dppam'tsus' by.  which  nitrous 
oxide  or  ether  could  be, administered *eit;her"Sepfetti+,ely  or  in 
succession;  and  in  the*,foliowingyear*he  desdrftfd'*  his* " port- 
able  regulating  ether  inhaler,"  'which   haa   siike   desettedly 
enjoyed  a  wider  reputation  *"thaA  any  -other  appliance  of  the 
kind.     But  the  advances  of  ethei'  were"  duly  pai;tiallj'*sTic<;e88' 
ful  in  dethroning  chloroform ;  for  it  soon  became  clear  that, 
however  safe  ether  might  be,  it  was  comparatively  difficult  to 
administer.     A  heated  controversy  as  to  the  respective  merits 
of  the  two  anaesthetics  now  began.     The  advocates  of  etlier 
urged  that  accidents  from  its  use  were  rarely  met  with,  and 
that  when  they  occurred  there  was  nearly  always  some  patho- 
logical condition  present,  constituting  an  important  factor  in 
the  case.     The  supporters  of  chloroform,  on  the  other  hand, 
alleged  that  deaths  during  its  employment  were  often  deaths 
from  surgical  shock  rather  than  from  the  toxic  effects  of  the 
drug ;  that,  provided  the  respiration  were  closely  watched  and 
the  pulse  disregarded,  chloroform  was  perfectly  safe ;  and  that 
although  ether  did  not,  like  chloroform,  kill  its  patient  upon 
the  table,  it  did  so  by  its  after-effects.     In  subsequent  years 
this  Ether  v.  Chloroform  question  lost  much  of  its  supposed 
importance ;  for  experience  has  shown  that  both  antesthetics 
have  their   respective   spheres    of   utility.      Chloroform    has, 
however,  retained  its  position  in  most  parts  of  Scotland,  in 
tropical  countries,  upon  the  battlefield,  and,  in  those  practices 
in   which  portability   and   convenience   have   to   be   studied ; 
whilst  ether  has  steadily  continued  to  gain  ground,  and  is  at 
the  present  moment  the  chief  or  routine  anaesthetic  in  most 
surgical  centres  of  the  United  Kingdom  and  in  many  other 
parts  of  the  world. 
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The   next  point  which   occupied  the  attention   of  those 
interested  in  the  progress  of  anaesthesia  was  the  precise  action 
of  chloroform,  and,  more  particularly,  of  lethal  quantities  of 
chloroform  upon  the  mammalian  organism.     The  first  purely 
physiological  research  upon  this  subject  was  conducted  by  the 
"  Glasgow "   Committee   of   the    British   Medical  Association, 
whose  Report  appeared  in  1879.     The  Committee  found  that 
blood-pressure  and  cardiac  action  under  chloroform  were  dis- 
tinctly lowered,  and  whilst,  admitting  that,  in  deaths  from  this 
anaesthetic?  trefipi^^tiOix  generally  ceased  before  cardiac  action, 
they  coljt^nHild  'that  th^  l^e verse  might  -  occur,  that  is  to  say, 
th^t.the  h^arttmi^ht  jtid  priraajily  paralysed.     This  view  was 
•.  /  *:*  :  ^M^Ul8nto^€Mby^..\tith^that  ftdtanced  by, Snow,  but  it  was  opposed 
•     *'    '  "'  to  the  principteig  laid:ddwft-by  ^yiaeand  the  Edinbui-gh  school 
:  TKprfinatfeis  JBl?9tch.iurg6on  had  taught  that  chloroform  never 

fc«     fc^      ^fc.**     •*■ 

• " '  produced  primary  depression  of  the  heart,  and  that,  provided 
the  respiration  were  carefully  watched  and  the  pulse  dis- 
regarded, it  was  a  perfectly  safe  anaesthetic. 

In  order  that  this  disputed  point  might  be  settled,  the 
Nizam  of  Hyderabad,  at  the  suggestion  of  Surgeon -Major 
Lawrie,  who  had  for  many  years  strenuously  upheld  the 
teaching  of  Syme,  very  generously  granted  a  sum  of  money 
for  still  further  prosecuting  scientific  research,  and,  as  the 
result,  the  First  Hyderabad  Chloroform  Commission  was 
appointed.  Numerous  experiments  upon  lower  animals  were 
made,  and  the  conclusions  at  which  the  Commission  arrived 
were  in  complete  harmony  with  the  teaching  of  the  Edinburgh 
school.  The  medical  profession,  however,  hesitated  in  accept- 
ing these  conclusions,  and  it  was  accordingly  proposed  to 
institute  a  Second  Commission  to  carry  out  further  physio- 
logical experiments  upon  a  large  scale.  The  Nizam  again  most 
liberally  aided  the  project  by  supplying  funds,  and  Dr.  Lauder 
Brunton,  who  had  been  nominated  by  the  Laiicet,  left  England 
for  Hyderabad  in  order  to  take  part  in  the  work.  The 
voluminous  Report  of  this  Commission  appeared  in  1891,  and 
in  all  essential  details  it  corroborated  the  conclusions  at  which 
the  First  Commission  had  arrived.  Finality,  however,  had 
not  yet  been  attained ;  for  not  only  was  it  soon  shown  by 
eminent  physiologists  that  there  were  nimierous   fallacies  in 
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the  technical  work  of  the  Commission,  but  that  many  of  the 
tracings  upon  which  criticism  had  been  invited  were  capable 
of  different  interpretations  from  those  assigned  to  them. 

Amongst  the  numerous  independent  physiological  researches 
which  have  been  undertaken  with  the  object  of  settling  the 
chloroform  question,  mention  must  be  made  of  the  investiga- 
tions of  Bert,  Mac  William,  Gaskell,  Shore,  and  Leonard  Hill, 
Bert's  researches,  which  will  be  found  described  in  subsequent 
pages,  were  in  reality  little  more  than  a  repetition  of  those 
conducted  by  Snow  many  years  previously,  and  the  results  at 
which  the  French  observer  arrived  were  in  the  main  identical 
with  those  of  Snow.  MacWilUam,  Gaskell,  Shore,  and  Leonard 
Hill  have  successfully  accomplished  the  diflBcult  task  of 
harmonising  the  more  important  of  the  conflicting  facts  with 
which  the  subject  was  surrounded  when  they  entered  the 
controversial  field.  It  has  been  conclusively  shown  by  them, 
and  may  be  accepted  as  proved,  that  when  chloroform  is 
administered  to  the  full  surgical  degree,  it  undoubtedly  acts 
as  a  cardiac  depressant.  In  summing  up  the  matter,  there- 
fore, it  may  be  said  that  although  there  are  some  who  still 
adhere  to  the  Hyderabad  doctrines,  and  regard  chloroform  as 
a  drug  which  reduces  arterial  tension  and  depresses  respira- 
tion, without  interfering  with  cardiac  action,  the  balance  of 
present  evidence  is  opposed  to  this  view,  and  is  in  favour  of 
the  rival  and  more  reasonable  proposition,  viz.  that  the  fall 
of  arterial  tension  which  occurs  is  largely  if  not  wholly  due 
to  a  direct  effect  of  the  anaesthetic  upon  the  heart  substance ; 
and  that  whilst  it  is  perfectly  true  that  respiration  usually 
ceases  before  the  heart  fails,  it  is  the  effect  of  the  anaesthetic 
upon  the  circulation,  and  not  its  influence  upon  the  respiration, 
which  is  the  characteristic  and  principal  element  in  chloroform 
syncope.  For  further  details  on  this  point  the  reader  is 
referred  to  Chap.  IV. 

Although  a  considerable  amount  of  literary,  scientific,  and 
inventive  energy  has  been  expended  in  developing  the  practical 
side  of  anaesthesia,  singularly  few  real  advances  have  been 
made  in  this  direction  since  the  days  of  Clover.  The  most 
noteworthy  is  unquestionably  the  administration  of  oxygen 
with  nitrous  oxide  gas — a  plan  which  has  totally  changed  the 

c 
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character  of  nitrous  oxide  anaesthesia,  and  has  given  this 
anesthetic  a  place  in  general  surgery  which  it  could  not 
otherwise  have  secured.  Another  important  advance  has  been 
the  recognition  of  the  clinical  fact  that  during  all  forms  of 
anaesthesia,  but  more  particularly  during  the  lighter  d^rees 
of  this  condition,  there  is  a  marked  tendency  for  obstructed 
breathing  to  arise,  and  for  the  intercurrent  asphyxial  state 
thus  induced  to  very  seriously  complicate  the  ordinary  pheno- 
mena of  anaesthetisation  (see  Chap.  XVII.).  The  next  most 
important  addition  to  our  store  of  knowledge  has  been  a 
proper  appreciation  of  the  influence  exerted  by  certain  postures 
in  modifying  the  symptoms  of  anaesthetised  patients.  And 
lastly,  we  now  have  at  our  disposal,  in  addition  to  the  usual 
anaesthetics,  so  many  mixtures  and  successions  of  these  agents, 
and  so  many  excellent  methods  of  administration,  that  it  is 
far  easier  than  it  formerly  was  to  successfully  treat  those 
difficult  and  exceptional  cases  which  must  occasionally  present 
themselves.  The  net  result,  therefore,  is  that  provided  the 
anaesthetist  be  thoroughly  competent,  anaesthesia  may  be 
induced  and  maintained  with  a  minimum  of  discomfort  to  the 
patient,  and  with  practically  no  risk  to  life. 

Before  closing  this  brief  and  imperfect  sketch  it  may  not 
be  out  of  place  to  draw  attention  to  the  fact  that  during  the 
half-century  which  has  elapsed  since  the  inception  of  painless 
surgery,  very  considerable  and  interesting  changes  have  taken 
place  in  what  may  be  termed  the  standard  of  anaesthesia. 
Four  distinct  phases  or  stages  in  the  evolution  of  this  branch 
of  medical  science  may,  in  fact,  be  recognised.  Thus  (1)  in 
Wells's  an.d  Morton's  day  the  sole  object  of  the  administration 
was  the  simple  prevention  of  pain  during  the  surgical  opera- 
tion. It  mattered  not  if  the  patient  were  to  a  certain  extent 
unpleasantly  conscious  of  his  surroundings,  and  shouting, 
struggling,  or  other  manifestations  of  what  we  now  term 
imperfect  anaesthesia  were  looked  upon  as  a  necessary  part  of 
the  programme.  Soon,  however,  (2)  it  began  to  be  clear  that 
anaesthetics  might  with  safety  be  administered  to  such  a  degree 
that  absolute  unconsciousness  not  only  of  the  operation  itself, 
but  of  every  incident  connected  with  it,  could  be  relied  upon, 
and  when  the  surgical  operation  was  of  such  a  nature  that  it 
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could  not  be  performed  uuder  a  single  administration  of  the 
drug,  the  inhaler  or  handkerchief  was  reapplied.  It  was  not 
thought  advisable,  however  (as  is  obvious  from  Snow's  writ- 
ings), either  to  maintain  anaesthesia  for  any  great  length  of 
time  or  to  keep  up  a  very  deep  unconsciousness.  Eeflex 
movements  and  vocal  sounds  were,  in  fact,  the  rule  rather 
than  the  exception;  and  surgeons  cheerfully  accepted  the 
inconvenient  accompaniments  of  this  form  of  anaesthesia  as 
more  or  less  inevitable.  (3)  That  deep  and  tranquil  narcosis 
might  be  safely  maintained,  even  for  operations  of  long  dura- 
tion, now  gradually  began  to  be  realised,  and  modem  surgery 
is  not  a  little  indebted  to  this  development,  in  that  it  has 
rendered  possible  of  performance  operations  which  would 
otherwise  have  been  impracticable.  Clover  was  the  great 
pioneer  in  this  direction.  The  next  stage  in  the  evolution  of 
amesthesia  is  the  last  to  be  chronicled.  Until  within  quite 
recent  years,  the  induction  of  unconsciousness  was  almost 
necessarily  accompanied  by  inconvenient  excitement.  Now 
(4)  it  is  possible,  with  rai*e  exceptions,  to  prevent  this  initial 
intoxication,  and  to  rapidly  and  safely  plunge  patients  into  the 
deepest  anaesthesia. 


CHArXEE    II 

THE    PROPERTIES    AND    IMPURITIES    OF    THE    CHIEF    AGENTS 
CAPABLE    OF    PRODUCING    GENERAL    ANAESTHESIA 

A.  NITBOUS  OXIDE 

Nitrogen  monoxide  (otherwise  known  as  protoxide  of  nitrogen, 
nitrous  oxide,  or  "  laughing  gas ")  has  a  chemical  formula  of 
NjO.  It  was  first  prepared  by  Priestley  towards  the  close  of 
the  eighteenth  century.^ 

Properties. — Under  ordinary  circumstances  nitrous  oxide 
is  a  colourless,  transparent,  feebly  refractive  gas,  with  a 
peculiar  sweetish  odour  and  taste.  It  can  be  respired  with- 
out any  discomfort  when  the  apparatus  for  its  administration 
is  properly  constructed.  When  pure  it  is  wholly  devoid  of 
irritant  properties,  so  that  it  is  particularly  useful  in  cases 
in  which  other  anaesthetics  excite  cough,  swallowing,  etc. 
The  gas  has  a  sp.  gr.  of  1*52  ^  (Colin).  A  litre  of  it  weiglis 
I'97l72  grm. ;  or  100  cubic  inches  47"29  grains.  Water 
at  0°  C.  dissolves  a  little  more  than  its  own  volume,  but  the 
solubility  diminishes  as  the  temperature  of  the  water  is  raised. 
Nitrous  oxide  was  first  liquefied  by  Famday  in  1823.  Lique- 
faction takes  place  under  a  pressure  of  30  atmospheres  at  0°  C. 
or  50  atmospheres  at  7*"  C.  Liquefied  nitrous  oxide  is  a 
colourless,  very  mobile  body,  having  a  sp.  gr.  of  '9369  at  0' 
C.  (Andreef).  Its  boiling-point  is  stated  by  some  observers 
to  be  —  87*9°  C,  under  a  pressure  of  767*3  mm.  of  mercury; 
whilst  others  place  it  at  —  92°  C.     The  steel  and  iron  cylinders 

1  Roscoe  and  Schorlemmer  (A  Trmtise  on  Chemistry ^  1884)  give  the  date 
1772  ;  Watts  (A  Didimianj  of  Chemistry),  1776. 

2  1  -495  (Watts). 
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in  which  nitrous  oxide  is  supplied  by  the  manufacturers  con- 
tain the  agent  in  this  liquid  form.  Eoughly  speaking,  15  oz. 
by  weight  of  liquefied  nitrous  oxide  will  furnish  50  gallons  of 
the  gas.  Solid  nitrous  oxide,  in  the  form  of  compact  snow, 
has  been  prepared  by  Wills,^  who  obtained  it  by  a  modification 
of  Thilorier's  method  for  preparing  solid  carbonic  anhydride. 
The  temperature  of  its  freezing-  or  melting-point  is  stated  to 
be  —  99""  C,  as  observed  with  an  alcohol  thermometer.  As 
Dr.  Sheppard  pointed  out,^  the  faulty  working  of  nitrous 
oxide  cylinders  is  often  due  to  superficial  solidification  pro- 
duced by  the  intense  cold  which  results  from  the  conversion 
of  the  liquid  nitrous  oxide  into  gas.  Nitrous  oxide  is  not 
easily  decomposed,  a  considerable  elevation  of  temperature 
being  necessary  to  split  it  up  into  its  constituent  gases.  But 
when  a  burning  body  is  placed  in  the  gas,  the  latter  is  decom- 
posed, and  combustion  is  supported. 

Impurities. — The  nitrous  oxide  supplied  for  anaesthetic 
purposes  is  usually  free  from  impurities.^  It  is  stated,  how- 
ever, that  the  gas  has  sometimes  been  found  to  contain  other 
oxides  of  nitrogen,  and  chlorine.  These  gases  would  give 
the  nitrous  oxide  an  irritating  odour  and  would  induce  cough- 
ing. The  former  impurities  would  be  best  detected  by  passing 
a  slow  stream  of  the  nitrous  oxide  through  a  cold  solution  of 
ferrous  sulphate  acidulated  with  sulphuric  acid ;  should  the 
solution  darken,  the  presence  of  other  oxides  of  nitrogen  would 
be  indicated.  Chlorine  would  be  detected  by  its  characteristic 
odour,  and  by  its  precipitating  the  chloride  from  a  solution  of 
argentic  nitrate.  Some  writers  state  that  "  sulphates  "  may  be 
present  as  impurities  in  nitrous  oxide ;  but  it  is  difficult  to 
understand  their  existence  in  the  gas. 

Liquefied  nitrous  oxide  may  be  preserved  for  an  almost 
indefinite  time  in  iron  or  steel  cylinders.  Some  administrators  * 
have  drawn  attention  to  differences  between  the  gas  obtained 

^  Chemical  Society  s  JounwJ,  II.  xii.  21. 

*  See  footnote,  p.  210. 

^  Some  years  ago  I  had  the  nitrous  oxide  supplied  to  the  Dental  Hospital 
analysed  by  an  eminent  chemist  That  obtained  from  one  manufacturer  was 
absolntely  pore  ;  that  from  another  contained  1  "2  per  cent  of  oxygen. 

*  See  BHt.  Jmim.  Dent,  Science,  15th  Dec.  1884  ("  Anaesthetics  and  their 
Administration,"  by  J.  W.  Roberts,  L.D.S.). 
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from  liquid  nitrous  oxide  and  that  which  has  never  been  sub- 
jected to  liquefaction.  Such  differences  probably  depend  upon 
the  absence  of  all  traces  of  atmospheric  air  in  the  nitrous 
oxide  which  issues  from  the  cylinders.  If  the  nitrous  oxide 
be  kept  in  a  gaseous  form,  even  for  a  few  days,  admixture 
with  air  will  be  liable  to  occur. 


B.  ETHEB 

Ethyl  oxide  (otherwise  known  as  ethylic  ether,  vinous  ether, 
sulphuric  ether,  or  simply  ether)  has  a  chemical  formula  of 
C4H10O,  or  (02115)20.  According  to  Watts  *  it  was  first  pre- 
pared by  Valerius  Cordus  in  1540,  who  gave  it  the  name  of 
"  oleum  vitriol  i  dulce." 

Properties. — Ether  is  a  transparent,  colourless,  very  mobile, 
and  highly  volatile  liquid,  possessing  a  characteristic  pungent 
odour  and  burning  taste.  It  is  perfectly  neutral  to  test-paper. 
It  refracts  light  strongly.  The  sp.  gr.  of  pure  ether  is  '72*)  at 
12-5"  0.  (Watts),  or  -720  at  15-5'  C.  (Fownes).  At  0'  C  it 
is  said  to  have  a  sp.  gr.  of  '7356  (Roscoe  and  Schorlemmer). 
According  to  Watts  and  Fownes  it  boils  at  35*6"  0.  (96  F.) 
under  the  ordinary  atmospheric  pressure ;  but  other  observers 
(Kopp  and  Andrews)  give  the  boiling-point  at  34*9"  C.  Its 
vapour  density,  as  compared  to  air,  is  2*586  (Gay-Lussac), 
2*565  (Snow);  as  compared  to  hydrogen,  37.  Owing  to  its 
possessing  such  a  high  sp.  gr.,  ether  vapour  may  be  poured 
from  one  vessel  to  another,  and  the  process  may  be  actually 
watched  in  bright  sunlight.  Olszewsky  solidified  ether,  and 
found  the  melting-point  to  be  — 117'  C.  Ether  is  freely 
miscible  with  alcohol,  chloroform,  and  almost  all  other-  hydn)- 
carbon  derivative  compounds.  It  is  also  soluble  to  a  certain 
extent  in  water,  1  part  dissolving  in  10  at  11"^  C.  One  part 
of  water,  moreover,  dissolves  in  about  34  parts  of  ether. 
Ether  vapour  is  highly  inflammable,  and  when  mixed  with  air 
detonates  violently  on  the  approach  of  a  burning  body.  It 
bums  with  a  white  luminous  flame.  These  facts  should  k 
l>ome  in  mind,  not  only  when  administering  in  the  neighbour- 
hood of  an  artificial  light,  but  when  pouring  the  liquid  from 

^  Watts's  Dictionary  of  Chemistry  (uew  ed.),  vol.  ii.  \\  464. 


II  PROPEETIES  AND  IMPUKITIES  23 

one  bottle  to  another.  Moreover,  the  actual  cautery  should 
never  be  used  about  the  mouth  or  nose  when  the  patient  is 
under  the  full  influence  of  ether.^ 

Impurities. — Pure  ethylic  ether  should  be  perfectly  neutral 
to  test-paper,  and  should  evaporate  without  leaving  any  residue 
whatever.  Many  samples  of  the  best  methylated  ether  leave  a 
distinct  and  pungent  residue  (see  p.  26).  It  should,  more- 
over, form  a  clear  mixture  in  all  proportions  with  oil  of 
copaiba.  Ether  containing  water  or  alcohol  forms  an  emulsion 
with  considerable  quantities  of  the  oil  (Watts).  The  presence 
of  water  may  also  be  detected  by  means  of  potassium  phos- 
phate, which  is  insoluble  in  anhydrous  ether,  but  dissolves 
partially  in  ether  containing  water,  a  brown  residue  being  left.^ 
Tannic  acid,  which  is  insoluble  in  ether  but  soluble  in  water, 
is  also  used  as  a  test  for  the  latter.  Wet  ether  gives  turbidity 
with  carbon  bisulphide,  and  the  Pharmacopoeia  (1898)  includes 
among  the  tests  of  uEther  Purificatus  the  following :  "  It 
should  dissolve  in  an  equal  volume  of  carbon  bisulphide 
(absence  of  excess  of  water)."  Alcohol  is  best  detected  by 
shaking  the  ether  with  water,  which  removes  the  alcohol ;  the 
aqueous  extract  is  then  gently  warmed,  a  few  crystals  of 
iodine  added,  and  then  so  much  caustic  potash  that  the  solu- 
tion just  becomes  colourless ;  after  standing  for  a  few  hours, 
or  at  most  a  night,  a  bright  yellow  precipitate  of  iodoform  will 
be  thrown  down,  and  the  characteristic  six-sided  tablets  or 
six-sided  stellar  groups  may  be  examined  microscopically.^ 
By  this  test  1  part  of  alcohol  in  2000  parts  of  water  may  be 
detected*  The  presence  of  methylated  ether  in  pure  ether  is 
best  detected  by  careful  fractional  distillation.'*     When  ether 

*  Eappeler  (Ajuestheltcay  p.  173)  refers  to  a  case  at  Lyons,  in  which,  during 
the  use  of  the  cautery  in  the  mouth,  the  ether  vajwur  ignited.  The  face  of  the 
patient  and  the  bag  of  the  ether  inhaler  caught  lire,  and  deep  burns  upon  the 
face  resulted.  The  case  is  also  referred  to  in  the  Brit.  Med.  Journ.  vol.  ii.,  1879, 
\K  826.  Mr.  Marmadiike  Sheild  records  a  similar  case  (/Voc.  Med.  Soc.y  1887, 
voL  X.  p.  144),  and  states  that  he  has  also  known  the  expirations  of  a  patient 
under  ether  to  become  ignited  by  an  adjacent  lamp.  See  also  two  cases  reported 
in  Surgical  Ohserratioiis  by  Dr.  Warner. 

'  Bomei,  ZeUschr.  mial.  Chem.,  1869,  p.  390. 

*  See  Roecoe  and  Schorlemmer,  vol.  iii.  part  i.  p.  318.  See  also  AVatts's 
Did ionary  of  Chemistry t  2nd  Supplement,  1875,  art.  **  Ethyl  Oxide.'' 

*  Ether  prepared  from  methylated  spirit  commences  to  boil  at  a  lower 
temperature  than  ether  prei»ared  from  rectified  spirit.     See  an  article  by  Mr. 


24  ANESTHETICS  chap. 

has  been  preserved  in  an  imperfectly  stoppered  bottle  it  is 
said  to  absorb  oxygen,  and  to  become  acid  from  the  presence 
of  acetic  add.  It  is  difficult,  however,  to  understand  this, 
for,  owing  to  extreme  volatility,  the  contents  of  the  bottle 
would  soon  altogether  disappear.  Should  acetic  acid  be 
present,  the  ether  would,  of  course,  redden  blue  litmus  paper, 
and  an  aqueous  extract  of  it  would  give  the  reactions  for 
acetic  acid.  A  dark  red  coloration  with  ferric  chloride  is  not 
characteristic  of  the  presence  of  acetic  acid,  as  formates  and 
other  bodies  give  this  reaction  as  well  Roscoe  and  Schor- 
lemmer  state  that  the  most  characteristic  test  is  the  conversion 
of  acetic  acid  into  cacodyl  oxide :  "  For  this  purpose  the 
acid  is  saturated  with  caustic  potash,  evaporated  with  a  small 
quantity  of  powdered  arsenic  trioxide,  and  the  mixture  heated 
in  a  test-tube,  when  the  characteristic  smell  is  perceived" 
Should  the  aqueous  extract  contain  sulphnric  acid,  it  may  be  de- 
tected by  the  white  precipitate  (insoluble  in  hydrochloric  acid), 
which  it  gives  with  baric  chloride.  The  Pharmacopoeia  (1898) 
includes  among  the  tests  to  which  "  purified  ether  **  must  con- 
form the  following :  "  On  shaking  with  half  its  bulk  of  a 
dilute  solution  of  potassium  bichromate  acidulated  with  sul- 
phuric acid,  and  setting  aside,  the  supernatant  ether  should 
have  no  blue  colour  (absence  of  hydrogen  peroxide)."  This 
apparently  supersedes  the  starch  test  of  the  older  editions,  and 
indicates  the  official  conclusion  of  the  vexed  questions  to  which 
that  test  gave  rise.^ 

H.  W.  Jones,  F.C.S.,  on  *'The  Detection  of  Methylated  Ether"  (Pharm, 
Joum.  and  Trans.  yoI.  xvi.,  1885-86,  p.  663).  It  is  stated  that  as  little  as 
10  per  cent  of  methylated  ether  can  thus  be  found.  By  removing  the  distillate 
immediately  the  thermometer  indicated  9^  F.,  the  following  results  were 
obtained  : — 


100  c.c.  of  each  taken. 


Co.  obtained. 


Reuiarks. 


Rectified  ether,  sp.  gr.  -720    .  .    i  0 

Rectified  ether,  §p.  gr.  -780      .  .     '  0 

Methylated  ether,  gp.  gr.  -717  .  60 

Methylated  ether,  sp.  gr.  '720  .  54 

Methylatetl  ether,  sp.  gr.  '730  .  23 
Rectified  (-736)  and  methylated  \ 
(•730)  In  equal  parts                      f 


Boiled  freely  at  74'  F. 


I  After  cooling  and  again  heating, 
\     a  further  5  c.c.  obtained. 


I  Prof.  Dunstan  and  Mr.  Dyniond  came  to  the  conclusion  that  impure  ether 
sometimes  contains  hydrogen  peroxide,  though  they  failed  to  produce  it  in  pure 
ether  by  the  prolonged  action  of  oxygen. 
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Professor  Ramsay,  in  an  article  which  appeared  in  the 
Nineteenth  Century  for  April  1898,  is  inclined  to  attribute  the 
peroxide  reactions  sometimes  given  by  ether  to  a  peroxide  of 
ethyL  It  is  perhaps  a  matter  rather  of  theoretical  interest 
than  of  practical  importance,  whether  the  eflfects  should  be 
attributed  to  hydrogen  peroxide  or  to  ethyl  peroxide.  In 
either  case  the  eflfects  due  to  the  peroxide  may  be  obviated  by 
adopting  the  simple  expedient  of  putting  some  clean  mercury 
in  the  ether  bottle  as  suggested  by  Professor  Ramsay  in  the 
same  article  The  mercury  becomes  oxidised  at  the  expense 
of  the  peroxide  which  is  thus  decomposed,  and,  as  no  injurious 
volatile  by-products  are  formed  by  the  change,  the  suggestion 
seems  as  satisfactory  as  it  is  simple. 

According  to  Martindale,^  the  following  kinds  of  ether  are 
obtainable : — 

(1)  From  Pure  Rectified  Spirit 

(L)  jEther  (Off.).  Sp.  gr.  -735.  Ordinary  medicinal  ether.  Contains 
a  little  spirit  and  water.     Not  so  suitable  for  inhalation  as — 

(iL)  ^ther  Purificaius  (Off.).  Sp.  gr.  not  exceeding  '722,  and  not 
below  -720.2 

(2)  From  Methylated  Spirit 

(L)  Absolute  Ether — Methylated.  Sp.  gr.  -7 17-7 19.  Contains  a  little 
niethylic  ether,  and  is  specially  adapted  for  producing  local  anaesthesia, 
as  it  boils  under  80°.     Not  adapted  for  pi*oducing  general  anajsthesia. 

(iL)  Rectified  Ether,  From  methylated  spirit.  Sp.  gr.  '720.  Well 
washed  to  free  it  from  methylic  ether,  purified,  and  re-distilled.  Well 
adapted  for  producing  general  anaesthesia. 

(iii.)  Methylated  Ether,     Sp.  gr.  '730.     For  common  purposes. 

Putting  on  one  side  the  first  and  third  of  the  methylated 
ethers  in  the  above  list,  which  are  used  either  for  producing 
local  anaesthesia  or  for  common  purposes,  and  which  should 
never  be  employed  for  inhalation,^  and  putting  on  one  side 
also  the  ether  standing  first  of  all  on  the  list,  which  is  rarely 
used  for  inhalation,  we  are  left  with  "  ^ther  Purificatus  "  of 

*  Extra  Fharmaeoporiaf  1892. 

*  1  am  informed  by  Messrs.  Robbins  and  Co.  that  the  sp.  gr,  of  their  "  anhy- 
drons  ether,"  which  I  have  found  to  answer  well,  is  '7*20,  or  is  even  a  little 
below'  this,  and  that  its  boiling-point  is  as  near  as  possible  95"  F. 

^  A  fatal  result  has  been  known  to  follow  the  administration  of  **  local 
anesthetic  ether"  (see  Lancet ^  7th  August  1875).  These  impure  ethers,  when 
inhaled,  produce  much  irritation,  respiratory  difficulty,  cough,  salivation,  etc. 
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the  British  Pharmacopceia,  1898,  and  "rectified  ether  from 
methylated  spirit,"  or,  as  it  is  sometimes  termed,  "pure 
methylated  ether/*  Opinions  are  still  divided  as  to  the 
relative  merits  of  these  two  ethers.  There  are  some  who 
prefer  the  "  pure  methylated  ether "  to  that  obtained  from 
rectified  spirit;  there  are  others  who  hold  exactly  opposite 
views;  and  there  are  others  again  who  state  that  they  can 
detect  no  diflference  in  the  effects  of  the  two  varieties.  I  have 
for  several  years  past  administered  both  kinds  of  ether,  with 
the  object  of  carefully  comparing  the  effects.  I  have  often 
given  the  purer  ether  on  one  occasion  and  the  methylated 
ether  on  another  to  the  same  patient,  and  have  noted  the 
results.  I  have  also  given  the  ethers  alternately  during  a 
prolonged  administration,  and  have  watched  the  effects  pro- 
duced. My  experience  leads  me  to  the  conclusion  that  the 
purer  ether  is  preferable.  It  produces  less  irritation,  less  mucus, 
less  respiratory  difficulty,  and  less  after-nausea  and  vomiting 
than  the  best  methylated  brands.  The  vapour  of  pure  ether, 
nioreover,  is  less  disagreeable  than  that  of  methylated  ether. 
The  so-called  **pure  methylated  ether,"  which  is,  to  my  knowledge, 
very  largely  used  at  several  of  our  hospitals,  commences  to  boil 
at  such  a  low  tempei-ature  that  in  the  summer  time  the  heat  of 
the  hand  is  often  sufficient  to  induce  ebullition,  methylic  ether 
in  a  gaseous  form  apparently  being  evolved.  This  low  boiling- 
point  of  "  pure  methylated  ether  "  has  led  many  to  infer  that 
recovery  from  etherisation  should  take  place  more  rapidly  than 
after  the  use  of  ether  prepared  from  rectified  spirit.  But  this 
is  questionable.  There  are  impurities  in  most  if  not  in  all  of 
the  methylated  ethers ;  and  these  remain  behind,  as  it  were, 
either  in  the  inhaler  or  in  the  patient.  The  precise  nature  of 
such  impurities  is  at  present  unknown.  I  have  myself 
evaporated  considerable  quantities  of  "  pure  methylated  ether," 
and  can  corroborate  Professor  Dunstan's  statement  that  a  dis- 
agreeably smelling  residue  remains.  Possibly  fusel  oil  may  be 
present  in  this  residue.  After  a  long  administration  of  methy- 
lated ether  some  of  this  impurity  must  be  inhaled  by  the 
patient.  It  is  stated  indeed  by  those  who  prefer  methylated 
ether  to  the  purer  drug  that  patients  remain  longer  under  its 
influence  than  when  ether  prepared  from  rectified  spirit  has 
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been  used ;  and  they  urge  that  this  is  an  advantage.  It  is, 
however,  in  my  experience,  the  reverse  of  advantageous.  A 
good  and  quick  recovery  from  the  effects  of  ether  is  to  be 
encouraged,  and  such  a  recovery  is  to  be  looked  for  when  the 
purest  ether  has  been  used.  The  comparatively  tardy  recovery 
fix>m  methylated  ether  (I  am  speaking  of  long  administrations) 
is  probably  connected  with  the  inhalation  of  impurities  which 
are  not  found  in  JEther  Purificatus. 

0.   OHLOBOFOBM 

Trichlormethane,  dichlorinated  chloride  of  methyl,  per- 
chloride  of  formyl,  commonly  known  as  chloroform,  has  a 
chemical  formula  of  CHCI3.  Liebig,  Soubeiran,  and  Guthrie 
appear  to  have  independently  discovered  chloroform^  in  the 
year  1831;  but  its  real  chemical  composition  was  not 
ascertained  till  1834,  when  Dumas  ^  determined  its  true 
formula. 

Properties. — Chloroform  is  a  colourless,  transparent, 
mobile,  and  volatile  liquid,  possessing  a  pleasant,  penetrating 
odour,  and  sweet  fiery  taste.  Its  sp.  gr.  at  17"^  C.  is  1*491 
(Kegnault);  at  0°  C.  1*52523  (Pien-e).  Chloroform  obtained 
by  crystallisation  at  an  extremely  low  temperature  (Pictet*s 
process)  is  stated  to  have  a  sp.  gr.  of  1*5002  at  15°  C.^  The 
boiling-point  of  pure  chloroform,  according  to  Kegnault,*  is 
6016^  C.  (140*2°  R);  according  to  Liebig,  61°  C.  (141*8°  F.). 
IHerre  states  that  chloroform  boils  at  63*5°  C,  with  the 
barometer  at  772*52  mm.  of  mercury.  Its  vapour  density 
as  compared  to  air  is,  according  to  Dumas,  4199  ;  according 

*  According  to  Roscoe  and  Scliorlemmer,  chloroform  was  discovered  in  1831 
by  Liebig  {Po^.  Ann.  xxiii.  444  ;  Ann,  Fharm,  i.  31,  198),  and  about  the 
same  time,  but  independently,  by  Soubeiran  {Ann.  Chim.  Phys.  [2],  xlviii.  131  ; 
Ann.  Pharrn.  i.  272).  The  former  considered  it  to  be  a  chloride  of  carbon  ;  the 
latter  gave  it  the  name  "^ther  bichlorique. "  According  to  Watts  {Dictimuiry 
cf  Chcmistry\  Liebig's  discovery  was  in  1832  ;  but  as  Liebig  strongly  put 
forward  his  claims  to  priority  {Ann.  Chern.  Phami.  clxii.  161)  it  seems  certain 
that,  so  far  as  he  and  Soubeiran  were  concerned,  the  discoveiy  was  almost 
simultaneous.  Dr.  Buxton  {AnocslheticSy  2nd  ed.  p.  94)  supports  the  claims 
of  Samuel  Gutbrie,  of  Brimfield,  Massachusetts. 

*  Ann.  Chim.  Phys.  Ivi.  115  ;  Ann.  Phann.  xvi.  164. 
3  Martindale  8  Extra  Phannacopoeia. 

*  Jahregb.,  1863,  p.  70. 


28 


ANESTHETICS 


CHAP. 


to  Regnault,  4*230.  If  the  density  of  hydrogen  be  taken  as 
1,  that  of  chloroform  vapour  is  59*75.  Chloroform  remains 
liquid  and  transparent  at  —  16°  C.  (Pierre),  but  may  be  solidi- 
fied by  the  cold  produced  by  its  own  evaporation.  Snow 
found  that  chloroform  dissolves  in  about  288  times  its  volume 
of  water.  It  is  miscible  in  all  proportions  with  alcohol,  ether, 
and  other  organic  liquids.  It  is  not  inflammable,  but  its  vapour 
is  decomposed  when  passed  into  a  lighted  spirit-lamp,  and  bums 
with  a  smoky  flame,  emitting  fumes  of  hydrochloric  acid. 

The  following  extracts  from  the  writings  of  Snow  may 
here  be  conveniently  introduced  : — 

There  are  three  drops  to  a  grain  of  the  liquid,  and  as  a  miuiiu  of  it 
weighs  a  grain  and  a  half,  there  are  nine  drops  in  two  minims.  .  .  .  One 
grain  of  chloroform  produces  0*767  of  a  cubic  inch  of  vapour  at  60*  F. 
when  its  sp.  gr.  is  4*2.  .  .  .  Serum  of  blood  at  100',  and  at  the  ordinary 
pressure  of  the  atmasphere,  will  dissolve  about  its  own  volume  of  vapour 
of  chloroform.  .  .  .  Under  ordinary  circumstances  the  vapour  of  chloro- 
form has,  of  course,  no  separate  existence,  but  is  always  mixed  with  air. 
It  can  exist  in  a  pure  state  only  when  the  temperature  is  raised  to  140^ 
or  upwards,  or  when  the  pressure  of  the  atmosphere  is  in  a  great  measure 
removed  by  the  air-pump.  The  quantity  of  vapour  of  chloroform  that 
the  air  will  hold  in  solution  at  different  temperatures,  under  the  ordinary 
pressure  of  the  atmosphere,  depends  on  the  elastic  force  of  the  vapour  of 
these  atmospheres.  It  is  governed  by  a  law  precisely  analogous  to  that 
which  determines  the  amount  of  watery  vapour  which  air  will  hold  in 
solution. 

The  following  table  shows  the  result  of  experiments  I  made  to 
determine  the  quantity  of  vapour  of  chloroform  that  100  cubic  inches 
of  air  will  take  up,  and  retain  in  solution  at  various  temperatures  : — 


Tpiiiperature 
Fahrenheit. 

Degrew*. 
40 
45 
50 
55 
60 
65 


Cubic  Inches. 


7 

8 

9 

11 

14 

19 


Temperature 
Fahrenheit. 


Depr«*e8. 
70 
75 
80 
85 
90 


Cubic  Inches. 


24 
29 
36 
44 
55 


In  the  above  table,  the  air  is  a  constant  quantity  of  100  cubic  inches 
which  becomes  expanded  to  107,  and  so  on  ;  but  it  may  be  convenient  to 
be  able  to  view  at  a  glance  the  quantity  of  vapour  in  100  cubic  inches  of 
the  saturated  mixture  of  vapour  and  air,  at  different  temperatures,  and  in 
the  table  which  follows  the  figures  are  so  arranged  as  to  show  this : — 
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Temperature  Fahiviiheit, 


Air. 


Vapour. 


Decrees. 

40 

94 

6 

45 

93 

7 

60 

92 

8 

55 

90 

10 

60 

88 

12 

65 

85 

15 

70 

81 

19 

75 

78 

22 

80 

74 

26 

85 

70 

30 

90 

65 

35 

Chloroform  is  found  to  be  less  liable  to  decomposition  when 
a  very  small  percentage  of  ethylic  alcohol  is  added  to  it.^  The 
chlorofonn  of  the  British  Pharmacopceia  (1898)  therefore 
contains  sufficient  absolute  alcohol  to  produce  a  liquid  having 
a  specific  gravity  not  less  than  1*490,  and  not  more  than 
1*495.  Should  alcohol  be  present  to  a  greater  extent  than 
this  the  sp.  gr.  would,  of  course,  be  lower.  It  is  stated  that 
the  chemically  pure  chloroform  obtained  by  Pictet*s  freezing 
process  does  not  require  this  addition  of  alcohol  in  order  to 
preserve  it ;  ^  but  further  research  is  necessary  on  this  point. 

Impurities. — A  great  deal  of  discussion  has  from  time  to 
time  taken  place  concerning  the  nature  of  the  impurities  of 
chloroform,  and  the  possibility  of  such  impurities  having  been 
responsible  in  some  cases  for  the  supervention  of  dangerous  or 
fatal  symptoms  during  chloroformisation.  Whilst  impurities 
and  decomposition  products  have  undoubtedly  been  found  in 
chloroform  which  has  produced  dangerous  symptoms,  such 
symptoms  have  often  appeared  under  the  influence  of  chloro- 
form which  has  stood  with  credit  the  recognised  tests  of  purity. 
In  the  present  unsettled  state  of  the  subject  it  will  therefore 
be  best  that  we  should  confine  ourselves  to  facts,  and  avoid  all 
inferences  as  far  as  possible. 

*  Mr.  David  Brown  Dott,  writing  on  "The  Purity  of  Chloroform  for  Anses- 
thetic  Purposes "  (/%ar?».  Jmtm,  and  Trans.,  1882,  p.  769),  states  that  one- 
tenth  per  cent  of  alcohol  is  sufficient. 

*  Lancet,  19th  Dec.  1891 :  "On  a  New  Method  of  Puiifying  Chloroform," 
by  E^ne  du  Bois-Reymond. 
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The  chloroform  used  for  anaesthetic  purposes  should  conform 
to  the  following  tests  : — 

1.  It  should  possess  a  sp.  gr.  and  boiling-point^  such  as 
have  been  already  mentioned. 

2.  It  should  be  perfectly  transparent  and  colourless. 

3.  It  should  be  absolutely  neutral  to  test-paper. 

4.  It  should  possess  an  agreeable,  bland,  and  non-irritating 
odour. 

5.  When  a  portion  is  allowed  to  evapomte  spontaneously 
from  a  watch-glass  it  should  leave  no  residue,  either  of  water 
or  of  any  substance  possessing  a  strong  smell.'^ 

6.  When  shaken  with  concentrated  sulphuric  acid  no 
brownish  coloration,  or  only  the  faintest,  should  result. 

7.  It  should  form  no  precipitate  with  a  solution  of  argentic 
nitrate. 

8.  It  should  not  acquire  a  brown  colour  when  heated  to 
the  boiling-point  with  caustic  potash. 

Other  tests  of  purity  have  been  suggested.  Several  years 
ago  M.  Yvon  drew  attention^  to  the  fact  that  an  alkaline 
permanganate  solution,  when  added  to  impure  chloroform,  is 
changed  from  violet  to  green,  whereas  the  violet  colour  is 
retained  when  the  chloroform  is  pure.  But  subsequent 
experience  has  shown*  that  the  small  quantity  of  alcohol 
which  is  usually  added  to  chloroform  is  quite  sufficient  to 
change  the  colour  of  the  permanganate,  so  that  Yvon's  test 

can  hardly  be  depended  upon. 

I 

*  Chlorofonn  may  be  contaminated  with  substances  possessing  a  higher  or 
lower  boiUng-i>oint  than  the  chloroform  itself.  Thus  Prof.  Mentin  of  Warsaw 
(Pfiarm.  Journ.  aiid  Trails.,  1888-89,  p.  991)  found,  on  taking  49  cc  of  i 
sample  of  chloroform  which  was  obtained  from  a  **  respectable  German  house," 
that  6-5  cc.  came  over  at  59^-60"  C,  30  cc.  from  60^-61%  and  12-5  cc  above 
61°.     Other  investigators  have  recorded  similar  results. 

2  Impure  chloroform  may  leave  a  distinct  residue  when  evaporated.  For 
example,  the  residue  of  the  sample  referred  to  in  the  last  footnote  weighed 
•002  grm.,  and  consisted  of  well -defined  acicular  crystals  surrounded  by  a 
yellowish  liquid.  It  had  a  most  disagreeable  odour  of  nitro-beuzol  and  tobacco, 
and  when  inhaled  produced  giddiness  and  headache.  After  forty-eight  hours 
the  smeU  was  replaced  by  that  of  benzoic  acid.  When  the  residue  was  heated 
on  a  watch-glass  and  partly  eva^iorated,  the  remainder  turned  bro^^n  and  evolved 
a  smell  like  that  of  burnt  indiarubber.  The  chloroform  from  which  this 
residue  was  obtained  had  caused  alarming  symptoms  in  one-half  of  the  cases  in 
which  it  had  been  employed. 

3  Phnrm.  Journ,  and  Trans.,  1882,  p.  711. 

*  Ihid.,  1882,  pp.  740-769. 
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Now  that  there  are  several  reliable  manufacturers  of 
chloroform  for  anaesthetic  purposes,  the  difficulty  of  obtaining 
a  pure  drug  is  far  less  than  it  formerly  was.  But  the  purest 
chloroform  is  liable  to  decomposition.  As  has  been  shown  by 
Professor  W.  Ramsay/  exposure  to  sunlight  and  air  will,  in  the 
course  of  a  short  time,  lead  to  the  formation  of  carbonyl 
chloride.  Professor  Eamsay  states  that  he  has  found  this 
substance  in  many  specimens  of  chloroform  submitted  to  him 
for  analysis,  and  that  it  may  be  detected,  on  adding  baryta 
solution  to  the  chloroform,  by  a  white  film  making  its  appear- 
ance at  the  junction  of  the  two  liquids.  In  the  article  to 
which  reference  has  already  been  made  (p.  25),  he  suggests 
keeping  a  little  slaked  lime  in  the  chloroform  bottle,  so  that 
should  any  carbonyl  chloride  form,  it  may  be  converted  into 
harmless  chalk  and  chloride  of  calcium.  Hydrochloric  acid 
would,  if  present,  be  also  removed  by  the  lime.  This  acid  and 
free  chlorine  have  for  several  years  been  known  to  be  present 
in  chloroform  which  has  undergone  decomposition,  and  are  to 
be  detected  by  the  chloroform  reddening  blue  litmus  paper, 
forming  a  precipitate  with  argentic  nitrate,  and  liberating  iodine 
from  a  solution  of  potassium  iodide.  Acetic  acid  (to  be  detected 
by  the  process  described  on  p.  24),  formic  acid,  and  aldehyde 
are  also  stated  by  Kappeler  to  be  produced  by  the  decora- 
position  of  chloroform.  The  detection  of  alcohol  is  best  effected 
by  making  a  watery  extract  of  the  chloroform,  and  obtaining 
the  iodoform  reaction  (p.  23).  According  to  Kappeler,  alcohol 
may  also  be  conveniently  recognised  by  the  turbidity  which 
results  when  equal  parts  of  oil  of  almonds  and  chloroform  are 
shaken  together,  or  by  the  coagulation  which  takes  place  in 
white  of  egg  when  a  few  drops  of  the  chloroform  are  added,  or 
by  the  milky  appearance  which  drops  of  chloroform  assume 
when  allowed  to  fall  through  distilled  water.^  When  alcohol 
is  present  in  excess  of  that  quantity  which  is  customarily 
added,  the  sp.  gr.  of  the  chloroform  will,  as  already  mentioned, 
be  lower  than  1'49.  Alcohol,  as  well  as  other  easily  oxidisable 
substances,  will,  if  present  in  chloroform,  cause  a  cold  solution 

^  See  Lancet,  23rd  January  1897,  p.  240.  Dr.  Newnian  and  Professor  Ramsay 
beliere  that  they  have  traced  the  supervention  of  dangerous  symptoms  and 
after-sickness  to  impure  chloroform.  *  Kappeler,  op,  cit. 
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of  potassium  bichromate  acidulated  with  dilute  sulphuric  acid 
to  turn  green.  Should  ether  be  present  it  would,  like  alcohol, 
lower  the  sp.  gr.  of  the  chloroform.  It  may,  moreover,  be 
detected  by  dropping  a  watery  solution  of  iodine  into  the 
chloroform.  Should  the  drops  remain  of  an  amethyst  colour 
and  transparent,  the  chloroform  is  pure,  but  should  the  drops 
assume  a  dark  red  colour,  ether  is  present.  Crystals  of  nitro- 
sodic  sulphide  of  iron  are  insoluble  in  pure  chloroform,  but 
dissolve  in  the  presence  of  ether  or  alcohol.  Should  methyl 
compoands  be  present  they  may  be  detected  by  the  chloroform 
becoming  dark -coloured  or  black  when  treated  with  con- 
centrated sulphuric  acid,  or  by  a  black  oily  layer  forming 
when  the  chloroform  is  treated  with  chloride  of  zinc  (Kappeler). 
According  to  Eoussin,^  pure  chloroform  shaken  with  di-nitro- 
sulphide  of  iron  remains  colourless ;  but  if  it  contain  alcohol, 
ether,  or  wood  spirit,  it  will  acquire  a  dark  colour.  Kappeler,* 
referring  to  this  test,  also  states  that  the  reaction  is  not  only 
caused  by  the  presence  of  ethylic  alcohol  and  ether,  but  by 
aldehyde  and  amylic  alcohol.  According  to  Eoscoe  and 
Schorlemmer,  pure  chloroform  does  not  attack  bright  metallic 
sodium,  even  at  the  boiling-point.  Should  the  metal  become 
coated  with  a  white  coating  of  chloride,  the  presence  of  chlorine 
compounds,  such  as  dichlorethane  or  ethylene  dichloride,  may 
be  presumed.  As  a  corroborative  test  of  the  presence  of  these 
impurities,  these  authors  state  that  the  chloroform  when  heated 
with  alcoholic  potash  evolves  the  combustible  gas  ethylene 
In  one  of  the  101  fatal  chloroform  administrations  collected 
by  Kappeler,  allyl  chloride  was  discovered  in  the  chloroform, 
but  the  same  chloroform  had  been  used  without  bad  effects  in 
other  cases.  In  another  of  these  cases  "  higher  combinations 
of  chlorine"  were  found  in  the  chloroform.  But  in  nine  of 
the  fatal  cases  in  which  the  chloroform  used  was  examined  no 
impurity  was  detected. 

Quite  recently  Professor  Pictet  has  introduced  a  method  of 
purifying  chloroform  by  crystallisation.  The  chloroform  is 
first  subjected  to  a  moderate  degree  of  cold,  in  order  to  remove 
water  and  other  easily  crystallisable  bodies.     Intense  cold  is 

^  Watts's  Dictionary  of  Chemistry :  •*  Chloroform." 

2   Qp^  cit^ 
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then  applied  and  the  chloroform  crystallises,  leaving  a  mother- 
liquor  which  is  stated  to  retain  any  impurities  that  may  have 
been  present.  The  crystallised  chloroform  is  then  allowed  to 
liquefy.^ 

Chloroform  should  always  be  kept  in  a  cool,  dark  place,  and 
in  accurately  stoppered  bottles.  As  it  is  now  an  established 
fact  that  exposure  to  light  and  air  is  liable  to  set  up  decom- 
position, chloroform  should  certainly  be  obtained  in  small 
rather  than  large  bottles,  in  order  to  lessen  the  chances  of 
such  decomposition  taking  place. 

This  is  perhaps  the  most  appropriate  place  in  which  to 
draw  attention  to  the  interesting  fact  that  chloroform  vapour 
is  decomposed  by  contact  with  a  naked  flame,  phosgene  and 
liydrochloric  acid  gases  being  formed,  and  the  phosgene 
again  splitting  up,  as  indicated  by  the  following  equations : 
2CHCl3-h02=2COCl,-h2HCl;  and  COCl^-hH^O^  2HCl-h 
COj.  "When  chloroform  is  administered  in  a  small,  badly- 
ventilated  room,  in  which  th6re  is  an  oil  or  gas  stove  for  heat- 
ing purposes,  or  gas  burners  or  oil  lamps  for  illuminating 
purposes,  all  occupants  of  the  room,  including  the  patient, 
will  be  liable  to  be  affected  by  the  irritant  products  of  decom- 
position. Smarting  of  the  eyes,  burning  sensations  about  the 
upper  air -passages,  dry  spasmodic  cough,  and  a  feeling  of 
oppression  and  tightness  about  the  chest,  may  be  experienced 
by  those  engaged  in  the  operation.  The  smaller  the  room, 
the  greater  the  number  of  naked  flames,  and  the  longer  the 
administration,  the  more  marked  will  be  the  symptoms.  I 
have  myself  frequently  experienced  these  sensations  in  a  minor 
degree;  and,  curiously  enough,  have  sometimes  found  the 
pungent  odour  more  noticeable  on  leaving  the  room  in  which 
the  operation  has  been  performed  than  in  the  room  itself.  It 
has  occasionally  happened  that  the  occupants  of  a  room,  in- 
cluding the  patient,  have  been  affected  by  persistent  bronchial 
irritation,  bronchitis,  and  even  broncho  -  pneumonia  after 
exposure  to  the  fumes  of  the  decomposed  chloroform ;  and 
cases  have   been   recorded  in  which   the   patient   has,  in  the 

*  See  Lancet,  19th  December  1891,  p.  1415,  and  Brii.  Med.  Jonm.,  23r(l 
JanoAry  1892,  p.  209.  In  the  latter  journal,  Dr.  R^n^  dii  Bois-Reyniond  gives 
an  acooant  of  **  the  toxic  action  of  impure  chloroform." 

D 
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course    of     the    administration,    displayed    such    iisphyxial 
symptoms  as  to  render  remedial  measures  necessary.^ 

D.  ETH7L  BROMIDE 

Ethyl  bromide,  bromide  of  ethyl,  hydrobromic  or  broni- 
hydric  ether,  C^H^Br,  was  first  prepared  by  SeruUas  in  1827. 
It  is  a  transparent,  colourless,  highly  volatile  liquid,  of  a 
.strong  sweetish  ethereal  odour  and  pungent  taste.  It  has  a 
sp.  gr.  of  1-4189  at  15°  C.  (Mendelejeflf),  and  of  1-47:^3  at 
0°  C.  (Pierre).  Its  vapour  density,  according  to  Marchand, 
is  37 54.  It  boils  at  40*7''  C,  when  the  barometer  stands  at 
757  mm.  (Pierre).  It  is  sparingly  soluble  in  water, but  mixes 
in  all  proportions  with  alcohol  and  ether.  It  burns,  when 
ignited,  with  a  green  smokeless  flame,  bromine  vapour  being 
evolved.  When  exposed  for  some  time  to  air,  ethyl  bromide 
decomposes  and  bromine  is  liberated. 

According  to  Merck,  ethyl  bromide  should  stand  the 
following  tests:  (1)  when  put  on  the  hand  it  must  evai>orate 
quickly  and  absolutely,  without  residue,  producing  a  marked 
feeling  of  cold ;  (2)  the  filtration  with  water  should  l)e 
neutral  and  should  not  change  on  the  addition  of  nitrate  of 
silver  ;  (3)  the  addition  of  concentrated  sulphuric  acid  should 
cause  no  discoloration.^ 

E.   ETHIDENE  DIGHLOBIDE 

Ethylidene  chloride,  dichlorethane,  or,  as  it  is  more 
commonly    called,    ethidene    dichloride,    was    discovered     by 

1  It  is  difficult  to  say  who  first  drew  atteiitiou  to  the  decomposition  of 
fhlorofonu  by  naked  flame.  Tlie  earliest  reference  I  can  find  is  in  the  China 
Medical  Missionary  Journal  for  December  1888,  p.  160  ;  but  the  anonymoDti 
wnterof  the  short  article  therein  refers  to  observations  on  the  subject  by  *** 
contributor  to  a  prominent  medical  journal."  Iterson,  Fischer,  and  Zweifel 
drew  attention  to  the  plienomenon  in  1889  ;  and  in  that  year  an  article  by 
Dr.  Patterson,  containing  interesting  |)er8onal  exjieriences,  appeared  in  the 
Practitioner,  vol.  xlii.  p.  418.  Zweifel  rejK)rted  a  fatal  case  of  bronchitis  and 
pneumoma.  See  also  Lancet,  12th  Maix'h  1898,  containing  an  interesting 
letter  from  Dr.  J.  J.  Waddelow.  See  also  Birmimjham  Medical  Rericir^  August 
1892,  containing  an  article  by  Dr.  Charles  Martin.  The  subject  has  attracted 
much  attention  on  tlie  Continent.  According  to  Breaudat  {^IHct.  de  Physiologic), 
the  combustion  of  chloroform  vajwur  gives  rise  to  hydi-ochloric  acid,  and  an  acrid 
and  acid  oil  containing  several  organic  bodies  ;  but  he  failed  to  find  any  COCl^ 

■•*  In  the  second  test,  icashinif  witli  water  is  probably  meant,  i.e.  the  wash- 
ings should  l>e  neutral,  etc. 
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Begnault,  who,  from  the  mode  of  its  preparation,  gave  it 
the  name  of  monochlorinated  chloride  of  ethyl.  Snow  was 
the  first  to  use  ethidene  dichloride  as  a  general  antesthetic.* 
It  has  a  chemical  formula  of  CH^ .  CHCl^,  and  is  a  metamer 
of  ethylene  dichloride,  or  Dutch  liquid.  Ethidene  dichloride 
13  a  transparent  colourless  liquid,  resembling  chloroform  in 
taste  and  odour.  According  to  Watts,  its  sp.  gr.  is  11 89  at 
4*3"  C.  (Geuther);  according  to  Eoscoe  and  Schorlemmer, 
1-2044  at  0"  C.  (Thorpe).  The  boUmg-point  of  the  purest 
samples  has  been  found  to  be  60^  C.  (Beilstein  and  Kramer), 
four  degrees  lower  than  the  boiling-point  of  the  substance 
originally  prepared  and  studied  by  Eegnault.  The  vapour 
density  of  ethylidene  chloride  is  49*54.^  It  is  distinguished 
from  ethylene  dichloride  by  its  boiling-point  (ethylene  dichloride 
boiling  between  83°  C.  and  84°  C.)  and  by  its  behaviour  with 
cold  alcoholic  potash,  which  decomposes  Dutch  liquid  but  has 
little  or  no  effect  upon  ethylidene  chloride.  It  is  soluble  in 
alcohol  and  ether,  but  is  insoluble  in  water. 

Clover  found  *  that  the  ethidene  dichloride  supplied  for 
anaesthetic  purposes  had  not  a  uniform  boiling-point,  but  could 
be  divided,  by  fractional  distillation,  into  two  or  more  sub- 
stances. That  which  he  used  had  a  sp.  gr.  of  "  1225,"  and  a 
boiling-point  of  46*r',  the  temperature  rising  to  60^,  at  which 
point  it  boiled  steadily  till  it  was  nearly  all  dissipated. 

F.  AMTLENE.      PENTAL 

Amylene,  C^H^^j,  was  discovered  by  Balard  in  1844,  and 
first  used  as  an  anaEJSthetic  by  Snow.  According  to  the  latter 
authority,  whose  views  have  since  been  endorsed  by  all  lead- 
ing chemists,  amylene  is  not  a  very  definite  compound,  but  a 
mixture  of  several  isomeric  bodies.* 

Amylene  is  a  colourless,  thin,  and  very  volatile  liquid. 
Although  not   pimgent  when  inhaled,  its  vapour  has  a   dis- 

*  The  reader  is  referred  to  Snow's  iuteresting  article  on  **  Monochlorurretted 
Chloride  of  Ethyle"  (sic),  op.  cit.  p.  420. 

*  For  further  information  see   Watts's  Dleiionary  of  Chemistry,   vol.   vii. 
•JndSupp.  1875,  p.  490. 

3  BrU.  Med.  Jouni.,  29th  May  1880,  p.  797. 

*  See  Roscoe  and  Schorlemmer,  vol.   iii.  pp.  240  and  283.     Also  "Watta's 
Dictionary  of  (Jhfmistry,  3rd  Suj)p.  vol.  viii.  pt.  i.  1879,  p.  79. 
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agreeable  odour,  somewhat  resembling  that  of  wood  spirit 
The  liquid  is  almost  without  taste.  The  sp.  gr.  of  amylene 
is  stated  to  be  '66277  at  O''  C,  or  6544  at  10°  C.  (WattsV 
The  sp.  gr.  of  the  amylene  used  by  Snow  was  "659  at  56  F. 
The  boiling-point  of  amylene  differs  in  different  samples,  and 
is  not  constant  in  the  same  sample.  Balard  placed  it  at 
39'  C,  Frankland  at  35"  C,  and  K^kule  at  42^  C.  The 
vapour  of  amylene  is  inflammable. 

At  about  the  time  of  Snow's  death,  Duroy  is  said  ^  to  have 
carefully  studied  the  boiling-point  of  amylene,  and  to  have 
found  that  it  varied  widely — from  30°  C.  to  62*"  C.  He  found, 
moreover,  that  pure  iso-amylene  had  a  constant  boiling-point 
of  38°  C.  (according  to  other  observers,  35*").  The  name 
"  pental "  is  applied  to  a  pure  form  of  amylene  introduced  into 
commerce  by  Mering,  and  now  used,  more  especially  by  dental 
surgeons,  in  Germany. 

1  See  Ann,  Oh,  Pharm.  4th  Siipp.  143. 

2  See  Brit.  Joum.  Dent.  Science^  1st  June  1892,  in  which  an  alistract  of  a 
|»per  on  "Pental"  from  the  ViertHjahrsschrift  fnr  Zdhnkeilhunde  ap|»ears. 
The  pa^wr  is  by  Dr.  Julius  Kossa  and  Hei-m.  Neumann  of  Budapest. 


CHAPTER     III 

the  theoretical  and  experimkntal  physiology  of  general 

surgical  an^.sthesia 

Introductory 

The  agents  whose  chemical  and  physical  properties  have  just 
Iteen  considered  constitute  the  more  important  members  of  the 
therapeutic  group  known  as  general  anssthetics.  The  remain- 
ing members  of  this  group  are  comparatively  unimportant,  for 
they  are,  so  far  as  our  present  knowledge  goes,  incapable  of 
producing  such  satisfactory  efifects  as  those  obtainable  by 
nitrous  oxide,  ether,  chloroform,  and  the  other  substances  to 
which  reference  has  been  made.  Considerable  differences  of 
opinion  exist  as  to  tlie  agents  which  should  or  should  not 
\ye  thus  grouped  together ;  and  the  question  naturally  j)resents 
itself :  What  is  a  general  aniesthetic  ?  To  say  that  it  is  a 
substance  which  has  the  power  of  destroying  conscious  sensi- 
bility throughout  the  organism  is  hardly  sufficient ;  for  such 
a  deiinition  would  include  many  therapeutic  bodies  which 
possess,  so  to  speak,  merely  incidental  anaesthetic  properties, 
and  which  are  more  fitly  included  under  other  groups,  such  as 
narcotics,  soporifics,  anodynes,  convulsants,  etc.  According  to 
our  present  conceptions  a  general  Anaesthetic  must  possess  the 
following  properties : — 

(a)  It  must  be  able  to  produce  universal  insensibility ; 

(b)  It  must  be  capable  of  being  readily  introduced  into  the 
circulation  without  discomfort  to  the  patient ; 

(c)  It  must  produce  its  effects  gradually  and  progressively, 
80  that  its  action  may  be  under  control ; 
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{d)  It  must  bring  about  not  only  general  sensorj'  paralysis, 
but  such  a  loss  of  motor  power  as  to  render  practicable  the 
performance  of  surgical  operations  ; 

(e)  Its  action  upon  the  sensory  and  motor  systems  must 
not  be  associated  with  greater  excitement,  greater  convulsive 
movement,  or  greater  interference  with  respiration,  circulation, 
or  other  important  vital  processes  than  can  be  controlled  or 
corrected  by  the  anaesthetist ; 

(f)  And  lastly,  it  is  essential  that  the  agent  employed 
shall  be  of  such  a  kind  that  when  it  is  withdrawn  the  whole 
organism  will  resume  its  functions,  and  return  to  that 
condition  in  which  it  existed  when  the  anaesthetic  was  firs^t 
applied. 

All  agents  fulfilling  these  requirements  may  be  allowed  a 
place  in  the  group  of  general  anaesthetics ;  and  the  more  com- 
pletely any  agent  fulfils  such  requirements  the  higher  will  l)e 
its  place  in  the  group.  Anaesthetics  such  as  nitrous  oxide, 
ether,  and  chloroform  thus  occupy  high  positions ;  whilst 
others,  such  as  amylene,  nitrogen,  etc.,  have  but  a  questionable 
right  to  be  included  in  the  list. 

There  are  very  wide  chemical  and  physical  diflfertoceb 
between  the  various  substances  whose  physiological  action  we 
are  about  to  discuss.  They  belong  to  no  special  chemical 
family ;  nor  do  they  possess  any  distinctive  element  or  grouj* 
of  elements  in  their  composition.  They  are,  moreover,  equally 
dissimilar  in  their  physical  properties,  for  whilst  most  of  theni 
are  liquid  at  ordinary  temperatures,  many  are  gaseous.  Thus, 
the  indiflerent  gases,  hydrogen  and  nitrogen,  by  the  simple 
exclusion  of  oxygen,  will  render  patients  completely  un- 
conscious— asphyxial  anaesthesia  (see  p.  38).  Carbonic  acid, 
too,  when  mixed  with  oxygen,  has  been  shown  to  be  possesseti 
of  anaesthetic  properties  (p.  99).  Then,  as  we  shall  presently 
see,  nitrous  oxide  (N2O)  has  every  claim  to  be  regarded  as  a 
true  anaesthetic.  And  other  gaseous  bodies,  such  as  ethylene 
or  olefiant  gas  (C2H4),  methyl  chloride  (CH3CI),  and  methyl 
oxide  ((0113)20),  have  been  employed,  with  more  or  less 
success,  for  inducing  general  insensibility.  As  we  pass  fixnn 
bodies  which  are  gaseous  at  ordinary  temperatures  to  those 
which  are  liquid,  we  find  upon  the  borderland  several  highly 
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volatile  agents,   derivatives  of  hydrocarbons,    such    as    ethyl 
chloride    (C^HgCl),  which    boils     at    the   body   temperature, 
methyl  bromide  (CHgBr),  and  aldehyde  (CHg .  CHO).     Then,  as 
instances  of  amesthetics  with  somewhat  higher  boiling-jwints, 
we  have  ethyl  oxide,  or  "ether"  ((C^H^y^O),  ethyl    bromide 
(CjH^Br),  and  amylene  (C,\^H,o),  all  of  which  are  referred  to  in 
the  preceding  chapter.     The  next  body  generally  placed  upon 
the  list  is  bichloride  of  methylene  (CHgCLj) ;  but,  as  we  shall 
see,  this  substance  is,  strictly  speaking,  improperly  included. 
With  a  somewhat  higher  boiling-point  than  that  of  the  preced- 
ing agent  comes  carbon  bisulphide  (CS.,),  whilst  acetate  of  methyl 
(CHj.CO.OCHj)  and   acetone   (CHg.CO.CHg)  are   included 
amongst  the  general  anaesthetics  by  some  writers.     Ethylideue 
chloride    (CHg.  CHClj),  which   has  already    l)een    alluded    to 
(p.  34),  has  a  boiling-point  (60    C.)  almost  identical  with  that 
of  chloroform  (CHCI3).    Amongst  the  less  volatile  bodies  which 
possess  general  amesthetic  properties  may  be  mentioned  bichlo- 
rinated   chloride  of  ethyl,^  acetate  of  ethyl  (CH3 .  CO  .  OC'jH^), 
tetrachloride   of  carbon    (CCI4),  ethylene    chloride,  or    Dutch 
Uquid  (CHX'l.CHoCl),    amyl  hydride    (C5H12),   ethyl   nitrate 
(CjH^i.  XOg),  benzene  (CgH^),  and  turpentine  (CjoHiq).    Alcohol 
(C2H5 .  OH)  can  hardly  be  regarded  as  an  amesthetic,  although, 
as  is  well  known,  it  is  capable  of  producing  deep  anaesthesia 
when  administered  in  sufficiently  large  quantities.      Finally, 
there    are    certain    substances    which    are    solid    at    normal 
temperatures,  but  which   may,  when   administered    in    such  a 
way  as  to  enter  the  circulation,  produce  complete  unconscious- 
ness.      Amongst     these     are:     chloral     ((.'CI3.  CHO),     acetal 
(CH3 .  CH  .  (OCgH,).^),    amyl     chloride    (C,H„C1),    and     ethyl 
benzoate  or  benzoic  ether  (C^Hr^ .  CO  .  OC^H^). 

The  term  general  surgical  ansBsthesia  is  commonly  applied 
to  that  state  of  profound  insensibility  which  is  brought  about 
by  the  action  of  a  general  anaesthetic,  and  which  is  of  such  a 
character  as  to  allow  of  the  performance  of  any  surgical  opera- 
tion. The  physiology  of  this  state  is  necessarily  exceedingly 
complex,   the   complexity   increasing  as   we  ascend  the  scale 

»  Mr.  Hugh  Candy  informs  me  that  there  are  two  comi>ound8  which  may  bo 
descrihed  as  bichlorinated  chloride  of  ethyl:  (1)  CH.^C1 .  CHClg,  boiling  at 
114"  C. :  and  (2)  CH.,.  CCI3,  boiling  at  76^*0. 
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(d)  It  must  bring  about  not  only  general  sensory  paralysis, 
but  such  a  loss  of  motor  power  as  to  render  practicable  the 
performance  of  surgical  operations  ; 

(e)  Its  action  upon  the  sensory  and  motor  systems  must 
not  be  associated  with  gi-eater  excitement,  greater  convulsive 
movement,  or  greater  interference  with  respiration,  circulation, 
or  other  important  vital  processes  than  can  be  controlled  or 
corrected  by  the  anaesthetist ; 

(f)  And  lastly,  it  is  essential  that  the  agent  employed 
shall  be  of  such  a  kind  that  when  it  is  withdrawn  the  whole 
organism  will  resume  its  functions,  and  return  to  that 
condition  in  which  it  existed  when  the  anaesthetic  was  first 
applied. 

All  agents  fulfilling  these  requirements  may  be  allowed  a 
place  in  the  group  of  general  anaesthetics ;  and  the  more  com- 
pletely any  agent  fulfils  such  requirements  the  higher  will  l)e 
its  place  in  the  group.  Anaesthetics  such  as  nitrous  oxide, 
ether,  and  chloroform  thus  occupy  high  positions ;  whilst 
others,  such  as  amylene,  nitrogen,  etc.,  have  but  a  questionable 
right  to  be  included  in  the  list. 

There  are  very  wide  chemical  and  physical  diflferfences 
between  the  various  substances  whose  physiological  action  we 
are  about  to  discuss.  They  belong  to  no  special  chemical 
family ;  nor  do  they  possess  any  distinctive  element  or  grouj* 
of  elements  in  their  composition.  They  are,  moreover,  equally 
dissimilar  in  their  physical  properties,  for  whilst  most  of  them 
are  liquid  at  ordinary  temperatures,  many  are  gaseous.  Thus, 
the  indifferent  gases,  hydrogen  and  nitrogen,  by  the  simple 
exclusion  of  oxygen,  will  render  patients  completely  un- 
conscious— asphyxial  anaesthesia  (see  p.  38).  Carbonic  acid, 
too,  when  mixed  with  oxygen,  has  been  shown  to  be  possessed 
of  anaesthetic  properties  (p.  99).  Then,  as  we  shall  presently 
see,  nitrous  oxide  (N2O)  has  every  claim  to  be  regarded  as  a 
true  anaesthetic.  And  other  gaseous  bodies,  such  as  ethylene 
or  olefiant  gas  (C.2H4),  methyl  chloride  (CH3CI),  and  methyl 
oxide  ((CH8)20),  have  been  employed,  with  more  or  less 
success,  for  inducing  general  insensibility.  As  we  pass  from 
bodies  which  are  gaseous  at  ordinary  temperatures  to  those 
which  are  liquid,  we  find  upon  the  borderland  several  highly 
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volatile  agents,  derivatives  of  hydrocarbons,  such  as  ethyl 
chloride  (C^H^Cl),  which  boils  at  the  body  temperature, 
methyl  bromide  (CHjBr),  and  aldehyde  (CHg .  CHO).  Then,  as 
instances  of  ana^thetics  with  somewhat  higher  boiling-points, 
we  have  ethyl  oxide,  or  "ether"  ((C2H5)20),  ethyl  bromide 
(CjH^Br),  and  amylene  (C^Hio),  all  of  which  are  referred  to  in 
the  preceding  chapter.  The  next  body  generally  placed  upon 
the  list  is  bichloride  of  methylene  (CHgClj) ;  but,  as  we  shall 
see,  this  substance  is,  strictly  speaking,  improperly  included. 
With  a  somewhat  higher  boiling-point  than  that  of  the  preced- 
ing agent  comes  carbon  bisulphide  (CS2),  whilst  acetate  of  methyl 
(CH^.CO.OCH,)  and  acetone  (CH3.CO.CH3)  are  included 
amongst  the  general  ansesthetics  by  some  writers.  Ethylideue 
chloride  (CHg.  CHCLj),  which  has  already  been  alluded  to 
(p.  34),  has  a  boiling-point  (60'  C.)  almost  identical  with  that 
of  chloroform  (CHCI3).  Amongst  the  less  volatile  bodies  which 
possess  general  anaesthetic  properties  may  be  mentioned  bichlo- 
rinated  chloride  of  ethyl,^  acetate  of  ethyl  (CH3 .  CO  .  OC-aHj), 
tetrachl(»ride  of  carbon  (CCI4),  ethylene  chloride,  or  Dutch 
liquid  (CHoCl.C^H.Cl),  amyl  hydride  (C^Tlnl  ethyl  nitrate 
(CjHs .  XO3 ),  benzene  (C^He),  and  turpentine  (C,oHig).  Alcohol 
(CjHr, .  OH)  can  hardly  be  regarded  as  an  aniesthetic,  although, 
as  is  well  known,  it  is  capable  of  producing  deep  anaesthesia 
when  administered  in  sufficiently  large  quantities.  Finally, 
there  are  certain  substances  which  are  solid  at  normal 
temperatures,  but  which  may,  when  administered  in  such  a 
way  as  to  enter  the  circulation,  produce  complete  unconscious- 
ness. Amongst  these  are :  chloral  (CCI3 .  CHO),  acetal 
(CH3 .  CH .  (OC2H,)2),  amyl  chloride  (C^H^Cl),  and  ethyl 
l>enzoate  or  benzoic  ether  (C^H.r, .  CO  .  OC2H5). 

The  term  general  surgical  anssthesia  is  commonly  applied 
to  that  state  of  profound  insensibility  which  is  brought  about 
by  the  action  of  a  general  anaesthetic,  and  which  is  of  such  a 
character  as  to  allow  of  the  performance  of  any  surgical  opera- 
tion. The  physiology  of  this  state  is  necessarily  exceedingly 
complex,   the   complexity   increasing  as   we  ascend  the  scale 

1  Mr.  Hugh  Can<ly  informs  me  that  there  are  two  compounds  which  may  be 
de«crib«Hl  as  bichlorinatwi  chloride  of  ethyl:  (1)  CHjCl .  CHClj,  boiling  at 
114"  C. :  and  (2)  CH,.  CCl.v  boiling  at  76^' C. 
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of  evolution.  It  may  be  primarily  divided  into  two  parts, 
which  may  conveniently  be  termed  (a)  the  theoretical  and 
experimental,  and  (b)  the  clinical.  The  theoretical  mid  experi- 
meifUal  physiology  will  be  first  considered,  the  present  chapter 
being  devoted  to  this  division.  The  clinical  physiology  will  be 
subsequently  discussed  when  dealing  with  each  anaesthetic  in 
the  main  body  of  the  work,  under  such  sections  as  "  Effects 
produced  by  the  administration,"  "  Dangers  connected  with  the 
administration,"  and  "  After-effects." 

In  studying  the  first  division  of  our  subject,  we  have  at 
the  outset  to  consider  the  various  ways  by  which  anaesthetics 
may  enter  the  organism  and  exert  that  widespi^ead  and 
universal  influence  which  is  an  essential  feature  of  their 
action  (§  1).  It  will  then  be  convenient  to  discuss,  in  general 
terms,  the  effects  produced  by  anaesthetics  upon  the  organism, 
and  to  arrange  those  effects  in  classes  according  to  the  stages 
in  the  administration  at  which  they  occur  (§  2).  We  shall 
then  marshal  the  various  facts  and  observations  at  our  disposal 
which  may  throw  light  upon  the  intimate  action  of  general 
anaesthetics  upon  the  organic  elements  themselves  (§  3).  And 
lastly,  it  will  remain  for  us  to  examine  the  experimental  data 
at  our  disposal  concerning  the  effects  produced  by  particular 
anaesthetics,  not  only  upon  the  whole  organism  but  upon  its 
several  systems  (§  4). 


^  1.  THE  PASSAGE  OF  THE  ANJESTHETIG  INTO  THE 

ORGANISM 

Anfesthetics  may  act  directly  upon  the  organism  by  a 
simple  process  of  imbibition  and  absorption.  This  is  seen 
in  the  temporary  arrest  of  development  which  takes  place  in 
germinating  seeds  when  exposed  to  an  atmosphere  of 
ether  or  chloroform,  and  in  the  local  loss  of  sensitiveness 
which  occurs  in  the  sensitive  plant  when  similarly  treated. 
Applied  to  the  medusa,  chloroform  first  arrests  spontaneous 
movements  and  then  brings  about  a  state  of  diminished  reflex 
activitv.' 


1 


Bninton,  Pharmacology  and  Therapeutics,  3rd  edit.  p.  111. 


m  PHYSIOLOGY  OF  ANAESTHESIA  41 

In  organisms  possessing  a  circulatory  system,  the  absoi-ption 
by  the  circulating  fluid  of  the  gaseous  or  vaporised  anaesthetic 
will  lead  with  greater  or  less  rapidity  to  generalised  effects ; 
and  this  is  true,  no  matter  in  what  part  of  the  organism  the 
absorption  takes  place.  Arloing  has,  for  example,  shown  that 
general  ana^thesia  will  become  established  in  the  sensitive 
plant  when  its  roots  are  subjected  to  the  action  of  an  aqueous 
solution  of  chloroform.^  In  cold-blooded  animals,  such  as 
frogs,  Claude  Bernard  showed  that  so  long  as  the  circulation 
was  intact  the  immersion  of  one-half  of  the  body  in  chloro- 
fonned  water  led  to  general  anaesthesia ;  and  he  pointed  out 
that,  l>y  reason  of  the  comparatively  slow  elimination  which 
takes  place  through  the  lungs,  frogs  are  well  fitted  for  this  plan 
of  inducing  amesthesia.  General  effects  may  also  be  produced 
in  warm-blooded  animals  by  the  absorption  of  anaesthetics 
locally  applied  ;  but  owing  to  the  rapid  elimination  of  volatile 
substances  by  the  lungs,  such  effects  are,  as  a  rule,  irregular 
and  uncertain.  Again,  the  gastro- intestinal  tract  may  be 
made  the  site  of  absorption,  as  in  the  administration  of  chloral 
by  the  stomach,  and  of  ether  vapour  by  the  rectum  ;  but  in  this 
case  also  the  results  will  be  unreliable  owing  to  the  modifying 
influences  exerted  by  digestion  and  other  conditions.  The 
most  convenient  channel  for  the  introduction  of  gaseous  and 
vaporised  bodies  into  the  general  circulation  is  undoubtedly 
that  presented  by  the  respiratory  passages,  the  large  area 
furnished  by  the  pulmonary  alveoli  and  capillary  network 
being  particularly  favourable  to  rapid  absorption.  Moreover, 
the  blood  circulating  through  the  pulmonary  arterioles  and 
capillaries  is  specially  suited  for  the  reception  and  transmission 
of  agents  such  as  those  we  are  considering ;  for  immediately 
the  blood  has  left  the  lungs  it  passes  to  the  nervous  centres  in 
which  take  place,  as  we  shall  presently  see,  the  essential 
changes  necessarj'  to  the  establishment  of  general  surgical 
anaesthesia. 

Having  arrived  at  the  pulmonary  capillaries,  anaesthetic 
gases  and  vapours  are  absorbed,  according  to  physical  laws,  and 
the  proportions  taken  up  by  the  circulating  blood  will  depend 
upon  (a)  the  tension  of  the  gas  or  vapour  in  the  atmosphere 

^  Dastre,  op.  cU. 
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presented  to  the  organism,  (b)  the  solubility  of  the  gas  or 
vapour  in  blood,  and  (c)  the  temperature  of  the  blood.  The 
tension  of  the  anaesthetic  in  the  atmosphere  presented  to  the 
organism  will  necessarily  vary  with  barometric  pressure  and 
the  external  temperature.  Snow  was  the  first  to  draw  atten- 
tion to  the  laws  governing  the  absorption  of  anaesthetic  vajKJurs, 
and  his  observations  led  him  to  enunciate  the  following  pro- 
position : — 

As  the  proportion  of  vapour  in  the  air  breathed  is  to  the  proportion 
that  the  air  or  the  space  occupied  by  it  would  contain  if  saturated  at  the 
temperature  of  the  blood,  so  is  the  proportion  of  vapour  absorbed  into 
the  blood  to  the  proportion  the  blood  would  dissolve — 

a  proposition  which  was  subsequently  endorsed  and  applied 
by  I^aul  Bert,  and  which  has  since  been  generally  accepted. 

The  influence  of  external  temperature  in  modifying 
anaesthesia  was  pointed  out  by  Snow,^  who  showed  that  the 
l>ercentage  of  chloroform  vapour  inhaled  from  a  handkerchief 
or  inhaler  when  the  external  temperature  was  high  was  con- 
siderably greater  than  would  be  breathed  from  a  similar  surface 
when  the  external  temperature  was  low.  Richardson^  ad- 
ministered chloroform  vapour  to  warm-blooded  animals  placed 
in  a  glass  chamber,  the  temperature  on  one  occasion  being 
40"  F.  and  on  another  80'  F.  With  the  lower  temperature 
anaesthesia  was  preceded  by  excitement  and  vomiting,  and  was 
much  delayed ;  with  the  higher  these  phenomena  were  absent 
and  deep  amesthesia  was  rapidly  induced. 

This  would  appear  to  be  the  most  convenient  place  in 
which  to  consider  in  an  introductory  and  general  manner  the 
respiratory  phenomena  of  anasthesia ;  and  it  will,  perhaps,  be 
best  to  study  these  as  they  present  themselves  in  practice 
rather  than  to  discuss  them  from  the  standpoint  of  the 
experimental  physiologist.  To  the  experimentalist,  free  and 
efficient  breathing  is  dependent  mainly  if  not  wholly  upon  an 
intact  and  active  nervous  and  muscular  mechanism.  Drugs 
produce  this  or  that  change  in  the  rhythm,  rate,  force,  and 
amplitude  of  respiration  by  their  action  upon  the  nervous 
mechanism  of  breathing.     Anaesthetics  are  regarded  as  sub- 

»  OjK  rit.  p.  34.  2   Th^  Hospital,  17th  March  1894,  p.  431. 
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stances  which  first  stimulate,  then  depress,  and  finally 
paralyse  this  mechanism.  But  to  the  clinical  observer 
respiration  is  a  function  which  is  at  all  stages  of  anaesthesia 
liable  to  become  intercurrently  deranged,  not  so  much  from 
this  or  that  quantity  of  the  anaesthetic  actin*^  directly  upon 
the  nervous  mechanism  of  breathing,  but  from  incidental 
or  intercurrent  conditions  which  it  is  difficult  or  impos- 
sible either  to  realise  or  reproduce  in  the  physiological 
laboratory. 

In  actual  practice  the  respiration  of  a  patient  during  the 
administration  of  an  anaesthetic  for  a  surgical  operation  may 
undergo  changes  dependent  upon  a  large  number  of  circum- 
stances. 

Thus  (i.)  the  local  action  of  the  ancesthetic  upon  the  re- 
spiratori/  jmsmges  may  induce  cough,  retching,  swallowing, 
"  holding  the  breath,"  masseteric  spasm,  etc.  Such  pheno- 
mena are  more  common  with  ether  than  with  chloroform,  and 
with  chloroform  than  with  nitrous  oxide ;  and  they  are,  of 
course,  most  frequently  met  with  when  an  anji^sthetic  vapour 
is  administered  in  undue  concentration. 

(ii.)  But  provided  no  such  disturbing  influences  arise,  the 
normal  breathing  gradually  tends  to  become  somewhat  deeper 
and  quicker,  chiefly  from  stimulation  of  the  re.^piratoTy  centre 
hy  the  circulating  ancesthetic.  Some  anaesthetics  produce  a 
more  stimulating  effect  than  others. 

(iii.)  In  the  case  of  pure  nitrous  oxide  and  of  other  gases 
and  highly  volatile  vapours  which  admit  of  being  administered 
with  little  or  no  atmospheric  air,  actual  deprivation  of  oxygen 
may  lead  to  exaggerated  breathing,  stertor,  and  tonic  or  clonic 
spasm  of  the  respiratory  muscles. 

(iv.)  In  certain  methods  of  administering  anaesthetics 
{e.g.  p.  272)  some  degree  of  re-brecUhiug  is  permitted;  and 
under  such  circumstances  the  incarcerated  carbonic  acid  leads 
to  a  greater  or  less  degree  of  hyperpnoea. 

(v.)  Again,  psychical  impulses  may  interfere  with  free 
respiration.  This  is  sometimes  seen  early  in  an  administra- 
tion, when  nervous,  apprehensive  subjects  hold  the  breath  till 
cyanosis  arises,  or  when  hysterical  subjects  cry  or  laugh  till  a 
state    of   incipient    asphyxia    is    brought    about.       Moreover, 
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when  nonual  consciousness  has  just  been  lost,  rapid  or  sus- 
pended breathing  may  result  from  a  dream  or  hallucination. 

(vi)  As  the  patient  passes  into  the  second  stage  of 
ana^thesia,  respiration  often  tends  to  become  modified  by 
altered  jxmtkmj  spu.su},  or  iitr^IIinf^  of  jxiris  within  or  about  th- 
up}Kr  air'j>fr.^r;/rs  (see  p.  443),  or  by  sjmsm  of  muscles  directbf 
concerned  in  the  \rvr!Jiuj  of  the  respiratory  pump  (see  p.  462). 
In  certain  cases,  indeed,  complete  arrest  of  breathing  may 
thus  arise.  The  extent  to  which  respiration  is  interfered 
with  will  de|)end  upon  numerous  circumstances,  and  particu- 
larly upon  such  factors  as  the  calibre  and  conformation  of  the 
up|>er  air-passaj]jes  before  auiesthesia,  and  the  muscular  develop- 
ment of  the  jjatient.  Apart  from  the  presence  of  morbid 
states,  the  intluence  of  w^hich  ¥rill  be  fully  considered  below 
(p.  124),  patients  vary  widely  not  only  as  regards  the  normal 
calibre  of  their  air-passages,  but  as  regards  changes  in  that 
calibre  during  amesthesia.  The  patient  with  free  and  wide 
passages  and  a  thin  neck  may  breathe  so  quietly  under  an 
anaesthetic  that  no  sound  whatever  is  produced,  and  as  no 
extra  work  is  thrown  upon  the  respiratory  pump,  the  cbest 
and  abdomen  may  hardly  appear  to  move.  On  the  other 
hand,  the  patient  who,  in  his  normal  state,  snores  loudly  at 
night,  whose  air- way  is  small,  whose  tongue  is  large  and 
flabby,  and  whose  neck  is  short  and  thick,  may  become  so 
obstructed  in  breathing  that  mechanical  means  may  have  to 
be  employed  to  maintain  or  re-establish  free  respiration.  A 
very  slight  obstruction,  such  as  that  indicated  by  mild  snoring, 
is  positively  an  advantage  in  maintaining  audible  and  good 
respiration  (see  p.  360)  ;  whilst  a  greater  degree  of  occlusion  of 
the  air-tract  will  call  into  play  Wolent  and  rapid  respiratory 
acts,  the  depth  and  rate  of  which  will  vary  with  the  air- 
limitation  induced  by  the  obstruction. 

Various  respiratory  sounds  may  be  emitted  during  the 
anti'Sthetised  state,  and  many  of  them  will  be  found  to  act  as 
important  clinical  guides.  In  addition  to  the  ordinaiy  sound 
produced  by  the  passage  of  air  in  and  out  of  the  upper  air- 
channels,  there  are  numerous  superadded  or  adventitious 
sounds  which  deserve  attention.  These  may  be  divided  into 
inspiratory  and  expiratory,  the  former  being  as  a  rule  snoring 
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or  stridulous,  the  latter  phonated  in  character.  In  the 
anaesthetised  patient  respiration  may  take  place  either  through 
the  nose  or  mouth ;  or  the  respiratory  current  may  enter  by 
the  former  and  leave  by  the  latter  channel.  To  the  snoring 
sounds  of  anaesthesia  the  term  "  stertor  "  is  commonly  applied, 
although  some  authors  include  under  this  head  inspiratory 
sounds  devoid  of  snoring  characters. 

Dr.  R  L.  Bowles,^  who  has  devoted  considerable  attention  to  the 
subject  of  stertor,  speaks  of  six  varieties.  In  (1)  Nasal  stertor  a  sniffing 
sound  is  produced  by  approximation  of  the  alse  nasi.  In  (2)  Buccal 
stertor  the  lipe  and  cheeks  flap  to  and  fro  with  inspiration  and  expiration. 
In  (3)  Palatine  stertor  the  soft  palate  vibrates,  and  the  stertor  may  acquire 
a  nasal  or  oral  character  according  to  the  course  of  the  current.  In  (4) 
Pharyngeal  stertor  the  base  of  the  tongue  vibrates  against  the  pharyngeal 
wall  In  (5)  Laryngeal  stertor  the  vocal  cords  vibrate.  And  in  (6) 
Mucow  stertor  there  is  mucous  secretion  in  the  trachea  and  larger  tubes. 

Dr.  Bowles  very  properly  draws  attention  to  the  fact  that 
stertor  always  indicates  a  greater  or  less  degree  of  obstruction, 
and  this  is  of  great  importance  in  administering  anaesthetics. 
The  commonest  form  of  stertor  during  the  anaestrhetised  state 
is  that  which  is  produced  by  the  tongue  vibrating  against  the 
pharyngeal  wall.  This  vibration  is  generally  regarded  as 
dependent  upon  a  flaccid  or  paralytic  state  of  the  tongue ;  but 
1  am  convinced  that,  in  many  cases  at  least,  it  is  dependent 
rather  upon  spasm  of  muscles  drawing  the  base  of  the  tongue 
backwards  during  inspiration  than  upon  a  paralytic  state  of 
the  organ.  I  have  elsewhere  ^  shown  that  with  pure  nitrous 
oxide  the  stertor  is  distinctly  spasmodic,  and  that  with  mix- 
tures of  nitrous  oxide  and  oxygen  this  stertor  lessens  as  the 
oxygen  percentage  rises,  till  with  certain  mixtures  the  snoring 
is  identical  in  all  its  characters  with  that  of  ether  or  chloro- 
form anaesthesia.  In  certain  subjects  anaesthetics  may  cause 
so  much  muscular  spasm  about  the  fauces,  pharynx,  floor  of 
the  mouth,  and  larynx,  that  an  obstructive  stertor  is  produced 
and  life  is  thereby  threatened  (see  p.  448).  In  some  cases,  too, 
an  engorged  state  of  the  tongue  obviously  contributes  to  the 
production  of  stertor.     Whilst  stertor  is  the  audible  expression 

*  On  Stertor  and  A^Mjphwij. 
-   Trnns.  Jioif.  Med.  Chir.  Soc.  vol.  Ixxxii. 
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of  a  greater  or  less  degree  of  obstruction  above  the  larynx, 
stridor  always  indicates  a  tendency  towards  occlusion  of  the 
larynx  itself.  Two  varieties  of  laryngeal  stridor  present 
themselves  in  practice.  The  first  of  these  is  a  short,  deep, 
and  coarse  sound  caused  by  collapse  or  falling  together  of  the 
superior  aperture  of  the  larynx.  The  latter  is  a  prolonged  and 
high-pitched  sound,  sometimes  altering  in  pitch  during  an 
inspiration,  and  dependent  upon  laryngeal  spasm  rather  than 
collapse.  In  surgical  practice  laryngeal  stridor  may  arise 
from  the  direct  effect  of  the  anaesthetic  vapour,  from  the 
presence  of  mucus  or  other  adventitious  substances,  or  as  the 
reflex  result  of  sensory  stimuli  in  various  parts  of  the  body 
(see  p.  351).  As  regards  expiratory  adventitious  sounds,  these 
are,  as  a  rule,  phonated  and  dependent  upon  approximation  of 
the  true  vocal  cords.  As  a  general  rule  any  phonated  sound 
indicates  a  moderate  degree  of  anaesthesia.  For  further 
remarks  the  reader  is  referred  to  pp.  362  and  447. 

(vii.)  When  once  the  patient  has  been  Ijrought  well  under 
the  influence  of  the  anaesthetic,  the  respiration  may  be  made 
to  vary  with  the  qnantity  of  the  ancesthetic  given,  becoming 
deeper,  quicker,  and  (usually)  more  stertorous  with  more,  and 
shallower,  slower,  and  (usually)  less  stertorous  with  less. 
Such  changes,  however,  are  not  always  dependent  only  upon 
dosage,  but  also  upon  variations  in  the  amount  of  air  given. 
When  toxic  quantities  of  the  particular  agent  are  administered 
respiratory  depression  and  paralysis  ensue  (p.  464). 

(viii.)  In  addition  to  the  respiratory  changes  which  are 
strictly  dependent  upon  the  action  of  the  anaesthetic  itself 
upon  the  respiratory  centre,  there  are  other  changes  which  are 
dependent  upon  the  blood  supply  to  tJuU  centre.  Other  factors 
remaining  the  same,  the  better  the  arterial  supply  the  better 
the  breathing  and  vice  versa  (see  pp.  471  and  477). 

(ix.)  Any  hindrances  to  free  thoracic  and  abdominal 
movement,  such  Jis  tiyht-la^uiy,  the  adoption  of  certain  jyostv re^^, 
etc.,  may  readily  introduce  an  asphyxial  element  into  the 
administration  (p.  461). 

(x.)  In  certain  cases  " physiotofj/ical  apiuea''  may  be  met 
with.  It  is  most  common  imder  nitrous  oxide  and  oxygen, 
but    it    may    be    met    with    under    other    anaesthetics,    and 
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is  nearly  always  preceded  by  a  phase  of  rapid  and  deep 
breathiDg. 

(xi)  CheynC'Stokes  breathing  is  sometimes  seen,  particularly 
in  elderly  and  feeble  subjects  under  chloroform. 

(xii.)  In  practice  it  will  be  found  that  the  rate,  rhythm, 
and  amplitude  of  respiration  may  undergo  modifications  de- 
pendent upon  the  operation  itself  Traumatic,  thermal,  and 
electrical  stimuli  are  all  capable  of  modifying  breathing,  one  of 
the  most  powerful  stimuli  being  the  stretching  of  any  of  the 
natural  orifices  of  the  body.  In  the  vast  majority  of  cases 
traumatic  and  other  stimuli  augment  rather  than  diminish 
respiratory  movements.  Thus,  other  factors  remaining  the 
same,  the  breathing  of  an  anaesthetised  patient  who  is  not 
undergoing  an  operation  is  quieter,  slower,  and  shallower  than 
when  a  traumatic  stimulus  is  at  work.  This  fact  is  par- 
ticularly evident  when,  for  some  reason  or  another,  a  patient 
has  been  anaesthetised  for  a  considerable  time  before  the  first 
incision  is  made ;  the  quiet  breathing  at  once  becoming  and 
remaining  deeper  in  response  to  the  cutaneous  stimulus.  But 
surgical  stimuli  may  arrest  respiration  either  by  causing 
mechanically  obstructed  breathing  (see  pp.  142  and  449)  or  by 
reflex  spasm  of  respiratory  muscles.  If,  for  example,  an  operation 
be  begun  whilst  the  patient  is  in  the  second  stage  of  anaesthesia, 
temporary  or  even  prolonged  arrest  of  breathing,  due  to  reflex 
contraction  of  muscles  within  or  about  the  respiratory  tract, 
may  occur  (see  p.  347),  and  in  certain  subjects  such  arrest  may 
t)e  very  hazardous.  This  is  an  exceedingly  important  fact  in 
actual  practice.  Again,  even  in  the  later  stages  of  anaesthesia 
a  somewhat  similar  state  may  be  induced ;  but  whether  under 
these  circumstances  the  arrest  is  due  to  reflex  spasm  or  to  an 
inhibitory  (paralytic)  effect  upon  the  respiratory  centre  it  is  at 
present  difficult  to  say  (see  p.  471). 

Finally,  in  considering  the  factors  which  may  modify 
respiration  during  antesthesia,  we  must  not  omit  to  mention  the 
remarkable  effects  of  lip- friction  (see  p.  361). 

The  above  facts  teach  us  that,  in  addition  to  what  may  be 
termed  the  true  physiological  effect  of  an  anaesthetic  upon  the 
nervous  mechanism  of  respiration,  numerous  incidental  or 
intercurrent  conditions  capable  of  materially  affecting  breathing 
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may  come  into  play  during  anaesthesia  and  introduce  an 
asphyxial  factor  into  the  administration.  Some  of  these 
conditions  are  obviously  due  to  the  customary  plan  of  intro- 
ducing anaesthetics  into  the  circulation  through  the  respiratory 
passages ;  but  others  are,  as  we  have  seen,  dependent  upon 
obstructive  or  spasmodic  states  arising  not  from  the  action  of 
the  anaesthetic  upon  the  respiratory  centre,  but  from  its  action 
upon  other  centres  within  the  cerebro-spinal  axis.  It  is  often 
a  very  difficult  matter  to  decide  whether  a  particular  state 
into  which  a  patient  has  passed  has  been  brought  about  by 
the  anaesthetic  itself,  or  by  anoxaemia  dependent  upon  one  or 
other  of  the  causes  to  which  reference  has  been  made.  So 
closely,  indeed,  may  the  symptoms  of  anoxaemia  resemble  those 
of  anaesthesia,  so  nearly  may  the  phenomena  of  anaesthesia 
simulate  those  of  anoxaemia,  and  so  easily  may  the  one 
condition  be  made  to  intensify  the  other,  that  we  cannot 
help  being  struck  by  the  analogy  existing  between  the  two 
states. 

If  any  justification  be  needed  for  entering  into  such  minute 
details  as  those  just  given,  it  must  be  found  in  the  fact  that  in 
the  vast  majority  of  difficulties  and  dangers  encountered  during 
surgical  anaesthesia  some  slight  interference  with  the  respiratory 
functions  constitutes  the  first  link  in  the  chain  of  alarming 
symptoms.  Without  free  respiration,  success  and  safety  in 
anaesthetising  are  equally  unattainable.  It  is  often  urged  by 
experimental  physiologists  that  there  are  no  essential  differ- 
ences between  the  phenomena  of  anaesthesia,  as  seen  by  them 
in  the  laboratory,  and  those  met  with  clinically  in  the  operating 
theatre.  But  just  6i8  the  clinical  observer  is  comparatively 
ignorant  of  the  technique  of  the  physiologist,  so  is  the  latter 
comparatively  unaware  of  the  numerous  ways  in  which  respira- 
tory complications  may  arise  during  the  administration  of 
anaesthetics  to  human  subjects.  Whether  the  physiologist  can 
experimentally  reproduce  the  various  respiratory  phenomena  to 
which  I  have  just  referred — all  of  which  are  unquestionably 
met  with  clinically — I  cannot  say.  If  he  cannot,  it  is  fair,  I 
think,  to  assume  that  there  are  certain  differences  between  the 
behaviour  of  man  and  of  lower  animals  under  anaesthetics  that 
may  explain  accidents  liitherto  obscure. 


Ill 
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The  rapidity  with  which  the  particular  anaesthetic  will 
produce  its  effects  will  greatly  depend  upon  the  rate  and  depth 
of  the  respiratory  movements  and  the  activity  of  the  pulmonary 
circulation,  a  quick  and  deep  respiration  and  a  forcible  and 
full  pulmonary  blood-stream  being  favourable  to  absorption  and 
rapid  transmission  of  the  anaesthetic. 

We  must  not  forget,  in  conclusion,  that  whilst  the  pulmonary 
blood-stream  is  the  great  medium  for  the  reception  and  trans- 
mission of  anaesthetics,  it  is  also  the  great  medium  for  their 
elimination,  and  for  the  escape  of  carbonic  acid.  There  is  no 
good  e\idence  that  any  of  the  anjesthetics  now  in  use  are 
themselves  decomposed  during  their  period  of  association  with 
the  circulating  blood  ;  but  one  must  speak  guardedly  upon  this 
point  pending  further  investigation.  As  regards  carbonic  acid, 
it  would  seem  that  whilst  its  production  is  diminished  during 
ana«thesia  (see  pp.  60  and  83),  there  is  no  obstacle  to  its  elimina- 
tion from  the  lungs  provided  that  the  respiratory  passages  are  free, 
and  that  expirations  escape  into  the  surrounding  atmosphere. 
But  when  breathing  becomes,  as  it  so  often  becomes,  mechanically 
obstructed  by  more  or  less  continuous  stertor,  it  may  be  regarded 
as  certain  that  this  gas  will  remain  to  some  extent  incar- 
cerated below  the  obstruction,  and  that  in  consecpience  of  this 
its  escape  from  the  pulmonary  blood  will  be  retarded.  Again, 
it  is  customary  in  certain  methods  of  administration  for  the 
patient  to  breathe  backwards  and  forwards  into  a  bag,  fresh 
air  being  only  occasionally  allowed,  and  under  these  circum- 
stances also  there  must  be  a  similar  increase  in  the  carbonic 
acid  blood  tension  owing  to  the  retention  of  the  excreted  gas 
within  the  upper  air-passages.  The  experiments  of  Haldane 
and  Lorrain  Smith  ^  with  regard  to  the  effects  of  breathing 
different  proportions  of  air  and  carbonic  acid,  of  air  with  less 
than  the  normal  percentage  of  oxygen,  and  of  hydrogen,  are 
interesting  in  this  connection. 

§  2.  A  GENEBAL  SUBVET  OF   THE   EFFECTS   PBODUCED 
BY  AN.SSTHETICS  UPON  THE  OBGANISM 

Having    entered    the    pulmonary    blood  -  stream,    general 
anaesthetics  are  enabled  to  exert  their  influence  upon  all  parts 

1  Jmirn.  Path,  and  Bact.  vol.  i..  1892-93,  p.  16^. 
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of  the  organism,  and   to   affect   the  various   systems  of   that 
organism  in  a  more  or  less  definite  and  characteristic  manner. 
As  already  indicated,  there  is  a  considerable  difference  between 
the  effects  produced  by  one  antestlietic  and  those  produced  by 
another,  the  organism  and  the  means  adopted  for  introducing 
the  anaesthetic  remaining  the  same.     Tliis  is  exemplified  in  the 
behaviour  of  the  same  patient  under  ether  and  chloroform,  each 
administered  in  precisely  the  siime  way,  and  with  the  same  per- 
centage of  air.    Then,  as  everyday  experience  teaches  us,  the  same 
aniesthetic  may  produce  very  different  effects  upon  the   same 
subject,  according  to  the  system  or  method  adopted  for  admin- 
istering it.     This  is  well  seen   in   tlie  case  of  nitrous  oxide, 
which   is   capable,   according   to   the    plan   of   administration 
adopted,  of  producing  an  asphyxial  or  a  non-asphyxial  form  of 
anaesthesia.     Again,  the   phenomena   which   arise   during   the 
administration  of  an  anesthetic  will  necessarily  depend  upon 
the  rapidity  with  which  the  anaesthetic  enters  the  circulation, 
and  the  quantity  which  is  present  within  the  circulation  at  the 
particular  time.     This  was  clearly  demonstrated   by  Snow  as 
regards  chloroform,  and  is  true  of  other  auit^sthetics.      In  the 
next   place,   it   is   obvious   that   the   effects   produced    by   an 
anaesthetic  will  very  largely  depend  upon  the  organism   sub- 
jected to  anaesthetic  influence.     This,  as  Dastre  points  out,  is 
strikingly  evident  when  a  bird,  a  mouse,  a  frog,  and  a  sensitive 
plant  are  exposed,  within  a  bell-jar,  to  tlie  influence  of  ether 
vapour ;  the  four  organisms  being  affected  in  the  order  named. 
The  influence  of  this  important  factor  is  also  obvious  when  we 
compare  the  effects  produced  by  chlorofonn  upon  man  and  those 
resulting  from  its  administration  to  lower  animals.     And  it  is 
important  to  bear  in  mind  that  organisms,  apparently  similar 
to  one  another  in  all  essential  details,  may  display  very  different 
phenomena,  even  though  precisely  the  same  plan  be  adopteil 
for  inducing  general  anasthesia.     This  is  unquestionably  the 
case    with    human   beings,   the    type   of  subject,  as  we   shall 
presently  see  (p.   114),  being  one  of  the  most,  perhaps   the 
most  important  factor  in  determining  the  effects  which  this 
(jr  that  anaesthetic  may  bring  about. 

Little    is    accurately   known    as     to    the    changes    which 
anu'sthetic  gases  and  vapours  produce  in  the  blood  itself;  but 
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the  facts  which  are  at  present  at  our  disposal  will  l)e  discussed 
when   dealing  with   each  anaesthetic.      Speaking  generally,  it 
would  seera  that  most  anaesthetics  enter  and  leave  the  blood 
without   producing  in  it  any  distinctive  or  important  changes 
save  those  which,  as  we  shall  presently  see,  must  inevitably        Ln 
result  fi-om  the  interference  with  normal  respiration  necessarily         t2 
incidental  to  the  plan  of  administering  anaesthetics  by  inhala-         ,3  j« 
tion.      Sausom,  Wittich,  Botticher,  and  other  observers  have,         ?  >* 
however,    described    alteratioti^  '  i»i  the  i;€d  ^  6orpuscles,     and, 
according  to  the  Glp^ffow  Committee  of  the  British  Medical 
Associatiofi,    5isi'nte^t!oii'  of    these    cprpiJseltf?    •  ak^s    pluce  ,      r?  O 
within   the   pubnonary  capillaries  during  inharati6n:-''*(*Trube    -' 
states  that  urobiJinuria'laRes.  plkce  fwo,  or  f^hrVe  3ats  after     . 
amesthesia,  pointing  to  a  destruction  of  Vied  cbrpu^cfts  as  a 
result  rather  than   an  accompaniment  of  the  administration.        — .  'xj 
According  to  Richet,  blood  holding  an  anaesthetic  in  solution        pi  S2 
always  preserves,  when  shaken  with  air,  its  capacity  for  fixing        2  ^ 
the  same  proportion  of  oxygen. 

AVhilst  the  nervous,  the  respiratory,  the  circulatory,  the 
digestive,  the  muscular,  and  the  glandular  systems  are  one  and  all 
affected  by  anaesthetics,  it  is  the  fii*st  named  of  these  systems  that 
is  primarily  and  chiefly  involved.  This  is  not  surprising  when 
we  reflect  that  the  nervous  system  is,  as  compared  to  others, 
tar  more  delicate  in  its  mechanisms,  and  is,  therefore,  more  likely 
to  show  signs  of  disturbance  under  the  influence  of  protoplasmic 
poisons  such  as  those  we  are  now  considering.  The  most  highly 
evolved  parts  of  the  central  nervous  system  are  those  which  are 
first  affected.  This  is  true  of  all  organisms,  whether  high  or  low 
in  the  scale  of  evolution.  Claude  Bernard  showed,  by  a  series  of 
experiments  on  frogs,  that  ether  and  chloroform  primarily  and 
chiefly  affected  the  sensory  centres  of  the  cerebro-spinal  axis, 
and  that  the  sensibility  of  sensoiy  nerve-endings  was  destroyed, 
not  from  the  action  of  the  anjesthetic  upon  those  endings,  but 
from  its  action  upon  the  centres  themselves.  He  pointed  out, 
however,  that,  as  in  death  of  sensory  nerves  from  want  of 
nutrition,  the  peripheral  ends  first  showed  signs  of  suspended 
function ;  that  the  trunks  were  next  involved ;  and  that  finally 
the   roots   shared    in   the   process.     In  the  case  of  man  and 

*  Da.stre.  ^  British  Medical  Jo nnwl^  vol.  ii.,  1880. 


HARVARD  UNIVERSITY, 

THE  DENTAL  SCHOOL  LIBRARY, 

52  ANAESTHETICS  chak 

other  mammals  it  would  seem  that  the  cerebral  cortex  is,  as 
a  rule,  affected  before  any  other  part  of  the  central  nervous 
system  ;  that  in  all  probability  the  basic  ganglia  and  cerel>ellum 
are  next  involved ;  that  the  sensory  tracts  and  centres  of  the 
cord  which  connect  the  brain  with  the  periphery  next  suffer ; 
that  the  cerebro- spinal  motor  tracts  and  centres  are  then 
paralysed ;  and  that  finally  the  automatic  respiratt)ry  and 
cardiac  centres  cease  to  act.  It  is,  however,  difficult  to  speak 
with  anything \54)pi"oac'hin^  "precision  on  this  point;  and  it 
must  be  remembered  that'  ||reaVvariation  exists  in  apparently 
\  3iilrifor':s46jepis- yin!;k  Jarge  number^' of  cases' iho  earliest 
: se^satityll •experienced  jb^  the  patient  is  one  of  "numbness  and 
tingling  :*(iV*ibe^  "e.ttrfiinities,  "Unci  ibis,  'ao  the  author  has 
frequctftfy "8artfsfiey'i1iiiiself,*inay  fexist  witlibut'any  disturbanct^ 
of  consciousness.  Moreover,  as  we  shall  presently  see,  a  true 
analgesic  state  may  occasionally  be  induced.  Claude  Bernarti 
expressed  the  belief  that  the  brain,  playing  the  role  of  a 
principal  nerve-centre,  influenced  the  secondary  nerve-centres 
of  the  spinal  cord,  although  it  was  incapable  of  being  itself 
influenced  by  the  latter ;  and  so  far  as  the  cord  was  concerned 
he  found  that,  just  as  in  the  case  of  sensory  nerves  themselves, 
the  function  of  excitability  was  lost  from  below  upwards,  the 
lumbar,  dorsal,  cervical,  and  bulbar  regions  being  affected  in 
the  order  named. 

In  the  initial  stages  of  anaesthesia  the  application  of 
traumatic  or  other  stimuli  may  evoke  responses  which  have 
all  the  appearance  of,  and  in  one  sense  are,  conscious  responses : 
but  owing  to  a  want  of  synthesis  in  the  sensor}^  impressions 
received,  and  to  disturbances  within  the  perceptive  centres 
themselves,  pain  is  either  not  appreciated  as  pain,  or,  if 
appreciated,  is  not  remembered.  Whilst  some  impairment  of 
common  sensibility  is  frequently  met  with  at  the  outset  of 
inhalation,  typical  analgesia,  that  is  to  say,  the  absence  of  the 
power  of  appreciating  pain,  whilst  consciousness,  tactile 
sensibility,  and  all  other  faculties  are  preserved,  is  rare ;  and 
with  our  present  knowledge  we  are  unfortunately  unable  u» 
depend  upon  establishing  this  condition.  The  best  results  in 
this  direction  have  been  attained  by  the  combined  action  of 
morphine   and  small   quantities   of  chlorofonn   (see   p.   4221 
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True  analgesia  is,  moreover,  not  uncommonly  observed,  and 
particularly  in  feeble  subjects,  during  recovery  from  deep 
anaesthesia.  According  to  Dastre,  the  analgesia  of  the  in- 
duction stage  depends  upon  the  sensory  nuclei  of  the  cord  or 
cerebral  ganglia  being  affected  by  the  anaesthetic  before  the 
cortical  centres,  so  that  sensory  impressions  are  blocked  on 
their  way  to  the  perceptive  areas  of  the  cerebrum.  This  author 
suggests  that  this  abnormal  sequence  of  effects  may  be  due 
either  to  diminished  excitability  of  the  hemispheres,  or  to 
increased  excitability  of  the  spinal  and  ganglionic  sensory 
centres.  Other  physiologists,  however,  believe  that  the  block 
takes  place  in  the  cerebral  cortex.  It  is  unfortunately  im- 
possible to  induce  and  maintain  pure  analgesia,  although  some 
d^-ee  of  it  is  a  common  incident  when  anjesthetics  are 
administered  in  graduated  and  small  quantities. 

The  order  in  which  the  special  senses  are  invaded  is  not 
precisely  known.  Sight  is  generally  lost  before  hearing. 
Dastre  points  out,  and  I  can  corroborate  his  assertion,  that 
patients,  although  unconscious  of  their  surroundings,  may 
sometimes  be  made  to  reflexly  repeat  or  pronounce  a  sequence 
of  words.  The  same  author  draws  special  attention  to  the 
fact  that  before  anaesthetics  bring  about  their  paralysing  influence 
upon  the  various  and  successive  parts  of  the  nervous  system, 
they  induce  a  pre -paralytic  state  of  excitement,  and  it  thus 
happens  that  we  find  certain  excitation  phenomena  belonging 
to  the  excitement  stage,  thrbugh  which  a  certain  centre  is 
passing,  side  by  side  with  the  paralytic  phenomena  of  another 
centre.  Dastre  also  points  out  that  when  an  equal  excitation 
affects  both  the  augmentor  and  the  inhibitory  parts  of  a  nervous 
mechanism,  it  is  the  inhibitory  or  moderating  influence  which 
predominates. 

Although  the  sensory  system  is  primarily  and  fundamentally 
affected  by  anaesthetics,  the  motor  functions  are  also  profoundly 
modified.  The  changes,  indeed,  which  the  motor  system  under- 
goes in  the  different  stages  of  anaesthesia  are  of  great  interest 
and  importance.  Claude  Bernard  found  that  in  the  deeply 
anaesthetised  frog  motor  nerves  preserved  their  excitability.  In 
the  sciatic  nerve  the  central  terminations  of  the  sensor}' 
filaments  were  anaesthetised,  but  not  the  motor  filaments.     In 
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the  chloroformed  dog  the  application  of  vinegar  to  the  tongue 
produced  no   salivary  secretion ;   whereas  stimulation   of    the 
chorda  tympaui — the  motor  nerve  of  the  submaxillary  gland — 
provoked  salivation.     As  in  the  case  of  the  sensory  system, 
excitation  phenomena  first  appear,  to  be  subsequently  followed 
by  phenomena  of  a  paralytic  nature.     In  the  earlier  stages  of 
the   administration  the  centres  capable  of  executing  complex 
and  co-ordinated  movements  are  first  affected.     As  the  admin- 
istration proceeds,  those  centres  which  evoke  simple  muscular 
acts   fall   victims   to   anaesthetic    influence.     And   lastly,    the 
automatic  motor  centres  of  respiration  and  circulation  fail  to 
act  and  death  ensues.      The  muscular  phenomena  of  anaesthesia 
— the  manifestations  of  changes  within  the  motor  system — 
are  worthy  of  greater  attention  than  has  hitherto  been  bestoweii 
upon  them ;  for,  as  we  shall  see  in  the  clinical  sequel,  many, 
and  perhaps  most,  of  the  complications  of  amesthesia  are  to  be 
explained  by  disturbances  of  breathing  dependent  upon  muscular 
spasm  within  or  about  the  air-passages  and  lungs.     The  reader 
is   therefore   referred    to   other   parts   of  this  work.      In    the 
present  connection  we  may  say  that  the  muscular  system  is 
capable    of   being    affected    both    directly  and    indirectly    by 
general  anaesthetics.      Little    is    definitely    known    as    to    the 
direct    effects    of    these     substances    upon    muscle.       Claude 
Bernard  found  that  the  application  of  etherised  or  chloroformed 
water  to  muscles  induced  rigidity  and  loss  of  sensibiUty,  and 
that    cloudy    changes     appeared     microscopically.       Ringer's 
experiments  with  regard  to  the  action  of  anaesthetics  upon  the 
muscular  tissue  of  the  frog's  heart  will  be  subsequently  con- 
sidered.    It  would  seem  that  when  muscles  are  subjected  to 
anaesthetic  action  they  gradually  lose  their  power  of  responding 
to  given  stinmli.      Thus,  when  the  peripheral  end  of  the  sciatic 
nerve  is  stinjulated  during  the  administration  of  chloroform,  a 
progressive  diminution  in  the  work  done  by  the  muscle  takes 
place,  the  diminution  becoming  more  marked  as  the  duration 
of    anaesthesia    increases    (Dastre).       Most    of    the    muscular 
phenomena  of  amesthesia  are  dependent  upon  indirect  (nervous) 
action. 

The   following  muscular  phenomena   may  be  witnessed  in 
the  human  subject  during  the  inhalation  of  an  anaesthetic : — 
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(1)  UiicontrollaUe  "nervous''  Tnoveinents,  such  as  tremor, 
hysterical  outbursts,  etc. 

(2)  Cansdous  voluntary  vwvementSy  such  as  correcting  the 
faulty  fitting  of  an  inhaler,  adjusting  the  head  to  a  comfortable 
jKJsition,  etc  These  may  or  may  not  be  associated  with  some 
degree  of  analgesia  Speech,  if  uttered,  is  rational  and 
intelligibla 

(3)  Siib' conscious  voluntary  movements.  These  are  often 
very  interesting.  A  patient  may,  for  example,  attempt  to 
remove  a  mouth -prop  placed  between  his  teeth  under  the 
impression  that  it  is  a  pipe  or  cigar.  Irrational  verbosity  is 
common  in  certain  types  of  subjects.  A  movement  originally 
initiated  during  normal  consciousness  may  become  enormously 
exaggerated  as  will-power  lessens.  Hardly  noticeable  move- 
ments of  the  feet  may,  for  example,  gradually  increase  to 
uncontrollable  stamping. 

(4)  U/wonscious  excitement  or  intojneaiion  movements. 
These  may  vary  from  the  simple  laughter  of  intoxication  to 
the  most  violent  maniacal  excitement.  Incoherent  but  articu- 
late speech  may  accompany  these  movements,  or  inarticulate 
muttering — an  evidence  of  a  somewhat  deeper  auiesthesia — 
may  l>e  present. 

(5)  Simple  tonic  spas7n.  This  may  be  local  or  general, 
and  it  may  occur  in  all  stages  of  antesthesia.  In  the  vast 
majority  of  cases  tonic  spasm  presents  itself  only  during  the 
mduction  period ;  but  exceptional  cases  may  be  met  with  in 
which  spontaneous  rigidity  comes  on  even  in  the  deepest 
anaesthesia.  In  many  of  these  latter  cases  an  intercurrent 
asphyxia!  factor  is  present.  Keflex  tonic  spasm  is  most 
common  in  light  amesthesia ;  it  may,  however,  arise  more 
particularly  in  response  to  certain  stinmli  in  profound  nar- 
cosis. The  importance  of  the  factor  of  tonic  s})asm  in 
chloroform  amesthesia  will  be  specially  discussed  hereafter. 
Phonated  expiratory  sounds  are  not  imcommonly  associated 
with  muscular  spasm. 

(6)  Clonic  spasm.  This  may  occur  with  all  the  usual 
anaesthetics  ;  it  is,  however,  most  common  with  pure  nitrous 
oxide.  With  this  agent  clonic  movement  is,  as  the  writer 
has   shown,  of   anoxiemic    origin ;    and    there    is    reason    to 
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believe  that  even  with  other  anaesthetics  such  movement  is 
often  of  a  similar  nature.  Paul  Bert  ^  found  that  when 
an  animal  was  anaesthetised  and  then  submerged,  asphyxia  1 
convulsions  were  still  produced,  although  they  were  less 
marked  than  when  asphyxia  was  brought  about  in  the  non- 
anaesthetised  state.  Convulsive  phenomena  are  sometimes 
witnessed  when  a  poisonous  quantity  of  chloroform  has  been 
swallowed  (Taylor).     For  further  remarks  see  pp.  221  and  350. 

(7)  Sloio,  spoiUari€02is,  co-ordinated  mavemaits,  particularly 
of  the  hands  and  arms,  sometimes  occur  in  deep  anaesthesia ; 
but  their  nature  is  unknown. 

(8)  Fine  tremar  of  the  legs,  arms,  or  whole  body  is  some- 
times met  with  in  moderately  deep  anaesthesia,  especially 
under  ether. 

It  is  difficult  to  say  what  particular  parts  of  the  central 
nervous  system  are  involved  in  the  development  of  the 
muscular  phenomena  just  described.  As  regards  the  dis- 
orderly and  convulsive  movements  of  the  early  stages  of 
an«jsthesia,  Duret  attributes  them  to  excitation  of  the  psychico- 
motor  centres ;  whilst  Dastre  considers  them  to  be  caused  by 
excitation  of  the  bulbo- spinal  sensory  tracts.  As  already 
indicated,  many  of  the  muscular  phenomena  of  anaesthesia  are 
in  reality  asphyxial,  or  more  properly  anoxaemic  in  their 
origin. 

The  reflex  phenomena  of  ansesthesia  are  of  considerable 
interest ;  for  by  carefully  studying  them  it  is  possible  to 
produce  and  maintain  any  desired  degree  of  narcosis.  It  is  a 
mistake  to  suppose  that  it  is  the  duty  of  the  anaesthetist  to 
abolish  all  reflex  acts.  There  are,  indeed,  certain  reflexes 
which  it  may  be  impossible  to  annul  without  incurring  grave 
risk.  All  that  is  needed  in  surgical  practice  is  to  abolish 
inconvenient  reflexes,  in  other  words,  to  prevent  muscular 
movement,  swallowing,  coughing,  retching,  etc.  ;  and  this  can 
generally  be  done  with  perfect  safety.  During  the  earher 
stages  of  an  administration,  whilst  volition  and  control  are 
disappearing,  reflex  acts  may  be  found  to  be  exaggerated  ;  but 
as  anaesthesia  deepens  they  tend  to  vanish  in  a  more  or  less 
definite  order.      When  only  a  slight  degree  of  antesthesia  is 

*  Acad,  (les  Sciences,  18th  March  1867. 
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present  reflex  responses  to  stimuli  may  have  all  the  external 
•haract^rs  of  conscious  and  purposive  responses,  but  no  pur- 
pose or  consciousness  may  l)e  present,  the  cerebral  cortex 
l>eing  at  the  moment  unable  to  interpret  the  sensory  stimuli 
which  reach  it.  During  the  second  stage  of  anaesthesia  (p.  62) 
there  is  usually  a  brisk  response  to  most  stimuli — traumatic, 
thermal,  electric,  and  chemical.  As  will  be  particularly 
pointed  out  hereafter,  respiratory  spasm  of  an  aggravated  or 
even  dangerous  degree  may  be  reflexly  induced  by  the  com- 
mencement of  an  operation  during  imperfect  anaesthesia. 
Various  degrees  of  cardiac  inhibition  may  also  be  reflexly 
brought  about  by  traumatic  stimuli  applied  during  this  stage ; 
but,  as  will  be  subsequently  seen  (pp.  91  and  14.*^),  there  is  no 
good  evidence  that  such  inhibition  is  specially  hazardous,  or  that 
it  is  specially  confined  to  this  stage.  In  actual  practice  it  is 
found  that  patients  vary  widely  in  regard  to  their  reflexes — 
some  remaining  passive  to  the  most  violent  stimuli,  even 
during  a  very  light  ana?sthesia,  whilst  others  display  per- 
sistent reflex  phenomena  in  response  to  comparatively  slight 
excitation.  Moreover,  the  presence  or  absence  of  a  given 
reflex  is  often  dependent  upon  the  presence  or  absence,  at  the 
moment,  of  some  other  excitation.     Thus,  if  during  a  com- 
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paratively  light  chloroform  anaesthesia  an  afferent  excitation 
(A)  be  applied   to  the  cornea  (as  by  touching  it  with   the 
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finger),  and  the  centre  (C)  be  only  partly  paralysed,  a  very 
slight  efferent  effect  (e)  may  result — the  lid  either  closing 
very  feebly  or  not  at  all.  But  if,  during  the  same  degree 
of  chloroformisation,  a  strong  stimulus  (S)  be  applied,  as,  for 
example,  by  making  a  cutaneous  incision,  or  roughly  rubbing 
the  lips  with  a  dry  towel,  a  precisely  similar  afferent  impulse 
(A)  will  induce  an  exaggerated  efferent  effect  (E),  in  other 
words,  the  corneal  reflex  will  become  brisk.  This  is  often 
seen  in  the  spurious  chloroform  sleep  of  children  (p.  337). 
It  may  also  be  seen  when  a  double  surgical  operatiou  has 
to  be  performed.     Thus  the  afferent  stimulus  (A)  may  only 
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produce  a  trifling  efferent  motor  effect  {e)  when  the  operation 
(0^)  is  in  progress ;  but  directly  the  surgeon  commences 
(0")  the  effect  may  be  a  greater  and  more  widespread 
motor  effect  (E).  Numerous  other  interesting  reflex  pheno- 
mena might  be  quoted.  For  exan)ple,  a  cough,  an  act  of 
swallowing,  an  act  of  retching,  laryngeal  spasm,  and  even 
stertor  dependent  upon  the  base  of  the  tongue  being  drawn 
spasmodically  over  the  laryngeal  orifice,  may  one  and  all  be 
brought  about  by  surgical  stimuli  applied  to  parts  of  the  body 
far  removed  from  the  site  of  the  reflex  phenomenon.  The 
following  example,  typical  of  others,  will  show  the  importance 
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of  carefully  studying  reflex  eouditions.  Let  us  suppose  that  a 
moderately  deeply  anaesthetised  patient  is  undergoing  an  opera- 
tion, and  that  at  a  particular  juncture  swallowing  movements 
(8)  are  being  excited  by  the  surgical  manipulation  (M).  As  a 
result  of  this  there  is  necessarily  some  temporary  interference 
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with  the  air  supply  to  the  lungs,  and  hence  some  degree  of 
cyanosis.  By  briskly  rubbing  the  lips  (L)  with  a  cloth  the 
reflex  act  (MCS)  is  at  once  inhibited,  the  air -way  is  again 
rendered  patent,  cyanosis  disappears,  and  free  respiration 
takes  place.  The  corneal,  laryngeal,  pharyngeal,  rectal,  vesical, 
and  genital  reflexes  are  usually  amongst  the  latest  to  disappear. 
In  dogs  the  patellar  reflex  is  at  first  exaggerated ;  it  then 
lessens,  and  finally  disappears  before  the  corneal  reflex  is  lost. 
The  spinal  cord  undoubtedly  preserves  its  power  of  trans- 
mitting sensory  impulses  till  the  very  last ;  for  certain  stimuli 
may  evoke  reflex  effects  (particularly  upon  respiration)  even 
when  a  very  profound  degree  of  aniesthesia  is  present. 
According  to  Richet,  stimulation  of  the  vagus  will  slow  or 
even  arrest  the  heart  movements  in  all  stages  of  anaesthesia. 
It  is  difficult  to  say  with  any  certainty  at  what  particular 
point  in  the  course  of  anaesthesia  the  vaao- motor  centres 
l)ecome  paralysed,  but  it  is  generally  held  that  they  retain 
their  controlling  fvmction  till  quite  late.  The  cardio-inhibitory 
and  cardio-accelerator  centres  are  probably  more  active  in  light 
than  in  deep  anaesthesia,  although  there  is  ample  evidence  to 
show  that  even  in  the  most  profound  narcosis  stiumli  may  still 
reflexly  affect  cardiac  action  (see  pp.  144  and  484).  As  to  the 
respiratory  centre,  it  appears  to  remain  sensitive  to  certain 
stimuli  till  just  before  its  automatism  is  finally  abolished.      If 
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the  vagi  be  divided  during  deep  autesthesia  the  usual  respira- 
tory phenomena  still  appear.  In  his  experiments  upon  dogs 
Dastre  found  that  the  labio-mental  reflex — a  localised  luove- 
ment  of  the  lower  lip  induced  by  exciting  the  mucous  mem- 
brane of  the  upper  gum  at  the  level  of  the  incisor  teeth — 
was  one  of  the  last  to  disappear,  and  he  therefore  termed  it 
the  "  ultimum  reflex."  In  the  case  of  human  beings,  lip- 
friction  certainly  stimulates  respiration,  even  in  the  most 
profound  chloroform  amesthesia  (p.  361). 

It  is  generally  admitted  that  respiratory  exchanges  are 
greatly  modified  during  anaesthesia.  Thus,  Kumpf  found 
with  ether,  chloroform,  alcohol,  and  chloral  a  decrease  of 
40  per  cent,  and  a  corresponding  diminution  of  temperature, 
Kichet^  found  that  chloralised  dogs  only  produced  on  the 
average  600  gm.  of  CO^  per  kilo,  per  hour,  whilst  normal 
dogs  produced  1*200 — in  other  words,  the  chemical  activity 
of  the  organism  was  reduced  50  per  cent.  Kichet  regjwds  it 
as  probable  that  the  greater  part  of  this  decrease  is  dependent 
upon  complete  muscular  relaxation,  but  thinks  it  likely  that 
glandular  and  other  tissues  also  undergo  diminished  oxidation 
during  ansesthesia. 

By  carefully  studying  the  effects  produced  by  anaesthetics 
upon  man,  observers  have  from  time  to  time  proposed  to  speak 
of  different  degrees  or  stages  in  their  action.  Thus  Snow 
states  that  Flourens  recognised  four  stages.  In  the  first  of 
these  there  was  paralysis  of  cerebral  functions ;  in  the  second, 
paralysis  of  cerebellar  functions ;  in  the  third,  paralysis  of 
the  functions  of  the  spinal  cord ;  and  in  the  fourth,  paralysis 
of  the  functions  of  the  medulla  oblongata. 

Snow  spoke  of  five  degrees.^  In  the  first  of  these  con- 
sciousness was  not  abolished ;  there  were  various  disturbances 
of  special  senses,  and  some  diminution  of  common  sensibility. 
In  the  second,  the  mental  functions  were  impaired  but  not 
necessarily  suspended  ;  there  was  laughing,  talking,  and  excite- 
ment. In  the  third,  voluntary  motion  was  suspended,  but 
involuntary  movements  continued;  rigidity  and  spasm  occurred, 
muttering  was  common,  and  although  there  was  no  conscious- 
ness or  perception  of  pain,  the  subject  might  cry  out  during  a 

*  Diet,  de  Physio/offir.  ^  Op.  n't.  p.  35. 
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surgical  procedure.  In  the  fourth,  the  breathing  became 
stertorous,  the  pupils  dilated,  and  the  muscular  system  re- 
laxed. In  the  fifth  and  last  degree  the  breathing  became 
difficult,  feeble,  or  irregular,  and  was  sometimes  performed 
only  by  the  diaphragm ;  respiration  then  ceased,  and  the 
heart,  which  for  a  time  pulsated  distinctly,  soon  failed  as  in 
death  from  asphyxia.^ 

Dastre^  describes  four  periods:  (1)  suspension  of  brain 
functions — hence  sleep ;  (2)  abolition  of  functions  of  spinal 
cord  considered  as  a  conducting  organ  of  sensibility — hence 
complete  anaesthesia  ;  (3)  abolition  of  motor  functions  of  cord  ; 
and  (4)  bulbar  paralysis — cessation  of  respiration  and  circula- 
tion. The  objection  to  Dastre's  classification  is  that  there 
is  good  evidence  to  show  that  even  in  deep  anaesthesia  both 
sensory  and  motor  impulses  may  be  transmitted  by  the  cord. 

Taking  all  circumstances  into  consideration  we  may,  I  think, 
speak  of  the  following  degrees  or  stages  in  aneesthetisation : — 


Table  showing  the  degrees  or  stages  in  the  action  of  the  chief  general 
anaesthetics  upon  the  human  organism,  and  the  effects  which 
usually  characterise  these  stages. 


Dejiree  or  Stage. 


1.  8tag6  of  difl- 
ordered  con- 
scioiianeBs  and 
analgesia. 


EffecU. 


Excessive  ideation  ;  disturbances  of  judgment,  control, 
and  volition. 

Analgesia. 

Vertigo  and  loss  of  power  of  maintaining  equilibrium. 

Pleasurable  or  distressing  sensations. 

Disturbances  (exaggeration  or  diminution)  of  common 
sensibility  and  of  special  senses. 

Misinterpretation  of  external  impressions. 

Emotional  disturbances,  e.g,  laughter  and  crying. 

Reflexes  well  marked  and  often  exaggerated  ;  sensory 
stimuli  may  produce  co-ordinated  and  apparently 
purposive  movements. 

Loss  of  power  of  remembering  (fixing)  sensory  impressions. 

Dreams. 

Rise  of  blood -pressure  and  increase  of  cai-diac  action. 

Respiration  increased  but  regular  and  free,  unless  inter- 
fered with  by  emotional  causes  or  by  direct  irritation 
of  anaesthetic,  inducing  cough,  "holding  of  breath," 
laryngeal  spasm,  retching,  or  vomiting. 

Pupils  (iilated. 


*  As  we  shall  presently  see  (p.  87),  Snow  also  believed  that  with  concenlralcd 
cfJoro/artn  atmospheres  the  heart  might  cease  before  resjnration.  ^  Qjj^  cit. 
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Table — continued 


Degree  or  Stage. 


Effects. 


Stage  of  un- 
conidoui  re- 
flex activity. 


3.  Stage  of  surgi- 
cal anssthesia 
or  coma. 


4.  Stage  of  bulbar 
paralysis. 


Complete  loss  of  consciousness. 

Delirium  ;  articulate  speech  passing  into  unintelligible 

muttering. 
Respiration  still  deeper  and  quicker  than  normal ;  often 

irregular  and  impeded  by 
General   tonic  muscular  spasm,   deglutition,   closure   of 

glottis,  spasm  of  jaws,  etc. 
Clonic  muscular  spasm. 
Reflexes  still  persist ;  but  motor  results  of  stimuli  devoid 

of  purposive  character. 
Inarticulate  phonated  (expiratory)  sounds. 
Coughing,  retching,  vomiting. 
Heart's  action  still  excited  (much  dependent  on  character  j 

of  breathing). 
Pupils  smaller. 


General  muscular  relaxation. 

Breathing  regular,  often  softly  snoring  or  stertorous. 

Decrease  of  respiratory  exchanges  ;  fall  of  temperature. 

Increasing  fall  of  blood- pressure  (chloroform). 

Heart's  action  weakened,  variable  degree  of  cardiac  dilata- 
tion. 

Loss  of  conjunctival,  pharyngeal,  laryngeal,  patellar,  and 
most  but  not  all  reflexes. 

Pupils  larger. 


Loss  of  bladder,  rectal,  peritoneal,  and  respiratory  reflexes. 

IjOsh  of  cardiac  reflexes  ( ?). 

Breathing  becomes  shallow. 

Increasing  lividity  or  pallor. 

Breathing  ceases  (paralysis  of  respiratory  centres). 

Paralysis  of  vaso-motor  centre  (?). 

Feeble,    irregular   cardiac    action ;    paralysis   of    C4irdia<- 

ganglia  and  myocardium. 
Widely  dilated  pupils. 
Separation  of  eyelids. 
Death. 


The  above  table  is  only  intended  to  indicate  in  a  general 
sense  the  order  in  which  the  various  effects  produced  l)y 
anaesthetics  make  their  appearance.  As  already  mentioned, 
there  are  so  many  factors  capable  of  modifying  the  course  of 
aniesthesia  that  it  is  exceedingly  difficult,  if  not  impossible,  to 
generalise. 
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§  3.  ON  THE  INTIMATE  PHTSIOLOaY  OF  QENEBAL 

AN.£8THE8IA 

Although  many  of  the  problems  which  have  for  years 
surrounded  the  subject  of  anaesthesia  may  now  be  regarded  as 
aolved,  there  remains  one  problem  which  has  hitherto  defied 
all  attempts  at  solution,  viz.  the  nature  of  the  changes  within 
the  central  nervous  system  which  are  capable  of  bringing  about 
a  state  of  general  anaesthesia.  As  we  have  seen,  this  state 
may  be  induced  by  a  variety  of  therapeutic  agents  ;  but  it  may 
also  be  established,  in  a  more  or  less  complete  and  typical 
form,  in  numerous  other  ways. 

There  is,  in  natural  sleep,  some  degree  of  anesthesia ;  the 
degree  varying  in  different  subjects,  and  in  the  same  subject 
according  to  the  special  circumstances  which  may  be  present. 
The  auditory,  olfactory,  visual,  and  tactile  stimuli  which  will 
arouse  one  person  may  not  even  disturb  the  slumbers  of 
another.  But  apart  from  the  question  of  anaesthesia,  there  are 
several  other  interesting  points  of  similarity  between  natural 
and  artificial  sleep.  Thus  we  find  in  regard  to  both  states 
that  a  rapid  flow  of  confused  ideas  immediately  precedes 
unconsciousness ;  that  vivid  dreams,  dependent  upon  some 
suggestion  or  incident  prior  to  unconsciousness,  are  remembered 
im  awakening  ^ ;  that  the  muscular  system  is  relaxed ;  that 
complicated  reflex  phenomena  may  be  elicited ;  that  the 
eyelids  are  closed  ;  that  the  pupils  are,  as  a  rule,  contracted  *^ ; 
that  the  production  of  heat  is  reduced ;  that  the  exhalation 
of  carbonic  acid  is  diminished;  and  that  respiration  is  often 
snoring  or  stertorous  in  character.  It  has  also  been  urged  that 
J>oth  in  natural  and  in  artificial  sleep  cerebral  anaemia  is 
present ;  but  whilst  it  is  undoubtedly  true  that  in  the  former 
state  a  general  fall  of  arterial  tension  occurs,  and  that  as  a 
consequence  of  this  the  blood  supply  to  the  brain  becomes 
reduced,   the    analogy  only  holds  good  so  far  as  chloroform 

*  This  is  only  true  as  regards  very  slioii;  administration  of  anaesthetics. 

*  As  regards  the  pupils,  the  analogy  only  holds  good  when  we  comiwire  the 
sleeping  subject  with  the  antesthetised  ^mtient  who  is  allowed  to  remain  free 
from  all  traumatic  and  other  stimuli,  and  who  is,  moreover,  free  from  all  inter- 
nment asphyxial  condition. 
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anaesthesia  is  concerned.  With  nitrous  oxide  and  with  ether 
no  such  fall  in  pressure  is  observed,  and  the  blood  supply  to 
.the  brain  is  therefore  not  lessened.  The  similarities  between 
natural  and  artificially  induced  sleep  are  most  striking  when 
we  compare  heavy  natural  sleep  with  the  state  of  "  false 
anaesthesia "  or  "  chloroform-sleep  "  to  be  subsequently  dis- 
cussed (p.  331).  It  is  not,  indeed,  beyond  the  limits  of 
possibility  that  future  research  may  indicate  that  a  similar 
change  within  the  elements  of  the  cerebral  cortex  is  responsible, 
at  all  events  in  part,  for  the  phenomena  of  both  states.  At 
the  present  time  little  if  anything  is  definitely  known  as  to 
the  nature  of  the  physiological  changes  which  are  involved  in 
the  production  of  sleep  ;  but  the  existence  of  the  analogies 
here  referred  to  may  perhaps  be  taken  to  support  the  view 
that  this  state  is  dependent  upon  the  presence  within  the 
circulation  of  some  chemical  substance  capable  of  exerting,  in 
association  with  other  factors,  temporary  soporific  influences. 
Such  a  view,  however,  is  by  no  means  generally  accepted  ;  for, 
according  to  the  most  recent  hypothesis,^  the  unconsciousness 
of  natural  slumber  is  to  be  regarded  as  resulting  not  so  much 
from  changes  induced  by  this  or  that  agent  or  agency  within 
the  "  neurons "  and  other  structures  which  collectively  con- 
stitute the  independent  elements  of  the  nervous  systems,  but 
from  simple  alterations  of  a  histological  character  affecting 
the  dendiitic  processes  which  connect  individual  neurons  one 
with  another.  According  to  some  authors  a  retraction  of  these 
processes  takes  place,  with  the  result  that  the  individual 
neurons  become  isolated  (Lepine  and  Duval),  whilst  according 
to  others  a  widening  in  these  comnmnicating  paths  occurs,  so 
that  nervous  impulses  more  readily  travel  from  one  ceU  system 
to  another  (Lugano).  If  we  adopt  the  former  view,  then  the 
isolation  of  independent  cell  systems  is  to  be  regarded  as  the 
immediate  cause  of  sleep ;  whilst  according  to  the  latter  the 
widening  of  impulse-paths  is  to  be  looked  upon  as  responsible 
— such  widening  leading  to  confusion  of  thought  and  finally 
to  unconsciousness.  It  is  hardly  necessary  to  add  that  these 
hypotheses  have  little  to  support  them  ;  nor  do  they  materially 

^  For  maiiy  interesting  points  in  connection  with  sleep   I  am  indebted  to 
Dr.  Bradbury's  lectures.     See  iMneet,  24th  June  1899,  p.  1685. 
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help  us  in  our  present  inquiry  into  the  nature  of  anaesthesia. 
It  is  an  interesting  fact  that  it  is  frequently  possible,  by  very 
gradually  administering  chloroform  during  sleep,  to  make  the 
natural  pass  into  the  artificial  state  (p.  197).  Natural  sleep 
or  a  feeling  of  drowsiness  is,  moreover,  a  common  sequel  of 
anaesthetisation. 

Extremes  of  temperature  are  capable  of  materially  modify- 
ing, and,  under  certain  circumstances,  destroying  normal 
consciousness.  Claude  Bernard  showed  that  when  frogs  were 
submitted  to  a  temperature  of  0""  C.  anaesthesia  resulted ;  as  the 
temperature  rose,  vitality  returned;  as  30°  to  35°  was 
reached,  vitality  again  lessened;  at  about  37°  anaesthesia 
again  supervened;  and  at  40°  the  animal  died.  Eichet^ 
obtained  similar  results  with  lobsters.  He  found,  however, 
that  rabbits,  when  exposed  to  intense  cold,  still  remained 
sensitive  to  traumatic  excitation,  but  they  reacted  slowly. 
Spontaneous  movements  were  the  first  to  become  affected; 
then  reflex  functions  were  suspended ;  and,  finally,  muscular 
resolution  took  place.  Claude  Bernard  believed  that  in  cold- 
blooded animals  an  increase  in  temperature  induced  an 
asphyxial  state  of  the  blood,  and  that  it  was  this  altered  state 
which  led  to  anaesthesia. 

Brown-S^quard  has  shown  that  in  the  lower  animals 
certain  peripheral  stimuli  may  induce  a  generalised  anaesthetic 
effect.  Thus,  by  applying  electrical  excitation  to  the  larynx 
or  its  nerves,  he  was  able  to  bring  about  a  state  which  he 
r^arded  as  one  of  general  anaesthesia ;  and  a  similar  result 
iXicurred  when  a  forcible  stream  of  carbonic  acid  gas  was  pro- 
jected into  the  back  of  the  mouth  or  into  the  larynx  itself.  It 
is  also  stated  that  the  local  application  of  chloroform  or  chloral 
to  certain  skin  areas  of  the  cat  induced  generalised  effects  of  a 
similar  nature.  These  curious  phenomena  have  usually  been 
ascribed  to  nervous  inhibition,  brought  about  by  the  violent 
excitation  of  certain  sensory  areas ;  but  the  subject  requires 
further  study  before  any  definite  opinion  can  be  expressed 
concerning  it. 

It  has  been  shown  by  Bonwill  that  it  is  possible,  with 
certain  subjects,  to  induce  a  state  of  analgesia  or  (?)  anaesthesia 

*  Diet,  de  Physioloffif. 
F 


66  ANAESTHETICS  chap. 


by  the  simple  expedient  of  rapid  and  deep  breathing.  Dental 
operations  have  thus  been  painlessly  performed ;  but  the 
method  has,  in  other  hands,  proved  uncertain,  whilst  its  modvs 
operandi  has  yet  to  be  established.  Some  have  explained  the 
phenomena  by  supposing  that  the  ex«^emted  respiration  so 
modifies  the  cerebral  circulation  that  the  normal  activity  of 
the  intellectual  and  perceptive  centres  becomes  temporarily 
suspended.  It  is  possible,  however,  that  "  suggestion  "  or 
"  inhibition "  may  play  a  part  in  some  cases,  whilst  simple 
nervous  exhaustion  may  constitute  a  factor  in  others. 

Tlie  analgesic  and  anaesthetic  effects  produced  by  hypnotism 
hardly  admit  of  discussion  in  the  present  work.  Experience 
has  shown  that  only  certain  susceptible  persons  can  be  thus 
influenced,  that  a  long  education  is  needed  to  render  subjects 
hypnotisable,  and  that  the  general  health  of  those  who  submit 
themselves  to  this  treatment  is  liable  to  become  seriously 
injured. 

Claude  Bernard  fully  realised  the  occasional  presence  of  an 
asphyxial  element  in  ordinary  cases  of  chloroformisation,  and 
threw  out  the  suggestion  that  asphyxia  was  probably  capable 
of  producing  anaesthesia  of  its  own — a  suggestion  which  is  of 
interest  when  considered  in  the  light  of  more  recent  research. 
According  to  Reboul  and  Morat,^  frogs  placed  in  vacttOy  or  in  an 
inert  gas,  become  immobile  and  insensible ;  reflex  movements 
disappear ;  respiration  then  ceases  ;  but  circulation  persists  for 
a  considerable  time.  Pure  nitrogen  rapidly  destroys  conscious- 
ness and  produces  complete  insensibility  to  pain  ;  and  mixtures 
of  this  gas  with  small  proportions  of  oxygen  (up  to  7  per  cent) 
are  similarly  capable  of  inducing  anaesthesia,  the  rapidity  of 
action  diminishing  as  the  oxygen  percentage  rises  (see  p.  381). 
It  is  noteworthy  that  these  results  occur  when  every  provision 
is  made  for  the  escape  of  carbonic  acid  gas  from  the  lungs,  so 
that  we  are  justified  in  regarding  them  as  due  simply  to 
anoxiemia  or  want  of  a  sufficiency  of  oxygen  to  carry  on 
normal  metabolism  within  the  nervous  centres.  Nitrous  oxide 
produces  very  similar  effects,  but  they  come  about  with  some- 
what greater  rapidity  and  are  more  persistent — a  difl*erence 
doubtless  dependent  upon  the  greater  solubility  of  this  gas. 

^  Dastre,  op,  dt. 
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With  both  nitrogen  and  nitrous  oxide  the  muscular  system  is 
thrown  into  an  epileptiform  or  tetanic  state;  and  it  is  this 
factor  which  renders  these  gases  irrespirable  when  adminis- 
tered in  a  state  of  purity.  The  anoxsemic  anaesthesia  which 
we  see  in  its  typical  and  pure  form  in  the  case  of  nitrogen  and 
hydrogen  is  also  met  with  as  a  by-product,  so  to  speak,  when 
ether,  chloroform,  or  other  agents  are  being  employed ;  and 
the  intensity  of  the  effects  produced  by  these  drugs  is,  in 
practice,  often  largely  dependent  upon  the  degree  of  anoxaemia 
present  (see  p.  287).  In  addition,  however,  to  the  simple 
limitation  or  deprivation  of  oxygen  thus  favouring  or  actually 
producing  general  anaesthesia,  there  is  ample  proof  that,  in 
certain  methods  of  anaesthetisation,  in  which  re-breathing  is 
permitted,  the  presence  of  carbonic  acid  gas  (itself  an  anaes- 
thetic) may  contribute  to  the  narcosis. 

Claude  Bernard  contended  that  anaesthetics  brought  about 
within  the  central  nervous  system  changes  which  were  similar 
in  many  respects  to  those  produced  either  by  interference  with 
the  blood  supply  or  by  commencing  natural  death.  He 
ui^ed  that  although  there  were  different  means  for  inducing 
anaesthesia,  they  all  led  to  the  same  modifications  in  the  nerve- 
cells  whatever  these  modifications  might  be.  He  went,  indeed, 
a  step  further  than  this,  and  believed  that  a  process  of  semi- 
coagnlation  took  place  within  the  cell-contents  of  nerve-centres, 
such  semi-coagulation  resulting  from  the  direct  effects  of  the 
amesthetic  brought  thither  by  the  circulating  blood.  Directly 
elimination  of  the  anaesthetic  took  place,  this  coagulative 
process  began  to  subside,  and  eventually  the  cell-contents 
resumed  their  noimal  character.  In  favour  of  this  theory 
there  was  the  fact,  already  alluded  to,  that  muscular  tissue,  and 
indeed  all  protoplasmic  matter,  quickly  becomes  cloudy  and 
eventually  coagulated  when  exposed  to  water  containing  ether 
or  chloroform  in  solution.  Some  observers  have  found,  in 
animals  killed  by  chloroform,  a  marked  disappearance  of  fat 
f^lobules  from  nerve-cells ;  and  it  is  pointed  out  by  Meyer  and 
Baum  ^  that  all  bodies  nearly  chemically  indifferent  have  an 
anaesthetic  action  if  they  are  soluble  in  fat.  But  considering 
that  nitrous  oxide,  which  has  no  fat-dissolving  properties,  pro- 

^  See  Dr.  Bradbury's  paper. 
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duces  effects  almost  identical  in  their  main  features  with  those 
produced  by  chloroform,  this  hypothesis  has  little  to  recom- 
mend it.  According  to  Lauder  Brunton/  chloroform  is  a 
powerful  solvent  of  protagon,  "  the  essential  ingredient  both 
of  the  nerve-centres,  of  the  nerves  themselves,  and  of  the  red 
blood  corpuscles " ;  but  it  is  very  doubtful  whether  this 
chemical  fact  has  any  important  bearing  upon  the  physiology- 
of  anaesthetic  action.  The  changes  brought  about  within  the 
nervous  elements,  whatever  they  may  be,  are  of  a  temporary' 
character — they  do  not  permanently  affect  the  structures 
involved.  But  beyond  this  we  cannot  at  present  go.  It  has 
been  suggested  that  amesthetics  may  exert  a  dehydrating  effect 
upon  protoplasm  (Dubois'  theory);  but  the  grounds  for  this 
assumption  are  too  slender  to  warrant  serious  consideration. 
It  has  been  contended,  too,  that  a  temporary  and  dissociable 
combination  is  produced  between  the  anaesthetic  and  the 
protoplasmic  matter  with  which  it  comes  in  contact  (Richet ') : 
but  here  again  we  find  nothing  but  simple  speculation  to 
support  such  a  theory.  All  we  can  say  at  the  present  moment 
is  that,  in  all  probability,  some  change  of  a  physico-chemical 
character  takes  place  within  the  protoplasm  of  nei-ve-cells  as 
the  result  of  the  presence  of  anaesthetics  within  the  circula- 
tion ;  that  the  most  delicate  and  vulnerable  of  the  nervous 
elements — those  which  give  to  the  organism  its  characteristic 
peculiarities,  attributes,  and  functions — are  first  affected  ;  and 
that,  finally,  the  most  resistant  centres  upon  which  Ufe  is  de- 
pendent are  attacked.  Whether  this  change  is  due  to  the 
local  effect  of  the  anaesthetic  itself  upon  the  cell-contents,  or 
whether  some  alteration  in  the  blood  brought  about  by  the 
anaesthetic  is  the  immediate  cause  of  such  changes,  it  is  at 
present  impossible  to  say.  As  is  pointed  out  in  many  parts  of 
this  work,  there  are  remarkable  analogies  between  the  effects 
of  simple  anoxaemia  and  those  produced  by  general  anaesthetics ; 
and  it  is  not  at  all  improbable  that  future  experimental  research 
may  lead  us  to  the  conclusion  that  general  ansesthetics  produce 
their  characteristic  effect  by  limiting  the  normal  processes  of 
oxidation  upon  which  the  intellectual,  sensory,  and  motor 
centres  depend  for  the  execution  of  their  respective  functions. 

I  Therapeutics,  p.  796.  «  Did.  de  Physiohgif. 


CHAPTER    IV 

THE  THEORETICAL   AND   EXPERIMENTAL   PHYSIOLOGY    OF  GENERAL 

SURGICAL  ANAESTHESIA  (continued) 

§  4.  THE  SPECIAL  PHYSIOLOGY  OF  THE  MORE 
IMPORTANT  GENERAL  ANAESTHETICS 

A.   NITROUS  OXIDE 

Sir  Humphry  Davy  believed  that  nitrous  oxide  was  decom- 
posed into  its  constituent  elements  during  its  passage  through 
the  circulation ;  and  the  intoxicating  effects  which  the  gas  pro- 
duced were  hence  ascribed  to  hyper-oxygenation  of  the  blood, 
whilst  the  anaesthetic  effects  were  explained  on  the  assumption 
that  the  over-production  of  oxygen  led  to  the  formation  of 
such  quantities  of  carbonic  acid  that  "internal  asphyxia" 
arose.  It  soon  became  clear,  however,  that  nitrous  oxide  was 
too  stable  a  body  to  be  decomposed  at  the  temperature  of  the 
blood ;  and  Frankland,^  who  analysed  the  expiratory  products 
of  several  administrations,  failed  to  find  any  distinct  evidence 
of  decomposition.  In  1864  Hermann^  came  to  the  conclu- 
sion that  nitrous  oxide  was  simply  absorbed  by  blood  plasma, 
that  it  produced  no  change  in  blood,  and  that  it  was  not  itself 
altered  during  its  period  of  association  with  blood.  Hermann 
found  that  100  volumes  of  blood  at  the  temperature  of  the 
body  absorbed  somewhat  less  than  60  volumes  of  nitrous 
oxide.  Several  years  later,  Bert  fixed  the  solubility  at  45 
volumes  of  gas  per  100  volumes  of  blood.  The  hyper-oxygen- 
ation theory  was  therefore  abandoned,  and  a  precisely  opposite 

*  SL  Bartholomew's  Hospital  Reports^  vol.  v. 
2  BriL  Med,  Joum,,  18th  April  1868,  p.  378. 
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hypothesis  took  the  field.  It  was  now  maintained,  and  par- 
tieularlv  bv  Jolvet,  Blanche,  and  Duret,  that  the  anaesthetic 
effects  of  nitrous  oxide  were  dependent,  not  upon  excess, 
but  upon  want  of  oxygen.  It  was  generally  admitted  that 
many  of  the  phenomena  which  attended  the  administration  ol 
pure  nitrous  oxide  were  asphyxial  in  their  type ;  and  it  waa 
thought  highly  prol>able  that  the  same  intimate  mechanism 
which  gave  birth  to  these  phenomena  also  gave  birth  to  i\\^ 
phenomena  of  anaesthesia.  There  were  certain  considerations 
which  seemed  to  support  this  view.  Thus,  the  unconsciousness 
was  certainh'  deepest  when  the  asphyxial  seizure  was  at  its 
height,  whilst  the  admixture  of  air  with  the  aniesthetic  gas 
was  believed  to  disturb  or  prevent  good  anaesthesia.  But  it 
was  soon  ascertained  that  by  attention  to  detail  a  non-asphyxial 
form  of  anaesthesia  could  be  secured  by  administering  air  oi 
oxygen  with  nitrous  oxide.  Andrews  of  Chicago  was  the.  first 
to  demonstrate  this  fact  (p.  245).  Later  on  Paul  Bert  devoted 
much  attention  to  the  subject  (p.  245),  and  placed  upon  a 
scientific  basis  the  truth  at  which  Andrews  had  arrived.  The 
French  physiologist,  however,  found  that  the  best  results,  sc 
far  as  anaesthesia  was  concerned,  were  attainable  by  increasing 
the  atmospheric  pressure  at  which  the  two  gases  were  adminis- 
tered (see  p.  248) ;  but  subsequent  experience  has  shown  that 
whilst  such  an  increase  of  pressure  undoubtedly  has  certain 
advantages,  it  is  by  no  means  essential.  Even  with  mixtures 
containing  20  per  cent  of  oxygen,  aniesthesia  may  be  attained 
at  ordinary  atmospheric  pressures  (p.  246).  For  further  remarks 
on  this  point  I  would  refer  the  reader  to  the  chapter  dealinj^ 
with  the  clinical  aspects  of  nitrous  oxide. 

It  therefore  became  clear  that,  whatever  the  physiological 
action  of  nitrous  oxide  might  be,  it  certainly  possessal 
anaesthetic  properties  of  its  own.  As  regards  the  asphyxial 
phenomena  which .  characterised  the  action  of  this  gas  when 
administered  free  from  air  or  oxygen,  these  were  to  be  lookeii 
upon  as  accidental,  and  dependent  upon  the  crude  system  oi 
administration.  It  was  difficult  or  impossible  to  conceive 
that  asphyxia  could  play  any  part  in  producing  anaesthesia, 
if,  as  was  the  case,  the  same  quantity  of  oxygen  as  that  in  atmo* 
spheric  air  could  be  inhaled  with  the  anaesthetic  gas  without 
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disturbing  anaesthesia.  We  must  be  careful,  however,  of  our 
ground  as  we  approach  this  aspect  of  the  subject.  The  fact  that 
anaesthesia  can  be  secured  by  nitrous  oxide  without  producing 
any  obvious  asphyxial  symptoms  cannot  be  held  to  prove  that 
the  anaesthesia  of  this  gas  is  not  dependent  upon  some  alteration 
in  or  reduction  of  the  nonnal  oxidation  processes  taking  place 
within  sensory  and  other  nerve-cells.  The  remarkable  influences 
exerted  by  increasing  and  diminishing  the  percentage  of  oxygen 
in  nitrous  oxide  and  oxygen  mixtures  would  seem  to  suggest 
that  there  is  a  very  close  affinity  between  the  intimate  action  of 
nitrous  oxide  itself  upon  the  central  nervous  system  and  the 
effects  of  diminishing  the  normal  oxygen  supply  (see  p.  246). 
It  is  quite  conceivable  that  the  effects  of  nitrous  oxide,  ether, 
and  chloroform,  when  administered  with  a  sufficiency  of 
oxygen  to  avoid  obvious  asphyxial  (anoxaemic)  symptoms,  may 
be  the  same,  and  that  this  action  may  be  of  the  nature  of 
deoxidation.  The  initial  sensations  under  nitrous  oxide  are  of 
an  agreeable  and  stimulant  character — almost  identical  with 
those  of  ether  and  chloroform ;  and  when  non-asphyxial  and 
deep  nitrous  oxide  anaesthesia  is  once  established,  this  anaes- 
thesia is  similar  in  its  main  features  to  that  produced  by  other 
anaesthetics.  Were  nitrous  oxide  anaesthesia  the  result  of 
simple  oxygen  deprivation  we  should  not  expect  the  initial 
sensations  produced  by  the  inhalation  to  be  of  an  exhilarating 
character.  Nitrous  oxide  is,  in  fact,  just  as  much  an  anaes- 
thetic as  ether  or  chloroform ;  the  chief  differences  between 
them  being  that  nitrous  oxide  is,  in  its  pure  state,  respirable 
only  to  a  certain  point,  and  that  (probably  in  consequence  of 
its  physical  characters)  its  toxicity  is  comparatively  feeble. 

It  has  been  contended  by  some  observers  that  the  pheno- 
mena produced  by  pure  nitrous  oxide  are  one  and  all  special 
and  specific,  and  that  none  of  them  are  asphyxial  or,  more 
properly  speaking,  anoxaemic  in  their  nature.  This  view,  how- 
ever, must  now  be  discarded ;  for  we  know  that  by  adding 
oxygen  to  nitrous  oxide  the  stertor,  the  epileptiform  movement, 
and  the  cyanosis  may  be  prevented  without  disturbing  the 
anaesthesia.  Animals  killed  by  pure  nitrous  oxide  display 
post-mortem  the  usual  signs  of  asphyxia,  the  right  cavities  of 
the  heart  being  full,  and  the  left  comparatively  empty.     The 
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late  Sir  George  Johnson^  believed  that  the  great  difference 
in  the  fulness  of  the  right  and  left  chambers  was  to  be  ascribed 
to  contraction  of  the  pulmonary  arterioles  brought  about  by 
the    non- oxygenated    blood.      He    maintained   that,  however 
asphyxia  was  induced — whether  by  nitrous  oxide,  by  nitrogen, 
or    by   paralysing   respiration    by    curare — the    same    effects 
followed.     But,  as   the   late  Dr.   P.   Black*  had  previously 
suggested,  it  is  more  probable  that  the  distension  of  the  right 
heart    is    consequent  upon   arrest  of  respiratory  movement. 
Dr.  Black  appears  to  have  been  the  first  to  put  forward  this 
explanation  of  the  characteristic  post-mortem  appearances  of 
asphyxia.    As  is  elsewhere  pointed  out  in  these  pages,  we  have 
ample    evidence    in    administering    anaesthetics   of   the    great 
dependence  of  the  pulse  upon  the  fulness  and  eflSciency  of 
respiration,  and  whilst  it  might  be  going  too  far  to  say  that 
the  pulmonary  stasis  of  asphyxia  is  in  no  way  dependent  upon 
the  blood  condition,  it  may  be  aflSrmed  with  certainty  that  the 
factor  of  suspended  breathing  is  one  of  great  importance  in 
preventing  the  passage  of  blood  from  the  right   to   the   left 
cardiac    cavities.     There    are,    as   we    might    expect,    certain 
differences  between  the  phenomena  produced  by  nitrous  oxide, 
by  nitrogen,  and  by  mechanical  closure  of  the  trachea ;  but 
they  one  and  all  lead  to  fatal  asphyxia.    As  Sir  George  Johnson 
urged  (p.  382),  there  are  close  resemblances  between  the  effects 
produced  by  nitrous  oxide  and  those  produced  by  nitrogen. 
With  each  of  these  gases  swelling  of  the   tongue,  cyanosis, 
epileptiform  spasm,  and  deep  stertor  occur.     Although  both 
nitrous  oxide  and  nitrogen  are  respirable  to  a  certain  point, 
they  are  irrespirable  beyond  that  point.     As  originally  stated 
by  Jolyet  and  Blanche,  nitrous  oxide  cannot  support  animal 
or  vegetable  life  owing   to   lack   of  available   oxygen.     Ger- 
minating seeds  cease  to  germinate  in  an  atmosphere  of  the 
pure  gas.     In  the  case  of  man  the  average  inhalation  period 
is  about  56  seconds:  at  the  end  of  that  time  fresh  oxygen 
must  be  admitted  to  the  lungs  or  permanent  asphyxia  will 
result   (p.    223).      That    nitrous    oxide   and   oxygen    can  be 

1  Brit.  Med.  Jouni.,  2l8t  and  28th  April  1894.    The  researches  of  BradfoiU, 
Dean,  and  others  appear  to  render  this  tlieory  untenable. 

2  See  Brit.  Med.  Journ.,  11th  March  1876,  p.  316. 
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breathed  for  a  long  period  without  materially  interfering 
with  respiration  or  circulation  is  shown  by  a  remarkable 
experiment  of  M.  Claude  Martin  of  Lyons,  who  administered 
to  a  dog  a  mixture  of  nitrous  oxide  with  15  per  cent  of 
oxygen  for  three  consecutive  days  (72  hours).^ 

M.  Martin  employed  a  chamber  of  the  capacity  of  250  litres,  and 
capable  of  withstanding  an  internal  pressure  of  1*5  atmospheres.  Dog 
pat  in  at  5  p.m.  85  parts  of  nitrous  oxide  and  15  of  oxygen  introduced. 
Pressure  progressively  raised  to  110,  115,  and  120  cm.  At  6  p.ii.  dog 
well  anaesthetised.  25  litres  of  the  mixture  supphed  every  hour. 
Potash  solution  used  to  absorb  COg.  After  12  hrs.  respiration  calm 
and  remained  so  until  end  of  experiment  After  72  hrs.  dog  removed. 
In  15  min.  feet  commenced  to  move  and  eyes  opened.  35  min.  later 
made  efforts  to  stand,  and  trembled  as  if  cold.  After  35  min.  he  moved 
paws  when  pricked,  and  was  able  to  walk  and  obey  commands.  He 
refused  milk.  Intelligence  apparently  unimpaired.  At  7  a.m.  next 
morning  (1 4  hrs.  after  experiment)  he  was  in  good  spirits,  and  ate  well. 
The  total  amount  of  gas  consumed  was  2500  litres. 

The  nature  of  the  blood  changes  in  nitrous  oxide  anaesthesia 
is  still  $vb  Judice.  There  is  no  definite  evidence  that  this 
anaesthetic  forms  any  combination  with  hieraatin  or  any  other 
constituent  of  the  blood,  although  some  such  association  is 
regarded  by  many  as  highly  probable.  As  already  indicated, 
nitrous  oxide  is  very  soluble  in  blood.^  According  to  Davy, 
it  has  the  power  of  turning  out  oxygen  or  air  from  water,  and 
it  is  probable  that  in  addition  to  its  preventing  the  access  of 
fresh  oxygen  to  venous  blood,  it  actually  dislodges  more  or 
less  completely  that  oxygen  still  remaining  in  it  when  it 
reaches  the  pulmonary  capillaries.  As  regards  the  gases 
present  in  blood  during  nitrous  oxide  anaesthesia  little  is 
definitely  known.  Oliver  and  Garrett^  in  their  experiments 
found  that  carbonic  acid  was  present  in  the  blood  in  small 
quantities  as  compared  to  the  amounts  met  with  under  other 
anaesthetics ;  but  in  a  very  large  quantity  relatively  to  the 
amount  of  oxygen  associated  with  it.  In  the  case  of  a  rabbit 
the  percentages  were  COg  15*66,  0  3-49,  NgO  22*49,  and  N 
112 3  per  100  vols,  of  blood.     Kemp  has  also  found  a  great 

>  See  a  pamphlet  entitled  "Sur  I'anesth^sie  proloiigee  et  continue  par  le 
ra*^lange  de  protoxyde  d'azote  et  d'oxygene  sous  pression  (method e  Paul 
Bert)/'  by  Claude  Martin. 

2  See  Kemp,  Brit.  Med,  Jotini,,  20th  Nov.  1897,  \\  1482. 

3  Lancet,  9th  Sept.  1893,  p.  625. 
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reduction  in  the  COg  of  arterial  blood.  We  can  hardly  be 
surprised,  however,  at  the  diminution  in  this  g£is,  seeing  that 
during  the  inhalation  of  pure  nitrous  oxide  by  the  ordinary 
means,  the  air  supply  is  cut  ofi*.  The  comparatively  \B.Tge 
percentage  of  nitrogen  in  the  above  analysis  is  interesting  but 
diflBcult  of  explanation,  and  it  is  to  be  hoped  that  further 
researches  will  be  conducted  to  throw  light  upon  this  and 
other  peculiar  results.  Observations  are  also  needed  with  regard 
to  the  blood  gases  under  nitrous  oxide  and  oxygen.  Some 
observers  have  suggested  that  by  the  use  of  oxygen  with  nitrous 
oxide  the  increased  production  of  CO2  which  w^ould  occur  might 
lead  to  a  locking-up  of  this  gas  within  the  blood ;  but  it  is 
difficult  to  see  how  this  could  take  place  provided  all  expira- 
tions escape,  as  they  certainly  do  in  practice,  at  the  expiratory 
valve. 

The  blood-pressure  under  pure  nitrous  oxide  is  markedly 
raised  as  shown  by  Kemp*s  tracings.^  This  observer  points 
out  that  the  results  which  he  obtained  were  clearly  parallel  to 
those  met  with  in  asphyxia,  the  excursions  of  the  kymographic 
tracings  being  more  pronounced  than  with  any  other  ana3Sthetic. 
He  found,  moreover,  that  there  was  no  depression  of  the  heart 
until  the  respiration  had  become  much  afiected  by  pushing  the 
aniesthetic.  Buxton  ^  has  attempted  to  prove  by  sphygmo- 
graphic  tracings  that  there  is  no  rise  of  tension  in  the  human 
pulse  during  nitrous  oxide  anaesthesia,  and  he  uses  this  fact — 
which,  however,  is  a  doubtful  one — as  an  argument  against 
any  analogy  between  nitrous  oxide  amesthesia  and  asphyxia. 
But  there  is  little  doubt  as  to  the  increase  in  arterial  tension. 
When  the  usual  respiratory  embarrassment  of  deep  nitrous 
oxide  anaesthesia  takes  place  there  is  necessarily  a  fall  of 
pressure  in  the  systemic  arteries  owing  to  impeded  pulmonar}' 
circulation ;  but  this  late  fall  of  tension  is  hardly  to  l>e 
regarded  as  directly  due  to  the  nitrous  oxide,  and  it  is  quickly 
recovered  from  directly  fresh  air  is  admitted  to  the  lungs. 
Pickering^  found  that  after  several  minutes*  action  pure 
nitrous  oxide  arrested  the  embryo  heart  of  the  chick  iB 
diastole;  that  a  mixture  of  nitrous  oxide  with  30  per  cent  of 
CO2  rapidly  stopped  the  heart   after  30    seconds  ;   but  that 

^  Lor.  cit.         2   Trans.  Odont.  Soc.  vol.  xviii.  ^  Ihid,y  Dec.  1893,  p.  46. 
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a  mixture  of  70  per  cent  of  nitrous  oxide  and  30  per  cent  of 
oxygen  stimulated  tlie  heart,  which  still  acted  after  several 
hours*  exposure  to  the  mixture.  Kemp  finds  that  the  heart 
beats  more  strongly  under  nitrous  oxide  and  air  than  under 
nitrogen  and  air,  so  that  the  gas  may  be  said  to  possess  a 
stimulant  effect  upon  the  heart. 

As  regards  the  effects  of  nitrous  oxide  upon  the  kidney, 
Kemp  ^  states  that  contraction  of  the  renal  vessels  takes  place, 
and  that  urinary  secretion  rapidly  diminishes.  He  finds  that 
albuminuria  is  produced,  though  not  to  any  great  extent,  in 
complete  narcosis. 

A^Tien  pure  nitrous  oxide  is  administered  to  a  lethal 
degree,  respiration  ceases,  and  death  takes  place  from  asphyxia, 
the  heart  continuing  to  beat,  in  some  cases  for  several  minutes, 
after  the  breathing  has  ceased.  The  immediate  cause  of  the 
respiratory  arrest  is  usually  if  not  always  muscular  spasm, 
and  not  muscular  paralysis  (see  p.  230). 


B.   ETHEB 

Ether  occupies  a  position  which,  so  far  as  its  anaesthetic 
properties  are  concerned,  is  in  many  respects  intermediate 
between  nitrous  oxide  on  the  one  hand  and  chloroform  on  the 
other.  It  is  more  potent  than  the  former ;  less  potent  than 
the  latter.  Waller,^  basing  his  conclusions  upon  the  relative 
effects  of  ether  and  chloroform  upon  isolated  nerves,  believes 
that  the  toxicity  of  the  two  anaesthetics  is  as  1  : 7.  The  two 
main  characteristics  of  ether  are :  firstly,  that  it  is  one  of  the 
most  energetic  stimulants  known,  not  only  to  the  circulatory, 
but  to  the  respiratory,  nervous,  and  glandular  systems  of  the 
organism ;  and  secondly,  that  its  vapour  is,  as  compared  to 
that  of  many  other  anaesthetics,  more  irritating  to  the  re- 
spiratory passages,  so  that  nmcus  is  somewhat  freely  secreted. 
Owing  to  the  comparatively  feeble  toxicity  of  ether  it  is 
necessary,  in  order  to  secure  deep  anaesthesia,  to  administer  its 
vapour  in  a  concentrated  form,  or  even  to  add  an  asphyxial 

*  New  York  Med.  Joum.y  Nov.  1899. 
2  Brit.  Med.  Jmim.,  20th  Nov.  1897. 
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element  to  the  administration;  whilst  by  reason  of  the  low 
boiling-point  of  the  drug  it  is  quickly  eliminated  from  the 
circulation  when  the  administration  is  discontinued.  As  in 
the  case  of  nitrous  oxide,  very  powerful  effects  may  be  secured 
by  limiting  the  oxygen  supply  ;  and  the  phenomena  of  etherisa- 
tion will,  as  in  the  case  of  the  phenomena  of  nitrous  oxide, 
greatly  depend  upon  the  extent  to  which  air  is  withheld 
during  the  inhalation. 

The  Committee  of  the  Royal  Medical  and  Chirurgical 
Society  (1864)  found  that  ether  very  slightly  depressed 
cardiac  action,  and  that  in  ether  toxaemia  respiration  usually 
ceased  before  the  heart,  although  the  pulse  might  cease  before 
the  respiration.  They  state  that  in  one  case  they  observed 
the  heart  cease  before  respiration.  The  "Glasgow  Committee" 
came  to  the  conclusion  that  when  frogs,  rabbits,  and  dogs  were 
anaesthetised  by  ether  and  artificial  respiration  was  maintained, 
the  heart  continued  to  beat  so  long  as  the  experiment  lasted. 
Ringer^  found  that  whilst  1  or  2  minims  of  chloroform 
arrested  the  ventricle  of  the  frog's  heart,  50  minims  of  ether 
merely  accelerated  and  slightly  weakened  the  beats,  without 
interfering  with  the  total  quantity  of  work  done.  Pickering 
states  ^  that  upon  the  embryonic  chick's  heart  ether  produces 
a  powerfully  stimulant  effect,  and  that  depression  only  comes 
about  when  enormous  doses  are  used. 

The  Glasgow  Committee  were  unable  to  satisfy  themselves 
that  ether  produced  any  appreciable  effect  upon  blood-pressure. 
Kerap,^  in  his  experiments  upon  dogs,states  that  the  effectof  ether 
upon  general  arterial  pressure  is  to  raise  it  from  the  beginning, 
even  with  moderate  anaesthesia,  and  that  when  the  anaesthetic 
is  pushed  the  pressure  rises  again  slightly.  A  corresponding 
fall  takes  place  when  the  administration  is  discontinued.  In 
Mac  William's  *  experiments  the  blood -pressure  usually  fell 
slightly ;  but  there  was  either  no  cardiac  dilatation  or  a  very 
slight  and  transient  dilatation,  and  this  was  chiefly  noticed 
when  ether  vapour  was  given   with    great  suddenness.     By 

*  Practitioner y  vol.  xxvi.  p.  436. 

2  Trans.  Odont.  Soc.y  December  1893,  p.  46. 

3  Xew  York  Med.  Jourm.y  November  1899. 

*  Brit.  Med.  Joum.,  11th  October  1890. 
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administering  ether  and  chloroform  alternately  to  the  same 
animal  MacWilliam  found  a  very  marked  difference  so  far  as 
cardiac  dilatation  was  concerned.  He  affirms  that  ether 
depresses  the  vaso-motor  centre,  causing  arterial  dilatation  and 
a  general  but  slight  fall  of  pressure. 

The  Hyderabad  Commission  foimd^  that  strong  ether 
vapour  caused  holding  of  the  breath  and  slowing  of  the  heart. 
The  Ck>nimission  failed,  however,  to  produce  true  anaesthesia 
with  ether  unless  air  were  rigidly  excluded  during  the  adminis- 
tration— a  failure  probably  due  to  the  high  temperature  at 
which  the  experiments  were  conducted. 

According  to  Dastre,  the  temperature  falls  somewhat  more 
rapidly  with  ether  than  with  chloroform.  As  regards  the 
patellar  reflex  this  author  states  that  it  persists,  in  lower 
animals,  even  during  complete  ether  anaesthesia. 

The  action  of  ether  upon  blood  has  yet  to  be  worked  out. 
As  already  indicated,  much  will  depend  upon  the  system  of 
etherisation  adopted.  Harley  beheved  ^  that  ether  was  not 
nearly  so  powerful  as  chloroform  in  diminishing  the  absorp- 
tion of  oxygen  and  the  elimination  of  carbonic  acid.  Von 
Lerber  ^  found  that  the  drug  produced  practically  no  effect 
upon  the  haemoglobin  of  blood,  and  that  in  83  cases  in  which 
the  urine  was  spectroscopically  examined,  there  was  no  increase 
in  urobilin,  such  as  might  be  expected  were  the  red  blood 
corpuscles  disintegrated.  On  the  other  hand,  Da  Costa* 
maintains  that  ether  produces  a  marked  diminution  in  the 
haemoglobin  of  blood. 

As  regards  the  effects  of  ether  upon  the  kidney,  Kemp 
finds  *  that  a  special  contraction  of  the  renal  arterioles  is  pro- 
duced, that  the  flow  of  urine  is  lessened,  that  the  secreting 
cells  are  damaged,  and  that  albumen  appears  early  in  the 
urine  secreted.  Buxton  and  Levy,  however,  who  have  re- 
peated the  experiments  made  by  Thomson  and  Kemp, 
maintain  ^  that  this  "  specific  "  effect  is  not  constant,  and  that 

BepoH,  p.  29. 

Transactions  Roy.  Med.  and  Chir.  Society ^  1864,  p.  159. 

Year-Book  of  Treatment,  1898,  p.  166. 

Ibid.,  1896,  p.  170. 

New  York  Med.  Joum.,  November  1899. 

Brit.  Med.  Joum.,  22nd  September  1900,  p.  833. 
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it  occurs  chiefly  if  not  wholly  in  cases  in  which  the  ether  has 
been  unduly  and  unnecessarily  pushed. 

Dr.  Hooper  ^  of  Boston  was  the  first  to  draw  attention  to 
the  fact  that  whilst  stimulation  of  the  recurrent  laryngeal 
nerve  during  light  ether  anaesthesia  produced  adduction  of  the 
vocal  cords,  stimulation  during  deep  etherisation  produced 
abduction.  His  results  have  been  corroborated  by  Semon 
and  Horsley,^  who  maintain  that  ether  produces  (through  the 
medium  of  the  circulation)  a  differential  action  upon  the 
laryngeal  muscles  themselves.  These  observers  found,  in 
numerous  experiments,  that  the  posterior  crico-arytsenoid 
muscles  lost  their  electrical  excitability  long  before  the 
adductors,  and  whilst  they  do  not  offer  any  explanation  of 
the  fact,  they  point  out  that  a  difference  in  the  metabolic 
processes  of  the  abductor  and  adductor  muscles  appears  to 
exist. 

C.   CHLOBOFOBM 

There  is  perhaps  no  therapeutic  agent  whose  action  has 
been  so  frequently  and  so  keenly  discussed  as  chloroform. 
Possessing,  as  it  does,  a  higher  density  and  boiling-point  than 
ether,  it  is  not  surprising  that  chloroform  exerts  a  more 
energetic  and  less  transient  effect  upon  protoplasm  than  the 
last-named  amesthetic.  We  have  already  referred  (p.  7o) 
to  Waller's  estimate  of  the  relative  toxicity  of  the  two  drugs. 
Locally  applied,  chloroform  exerts  an  irritant  or  even  vesicant 
effect.  Even  in  dilute  aqueous  solutions  it  quickly  destroys 
the  irritability  and  contractility  of  muscles,  rendering  them 
"  chloroform-rigid  "  and  producing,  microscopically,  cloudy  and 
other  structural  changes  (Bernard  ^).  According  to  Brunton,* 
chloroform  acts  "as  a  powerful  solvent  of  protagon,  the 
essential  ingredient  both  of  the  nerve-centres  and  of  the 
nerves  themselves."  Subcutaneously  injected,  it  produces  a 
local  auaisthetic  effect,  but  owing  to  its  caustic  action  upon 

1   TraiisaHiom  Amcr.  L(tnj)igolog.  Association^  vol.  vii. 

^  Brit.  Med.  Joum.,  28th  August  1886,  p.  405,  and  4th  September  1886,  p. 
445 — "On  an  Apjtarently  Peripheral  and  DiBVrential  Action  of  Ether  upon  the 
Laryngeal  Muscles." 

3  Lc(^07i8  siir  fcs  Anesth^iques  et  sitr  VAsphyjiie. 

*  Therapeutics  J  vol.  ii.  p.  79. 
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the  tissues  it  passes  but  slowly  into  the  general  circulation, 
and  by  reason  of  free  elimination  taking  place  during  its 
f>as8age  through  the  lungs  deep  anaesthesia  is  not  attainable 
(Dastre).  The  application  of  the  drug  over  large  cutaneous 
surfaces  has  produced  general  anaesthesia  in  animals  (Brown- 
S^uard),  but  this  result  has  been  attributed  to  inhibition  of 
the  nervous  mechanism  involved  in  the  perception  of  pain. 
General  aniesthesia  may  be  produced  by  injecting  chloroform 
into  veins. 

Snow  carefully  conducted  a  series  of  experiments  upon 
animals  with  the  object  of  ascertaining  the  percentages  of 
chloroform  vapour  needed  to  produce  the  various  "  degi*ees  of 
narcotism"  (p.  60),  which  he  described;  and  he  also  roughly 
calculated  the  actual  quantity  of  chloroform  which  was  present 
in  the'  blood  at  various  stages  in  the  administration.  He 
arrived  at  the  conclusion  that  one  grain  of  chloroform  to  each 
100  cubic  inches  of  air  sufficed  to  induce  his  "second 
degree  of  narcotism,***  the  fraction  ^  expressing  the  degree  of 
saturation  of  the  air  from  which  the  vapour  was  immediately 
absorbed  into  the  blood,  and  consequently  also  the  degree  of 
saturation  of  the  blood  itself.  He  further  found  that  two 
grains  of  chloroform  to  each  100  cubic  inches  of  inspired  air 
caused  a  state  of  very  complete  insensibility,  corresponding 
with  his  "  fourth  degree  of  narcotism  " ;  and  the  fraction  ^^^ 
expressed  the  extent  of  saturation  of  the  blood  in  this 
d^Tee.  As  regards  quantities  of  chloroform  exceeding  two 
grains  to  100  cubic  inches  of  air,  these  had  a  tendency  to 
embarrass  and  arrest  the  function  of  respiration,  provided  that 
the  inhalation  were  continued ;  and  he  calculated  that  three 
grains  of  chloroform  to  each  100  cubic  inches  of  air  was  very 
nearly  the  quantity  which  had  the  power  of  arresting  the 
breathing  when  the  temperature  of  the  body  was  100°,  the 
fraction  ^  or  ^  representing  the  blood  saturation  in  this 
toxic  state.  Snow  also  calculated  that  for  his  second  degree 
of  narcotism  it  was  necessary, that  the  blood  of  an  average 
adult  patient  should  contain  about  1 2  minims ;  for  the  third 
degree,  18  minims;  for  the  fourth  degree,  24  minims;  and 
for  the  arrest  of  respiration  about  36  minims.     PohP  found 

1  Taylor*s  JwHspi^udence,  4th  edit.  p.  425. 
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that  the  blood  of  a  dog  deeply  under  chloroform  contained 
from  01  to  06  per  cent  of  chloroform,  the  average  amount 
being  '035  per  cent;  and  that  the  red  corpuscles  contained 
about  two  and  a  half  times  more  than  the  serum. 

The  Eoyal  Medical  and  Chirurgical  Committee  found  that 
with  atmospheres  containing  from  2  to  4  per  cent  of  chloroform 
vapour  there  was  little  or  no  risk  to  life ;  but  that  in  some 
cases  it  was  necessary  to  employ  an  atmosphere  containing  as 
much  as  5  per  cent  of  vapour.  Stronger  atmospheres  induced 
alarming  symptoms. 

Paul  Bert's  results  were  similar  to  those  obtained  by 
Snow.  With  4  grammes  of  chloroform  to  100  litres  of  air 
insensibility  was  not  produced,  but  the  animal  died  at  the  end 
of  9  or  10  hours  with  a  low  temperature.  With  6  grammes 
to  100  litres  a  diminution  of  sensibility  was  noted,  and  the 
animal  died  at  the  end  of  6  or  7  hours.  With  8  grammes  to 
100  litres  insensibility  was  slowly  produced,  and  death  took 
place  in  4  hours.  With  10  grammes  to  100  litres^  ansesthesia 
was  obtained  in  a  few  minutes,  and  death  took  place  in  2  or  3 
hours.  With  12  grammes  to  100  litres  the  animal  died  in 
rather  less  than  2  hours.  With  15  grammes  to  100  litres 
death  occurred  in  40  minutes ;  with  20  grammes  to  100  litres 
in  30  minutes;  with  30  grammes  to  100  litres  in  3  minutes. 
As  Dastre  points  out,  it  is  interesting  that  weak  chloroform 
atmospheres  affected  nutrition  without  destroying  sensibility. 

Waller's^  observations  as  to  the  effects  of  different  per- 
centages of  chloroform  vapour  upon  the  electromobility  of 
isolated  nerves  have  led  him  to  the  conclusion  that  this 
anaesthetic  is  about  seven  times  as  powerful  as  ether. 

As  already  pointed  out  (p.  42),  the  respiratory  phenomena 
which  attend  the  administration  of  an  anaesthetic  will  be  found 
to  depend  upon  numerous  other  factors  than  the  special  action 
of  that  anaesthetic  upon  the  nervous  mechanism  of  breathing. 
The  great  tendency  in  man  for  mechanically  obstructed  breath- 
ing to  arise  under  chloroform,  and  to  set  up  an  unexpecteii 
and  perhaps  unrecognised  asphyxial  state,  doubtless  explains 

^  This  mixture  ia  roughly  equivalent  to  a  2  per  cent  mixture  of  chloroform 
vapour  and  air. 

«  BrU.  Med,  Joum.,  20th  November  1897,  p.  1469. 
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many,  and  perhaps  most  of  the  chloroform  accidents  of  practice. 
In  the  physiological  laboratory,  where  artificial  respiration  is 
generally  maintained  during  chloroform  administration,  the 
importance  of  this  intercurrent  asphyxial  factor  is  perhaps 
iosutiiciently  realised.  Under  the  influence  of  chloroform  the 
respiratory  centre  is  at  first  stimulated — the  stimulant  effect 
varying  according  to  the  circumstances  present ;  it  is  then 
depressed ;  and  it  finally  becomes  paralysed. 

Whether  or  not  the  toxic  respiratory  failure  met  with  in 
the  lower  animals  is  ever  associated  with  an  obstructive 
element  such  as  is  undoubtedly  sometimes  present  in  man 
when  chloroform  is  given  in  poisonous  doses  has  not  to  my 
knowledge  been  determined.^  Owing  to  the  vapour  of 
chloroform  being  less  initating  than  that  of  ether,  the  breath- 
ing under  the  former  anaesthetic  is  less  liable  to  be  interrupted 
by  "  holding  the  breath "  and  obstructive  spasm  than  the 
breathing  under  the  latter.  At  the  same  time  it  must  be 
remembered,  as  originally  pointed  out  by  Claude  Bernard  and 
the  Committee  of  the  Royal  Medical  and  Chirurgical  Society, 
that  if  chloroform  be  given  in  a  concentrated  form,  inter- 
current asphyxial  complications  will  be  at  once  introduced, 
and  free  breathing  more  or  less  completely  suspended  owing 
to  reflex  closure  of  the  laiynx.  This  reflex  suspension  of 
breathing,  however,  does  not  appear  to  be  dangerous  in  the 
case  of  lower  animals  even  though  associated,  as  it  often  is, 
with  temporary  cardiac  inhibition.  The  principal  risk  in  a 
concenti-ated  vapour  is  that  of  simple  toxaemia.  When 
chloroform  narcosis  is  well  established  the  breathing  is  some- 
what quieter,  slower,  less  forcible,  and  of  less  amplitude  than 
that  of  ether  narcosis.  Paul  Bert,^  in  his  experiments  upon 
dogs,  found  that  costal  breathing  became  gradually  less  marked, 
and  that  eventually  most  of  tlie  respiratory  work  was  carried 
on  by  the  diaphragm.  If  diaphragmatic  breathing  /were 
paralysed  by  section  of  the  phrenics,  costal  breathing  began. 
As  regards  the  expansive  force  of  respiration,  this  is  diminished 
in  proportion  to  the  degree  of  narcosis.  Thus,  Dastre  found, 
in  the  case  of  a  dog  of  12  kilos.  850  grammes,  whose  respira- 

*  Since  writing  this  chapter,  Dr.  Leonard  Hill  has  informed  nie  that  he  has 
fre*iuently  noted  this  association  in  dogs  and  cats.  *^  Dastre,  op.  cit. 
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tioii  became  arrested  by  a  weight  of  75  kilos,  when  no 
anaesthetic  was  administered,  that  respiratory  an-est  during 
anaesthesia  occurred  with  a  weight  of  but  58,  55,  or  25  kilos., 
according  to  the  duration  of  tlie  insensibility.  The  same 
author  states  that  the  experiments  of  Langlois  and  Richet  led 
these  observers  to  the  conclusion  that,  during  anaesthesia, 
expiration  was  considerably  more  depressed  than  inspiration. 
The  inspiratory  efforts  of  an  anaesthetised  dog  were  not  much 
modified  by  antesthesia ;  but  there  was  a  considerable  reduction 
in  the  expiratory  force.  As  regards  the  immediate  causation 
of  respiratory  failure  in  chloroform  toxitmia,  there  is  gooii 
evidence  that,  in  addition  to  the  factor  of  the  amesthetic  itself 
acting  upon  the  nervous  mechanism  of  breathing,  and  bringing 
about  respiratory  paralysis,  there  is  often  another  factor 
present,  viz.  the  low  arterial  tension  caused  by  the  cardiac 
depression.  The  Glasgow  Committee  came  to  this  conclusion ' 
many  years  ago;  and  Leonard  Hill's  recent  researches 
have  corroborated  their  views.  The  accompanying  tracing, 
kindly  lent  me  by  the  last-named  observer,  is  interesting  in 
this  connection. 


A       B  CD  E 

Vui.  1. — Traciug  1.  (Ful)li>he«l  iu  X\\v:  Jouimal  of  Ph)/!tuiLi>gy  iu  Pajier  1 — "On  llir 
IiiHuence  ot  Gravity  on  the  Circulation/')  Cannula  in  carotid  placed  in  aiis  of 
rotation.  Dog.  Morphia.  At  the  bottom  of  the  lall  produced  by  chlomfonu 
the  respiraiory  wave.s  disappear.  On  turning  the  animal  feet -up  the  bloo*l 
pres>ure  rises  and  the  respiratory  waves  immediately  reapj>ear  on  the  trace. 
Tliis  shows  that  paralysis  of  the  respiratory  centre  is  jmrtly  due  to  fall  '^f 
arterial  pressure.  A,  Feet -down:  vertical  posture.  B,  Chloroform  pusheiL 
C,  Withdrawn.     D,   Feet-up  posture.     E,  Horizontal. 

Hill  maintains  that  the  tracings  of  the  Hydembad  Chloro- 
form Commission  also  conclusively  prove  that  circulatory  failure 
may  itself  lead  to  respiratory  arrest. 

'   Ilrit.  .]fnL  Joinm.,  18th  December  1880. 
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Salivation  is  generally  somewhat  increased  during  the 
early  stages  of  chloroformisation,  and  diminished  during  deep 
an^rathesia*  According  to  Dastre,  the  chorda  tympani  retains 
its  excito-secretory  action  throughout,  whilst  the  reflex  action 
of  the  lingual  nerve  on  the  submaxillary  gland  is  lost  soon 
after  the  corneal  reflex  disappears. 

As  regards  the  respiratory  exchanges  under  chloroform, 
Arloing  ^  found  that  less  oxygen  was  absorbed  and  less  carbonic 
acid  exhaled  than  under  normal  circumstances,  but  that  the 
diminution  was  most  marked  in  the  case  of  the  latter  gas. 
Paul  Bert's  experiments  led  him  to  the  same  conclusion. 
Thus "  in  one  experiment  he  found  that  before  anaesthesia  the 
absorption  of  oxygen  was  9*9  litres  per  hour ;  and  the  produc- 
tion of  COg  9*55  litres.  Five  minutes  after  the  cornea 
had  become  insensitive  the  results  were :  Oxygen  6'57  ; 
CO^  5*26.  After  45  minutes'  amesthesia  the  figures  were: 
Oxygen  4*42  ;  CO^  3*39.  And  after  90  minutes'  aniestliesia  : 
Oxygen  3*69,  and  COg  2*39.  It  will  be  seen  from  these 
figures  that  there  was  a  progressively  greater  diminution  in 
the  COg  excreted  than  in  the  oxygen  absorbed,  the  ditference 
representing  diminished  tissue  change  and  metabolism  during 
chloroformisation.  As  we  have  already  seen  (p.  60),  the 
results  at  which  Rumpf  arrived  were  similar  to  those  of 
Paul  Bert.  The  Glasgow  Committee,  however,  came  to  the 
conclusion  that  an  increased  amount  of  CO^  was  exhaled 
during  chloroform  anaesthesia.  The  effects  of  anttsthetics 
upon  the  heat -regulating  mechanisms  of  the  organism  have 
been  already  referred  to. 

The  blood  changes  induced  by  chloroformisation  have  not 
as  yet  been  satisfactorily  determined.  We  have  already 
pointed  out  (p.  42)  that  during  the  inhalation  of  this  and 
other  ancpsthetics  respiration  is  necessarily  greatly  modified 
independently  of  the  action  of  the  anaesthetic  itself  upon  the 
nervous  mechanism  of  breathing,  and  it  therefore  follows  that 
the  blood  changes  of  chloroform  aniesthesia  must  depend  not 
only  uj)on  the  composition  of  the  atmosphere  presented  to  the 
lungs,  but  upon  the  rate  and  depth  of  breathing,  the  presence 
*»r  al«ence  of  any  obstruction  to  the  entrance  of  air  or  tlie 

'   Dastre,  op.  n't  ^  Dastre,  op.  n't. 
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exit  of  carbonic  acid,  aud  other  circumstances.  George  Harley  ' 
believed  that  chloroform  diminished  the  power  of  the  constitu- 
ents of  the  blood  to  unite  with  oxygen  and  to  give  off  carbonic 
acid,  and  other  observers^  have  endorsed  his  views.  He 
described  various  degrees  of  disintegration  of  the  red  blood 
cells  as  referable  to  the  action  of  chloroform,  and  corroborative 
evidence  in  the  same  direction  has  been  advanced  by  Ostertag, 
McKendrick,  Sansom,  Wittich,  and  Botticher.^  McKendrick,^ 
Coats,  and  Newman,  studying  the  effects  of  the  inhalation  of 
chloroform  on  the  pulmonary  circulation  of  the  frog,  describe : 
(1)  retardation  and  then  stoppage  of  the  circulation;  (2) 
indistinctness  of  individual  epithelial  cells  of  alveoli  and  dis- 
appearance of  their  nuclei ;  (3)  contraction  in  calibre  of  arterioles 
and  capillaries;  and  (4)  disintegration  of  corpuscles. 

Little  is  definitely  known  concerning  the  gases  of  the  blood 
in  chloroform  anaesthesia.  Bert,  in  his  experiments  with  his 
"  Melanges  titres,"  found  that  as  regards  the  blood,  as  the 
administration  proceeded,  a  progressive  diminution  in  the 
quantity  of  oxygen  and  an  increase  in  that  of  carbonic  acid 
took  place.  In  the  case  of  his  12  :  100  mixture  (viiie  supra) 
the  following  were  the  figures : — 


Before  Anaesthesia. 

After  30  miuutes'  Auassthesia. 

0       22 

0       16-8 

CO2     31-2 

CO.,     41-2 

iter  he  found  :- 

- 

0 

14 

CO., 

44 

Similar  results  have  been  obtained  by  De  St.  Martin.^ 

This  observer  found  the  blood  gases  of  a  dog,  before  chloroform  wa? 
ailministered,  to  be  as  follows  : — 


*    Tratisnrfmis  Jioj/.  Med.  Chir.  Suc.^  1864,  p.  159. 

^  E.g.  Oliver  and  (iarrett,  Liuicct,  9th  Sept.  1893. 

3  I  am  indebted  for  this  and  other  statements  on  this  subject  to  Dr.  Ciuthrif  !* 
excellent  article  in  the  Clin.  Jotint.,  24th  March  1897. 

■•  Brit.  Med.  Jmini.,  Dec.  1880. 

^'  JifrherchfS  cjperi mental's  sur  hi  Hespiration^  p.  189.  Quoted  by  Oliver 
antl  Garrett,  Lancet,  9th  Sept.  1893. 
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O       15-20 

CO2     40-85 

N         2-45 


68-50 


The  observation  was  made  at  9.50  a.m.  Five  minutes  later  the  inhalation 
of  a  10  per  cent  chloroform  atmosphere  was  begun.  At  10.7  a.m.  the 
animal  was  asleep,  and  at  10.10  A.M.  the  blood  contained  : — 

0'      >5-05 
CO^,     36-40   '.    . 

K         2-85  *    . 


»  ■;  ■ 


•         » 


•     ■•  M     .  t      *    .         .  !    C  • .     '.         •        »      •. 


54-30 


; '       >  ; ;       .      ^  .  •       .        ,     :    ^     .    .      ^ 


The   administration  was  continaed,  and  'half  an  hour  later  5  fuT'l;ber 
analysis  gave  : — 

0       12-88 

CO2     50-62 

N         305 


66-65 


As  regards  venous  blood,  Paul  Bert  found  that  the  oxygen 
again  showed  diminution  but  the  COg  remained  about  stationary. 
The  preliminary  researches  of  Oliver  and  Garrett  ^  give  the 
following  figures : — 

Dog.    Arterial  Blood.     (Jhloroform  Ancesthesia 

CO2  37-21 

0  1709 

N  8-03 

CHCI3  0  02 

Rabbit,     Arterial  Blood,     Chloroform  Ayuesthesia 

(A)  (B)  (L) 

CO2  6-46  19-33  24-86 

O  20-96  16-86  1314 

^    I       54-72  ^^'^^  ^^'^ 

CUC[^  (  4-55  2-69 


*  Loe.  cit. 
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Babbit, 

Chloroform  and  Oxygen 

(M) 

(N) 

(0) 

(P) 

(U) 

CO, 

45-18 

58-43 

37-26 

26-38 

35-96 

0 

21-02 

16-06 

22-95 

19  03 

16-83 

N 

8-96 

11-56 

11-65 

8-92 

6-62 

CHCL 

1-18 

1-20 

•  0-62 

1-5 

trace 

The  most  curious  feature  in  the  above  figures  is  the  large 
proportion  of  nitrogen.  Further  research  is  necessary  before 
these  results  *o^ii»  be* dis^v>sf)'fed.* 

The  effects  of  chloroform  oix  blood-pressure  hAve  received 
cdn^der:abl6  atteritiOti.  ^  The  O'd^mritt^'  oT  the  RoVal  Medical 
attd'^Chihifgical  Society  found  a  primary  rise  in  arterial  tension 
and?  tfi^n^  Ur  feU,^*  the  ri^e 'bort-e^'Cnding  '4n  many  cases  to 
strug^ing' and  76r6fble'%x|)ira,tbry  efforts,  although  in  some 
instances  there  was  a  slight  initial  rise  even  when  no 
struggling  occurred.  The  Glasgow  Committee  met  \vith  a 
pronounced  fall  of  pressure  in  all  their  experiments,  and 
attributed  this  fall,  in  some  cases  at  least,  to  a  direct  effect  of 
chloroform  upon  the  heart.  According  to  the  Hyderabad 
Ohloroform  Commission,  the  characteristic  fall  of  pressure — 
that  which  occurs  with  regular  breathing — is  due  not  t<> 
weakening  of  the  heart,  but  "  solely  to  narcosis  of  the  vaso- 
motor system,  and  is,  if  not  a  safeguard,  absolutely  harm- 
less." ^  The  sudden  fall  in  pressure  observed  by  the  Glasgow 
Committee  was  regarded  by  the  Hyderabad  Commission  as 
due  to  intercurrent  asphyxia.  MacWilliam  found  an  initial 
temporary  rise  of  pressure  in  some  cases.  With  regard  to  the 
subsequent  fall,  this  he  believed  to  be  primarily  due  to  vaso- 
motor depression,  but  secondarily  to  cardiac  dilatation.  He 
pointed  out  that  blood -pressure  tracings  alone  were  unsafe 
guides  as  to  the  strength  and  character  of  the  heart's  action 
or  even  of  the  ventricular  beats.  He  found  that  a  weak 
ventricular  beat  might  cause  a  large  oscillation  in  the  blood- 
pressure  trace  and  nice  versa.  He  also  drew  attention  to  the 
fact  that  a  great  increase  in  the  rapidity  of  the  heart's  action 
might  occur  without  inducing  any  noticeable  rise  in  blood- 
pressure.     According  to  Wood  and  Hare,^  chloroform  produces 

i  Ji4poH,  p.  137.  2  Afed.  Xews,  22iid  February  1890. 
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a  double  initial  effect  upon  the  blood -pressure — first  a  fall 
due  to  reflex  inhibition  of  the  heart  or  vaso-motor  centre,  and 
then  a  rise,  due  probably  to  reflex  vaso-motor  spasm.  They 
agree  with  other  observers  that  this  reflex  inhibitory  cardiac 
arrest  is  never  permanent  (vide  infra).  Gaskell  and  Shore 
found  an  initial  rise  and  subsequent  fall  of  pressure,  the 
former  being  due,  according  to  them,  to  a  stimulation  of  the 
vaso-motor  centre.  As  regards  tlie  causation  of  the  subse- 
quent fall,  these  observers  found,  as  the  result  of  a  series  of 
ingenious  cross -circulation  experiments,^  that  it  was  princi- 
}>ally  due  to  an  effect  of  chloroform  upon  the  heart,  and  not, 
as  the  Hyderabad  Commission  had  stated,  to  an  effect  upon 
the  vaso-motor  centre.  They  were  led  to  the  conclusion, 
indeed,  that  chloroform  stimulated  rather  than  depressed  this 
centre ;  for  they  found  that  injections  of  the  drug  into  the 
cerebral  arteries  caused  a  rifie  in  pressure  which  was  still 
present  at  the  moment  when  respiration  ceased.  They  further 
found  that  in  other  conditions  —  for  example,  when  the 
brain  arteries  were  ligatured,  when  amyl  nitrite  was  injected 
into  the  cerebral  vessels,  and  when  the  intracranial  pressure 
was  raised  —  the  respiratory  centre  I'ailed  before  the  vaso- 
motor centre.  It  is,  in  fact,  now  generally  agreed  that  the  fall 
of  pressure  under  chloroform  is  chiefly  dependent  upon  effects 
produced  by  chloroform  upon  the  heart  itself  According  to 
the  Hyderabad  Commission,  and  to  MacWilliam,  the  low 
pressure  is,  in  a  sense,  protective,  for  it  tends  to  prevent  the 
absorption  of  fresh  chloroform  by  the  pulmonary  blood-stream. 
Bradford  finds  that  during  chloroformisation  the  pressure  in 
the  pulmonary  artery  falls  like  the  pressure  elsewhere,  so 
that  there  is  no  good  evidence  in  favour  of  any  special  con- 
traction of  the  pulmonary  arterioles.  This  observer,  indeed, 
working  in  conjunction  with  Dean,  found  only  a  feeble  vaso- 
motor mechanism  in  the  pulmonary  vessels,  and  Fr.  Franck's 
i-esciirches  corrobomte  this  view  (Hill). 

This  naturally  brings  us  face  to  face  with  the  question, 
What  evidence  have  we  as  to  the  direct  effect  of  chloroform 
upon  the  heart?  Snow's  observations  led  him  to  the  conclu- 
sion that  primary  cardiac  paralysis  only  took   place  with  high 

^  Brit.  Med.  Journ.,  2l8t  January'  1893. 
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percentages   of  vapour,  and   that,  provided   precautions   were 
taken    to    avoid    such    concentration,    the    heart    only    failed 
secondarily  to  the  breathing.      In  the  case  of  cats,  chloroform 
atmospheres  of  3  per  cent  to  6  per  cent  caused  stoppage  ol 
breathing  before  arrest  of  the  heart — an  interval  of  two  or 
three    minutes    separating    the    cessation    of   respiratory   and 
cardiac  action   in   many  cases.      But  with  atmospheres  of    8 
per  cent  to  10  per  cent  "the  action  of  the  heart  was  always 
seriously  affected  and  rendered  extremely  feeble,  if  it  did  not 
actually  cease,  at  the  time  the  breathing  was  arrested."      The 
experiments   of    the   Committee    of   the    Royal    Medical   and 
Chirurgical  Society  also  pointed  in  the  same  direction.      The 
Committee  found  that  the  strongest  doses  of  chloroform  de- 
stroyed animal  life  by  arresting  the  action  of  the  heart,  and 
that    moderate    doses    considerably    weakened    cardiac    action 
before    death    ensued,   although    respiration    generally   ceased 
before   the   heart's   action    completely   failed.       The   strongest 
doses  of  chloroform  caused  the  pulse  and  respiration  to  cease 
nearly  simultaneously  (in  from    1'   20"  to   1'  45"),  whilst  the 
heart's  action  continued  for  a  short  time  subsequently  (from 
iV  10"  to  5'  30");  but  when  equally  strong  atmospheres  were 
administered  thi*ough  an  opening  below  the  glottis,  death  wa** 
much  more  rapid,  "  and  the  heart,  as  a  rule,  ceased  to  beat 
several  seconds  befoie  the  final  arrest  of  the  respiratory  move- 
ments."    With  moderately  strong  and  weak  vapours  little  or 
no  difference   was  observed   whether   the   chloroforhi   entered 
above  or   below   the  glottis.       The   Committee  found   that  a 
strong  chloroform   vapour  did  not  cause  a  more   permanent 
stoppage  of  the  heart's  action  than  a  milder  vapour.      Some 
years  later  (1879-80)  the  Glasgow  Committee  arrived  at  ver}' 
similar  conclusions.     Xot  only  did  they  find  that  in  the  dog, 
rabbit,  and  frog  cardiac  action  soon  ceased  under  chloroform- 
far  sooner  than  under  ether  ^ — but  they  came  to  the  conclusion 
that  chloroform  sometimes  exerted  an  unexpected  and  capricious 
action  on  the  heart,  causing  a  rapid  fall  of  pressure — a  conclusion 
which  was  subsequently  challenged  and  criticised  by  the  Hyder- 
abad Commission,  who  regarded  the  tracing  upon  which  the 
Glasgow  Committee  had   based   their  views  as   indicating  an 

*  Bn'f.  ^fed.  Joum.  vol.  i.,  1879,  p.  1. 
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asphyxial  element  in  the  adnjinistration.  Kinger,  however, 
clearly  showed  '  that  so  far  as  the  frog's  heart  was  concerned 
chloroform  undoubtedly  produced  a  powerfully  depressant 
effect  upou  the  muscular  tissue  itself,  one  or  two  minims  of 
the  drug  suflBcing  to  arrest  ventricular  action.  The  Hyderabad 
Commission  attempted  to  prove  by  a  very  large  number  of 
observations  that  during  the  administration  of  chloroform  the 
heart  was  never  primarily  affected — in  other  words,  that  its 
action  was  niaintained  till  respiration  had  ceased ;  but,  as  we 
have  already  pointed  out  (p.  17),  these  observations  have  not 
been  accepted  by  the  physiological  world.  The  much-disputed 
point  whether  chloroform  has  or  has  not  a  directly  depressing 
effect  upon  the  heart  must,  in  fact,  now  be  regarded  as  settled 
in  the  affirmative.  It  would,  indeed,  be  extraordinary  were 
this  anaesthetic,  with  its  undoubtedly  high  toxicity  as  regards 
muscular  tissue,  to  specially  spare  the  fibres  of  the  cardiac 
walls.  Mac  William  was  the  first  physiologist  to  supply  the 
missing  link  which  was  required  to  complete  the  chain  of 
evidence  against  chloroform.  This  observer  showed  that  a 
varying  degree  of  dilatation  of  the  heart's  cavities  took  place, 
the  dilatation  commonly  commencing  when  corneal  reflex 
disappeared.  All  chambers  shared  in  the  dilatation,  and 
when  the  anajsthetic  was  lessened  the  dilatation  usually  dis- 
appeared. In  some  cases  the  dilatation  was  rather  sudden, 
and  it  was  as  a  rule  independent  of  rate.  When  the  dilata- 
tion was  extreme  the  heart  failed,  although  rhythmic  move- 
ments persisted  for  a  while.  Mac  William  further  found  that 
the  cardiac  dilatation  was  not  due  to  fall  of  pressure,  nor  was 
it  dependent  upon  increased  pulmonary  resistance  from  vascular 
contraction.  It  was,  in  fact,  due  to  the  effect  of  chloroform  on 
the  cardiac  mechanism  itself.  He  observed,  in  some  cases, 
periodic  cardiac  dilatation  after  chloroform,  and  foimd  that 
ether  dispelled  this.  Whilst  agreeing  with  the  Hyderabad 
Commission  that  the  characteristic  fall  of  blood-pressure  under 
chloroform  was  primarily  due  to  the  depressing  influence  of 
the  drug  on  the  vaso-motor  centre,  he  maintained  that  cardiac 
dilatation  was  the  chief  factor.  Usually  dilatiition  did  not 
come  on  till  after  blood-pressure  had  fallen,  though  it  might 

*  Praditionerj  vol.  xxvi.  p.  436. 
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do  so.  In  som«»  cases  Mac  William  found  a  state  of  "  delirium 
cordis "  —  the  ventricle  being  thrown  into  a  condition  of 
inco-ordinated  fibrillar  contractions.  Gaskell's  and  Shore'.s 
experiments  *  also  led  them  to  the  conclusion  that  chloroform 
exerted  a  direct  paralysing  influence  upon  the  heart  and  blood- 
vessels ;  and  they  pointed  out  that  the  so-called  proof  that 
chloroform  does  not  affect  the  heart,  which  was  afforded  bv 
the  Hyderabad  Commission  tracings,  was  in  every  case  an 
instance  of  a  slight  increase  in  the  size  of  the  puke-excursions 
due  to  a  slowing  of  the  heart's  action.  Wood  and  Hare "  alsd 
agree  that  chloroform  has  a  direct  effei  t  upon  the  heart  itself. 
Moreover,  experimenting  with  the  embryonic  heart  of  the 
chick — i.e.  with  a  heart  not  yet  supplied  with  any  nervous 
mechanism — Pickering*  has  found  that  '5  cc.  of  a  chloroform 
solution  containing  '00003  ac.  of  pure  chloroform  will,  if  in- 
jected under  the  blastoderm  of  the  embryo,  rapidly  reduce  its 
cardiac  rhythm  and  produce  an  exag<ierated  diastole.  After 
the  injection  of  00004  cc.  the  heart  stopped  in  a  dilated 
condition.  He  found  a  mixture  of  CO^  and  chloroform  to  be 
far  more  toxic  to  the  embrvonic  heart  than  a  mixture  of 
chloroform  and  air.  But  the  final  and  most  complete  proof  of 
the  error  of  the  Hyderabad  doctrine  has  been  brought  forwani 
by  Leonard  Hill,  who  has  shown  that  the  methods  employed 
by  the  Commission  for  registering  the  efficiency  of  cardiac 
contraction  were  faulty.  Hill  has  cori-oborated  MacWilliam's 
original  observations  as  to  chloroform  producing  paralytic 
dilatation  of  the  heart.  He  finds  that  it  acts  directly,  like 
amyl  nitrite,  on  the  musculature  of  the  whole  vascular  system. 
He  very  properly  lays  stress  upon  a  point  which  is  fullv 
discussed  in  the  clinical  part  of  this  work,  viz.  that  the  real 
question  is  when  the  heart  ceases  to  expel  its  blood — not  when 
it  ceases  to  make  ej^orts  at  contraction.  If  a  dog  be  killed  by 
a  concentrated  chloroform  vapour,  respiration  will  usually 
continue  longer  than  the  femoral  pulse ;  and  if  the  chest  be 
opened,  the  heart  will  be  found  much  dilated  and  exhibitiug 
waves  of  contraction  although  unable  to  empty  its  cavities, 

1  Brit.  Med.  Jounu,  28th  Jan.  1893. 

2  Medico!  News  (Phila.),  22nd  Feb.  1890. 

^  Trans,  Odont.  Soc.  vol.  xxW.  No.  2,  N.S.,  Dee.  1893,  p.  42. 
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These  waves,  in  fact,  are  ineffectual  in  maintaining  a  circula- 
tion— the  heart  having  failed  to  act  as  a  circulatiiuj  i/rgan. 
lu  the  course  of  an  important  research,  Hill  and  Barnard  made 
^me  experiments,  the  results  of  which  coincided  with  those 
previously  obtained  by  Gaskell  and  Shore,  and  they  point  out,^ 
in  connection  with  the  cardiac  dilatation  which  occurs  under 
chloroform,  that  the  power  required  to  empty  the  cardiac 
cavities  may  be  regarded  as  increasing  approximately  as  the 
cube  of  their  radius.  To  sum  up,  then,  on  this  much-disputed 
point,  it  may  be  regarded  as  established  that  during  chloroform 
anaesthesia  this  anaesthetic  directly  produces  a  depressing  effect 
upon  the  heart  itself;  and  that  whilst  it  is  true,  not  only 
in  the  physiological  laboratory  but  in  actual  practice,  that  res- 
piration generally  ceases  before  cardiac  action  finally  fails 
(p.  354),  it  is  the  want  of  cardiac  action  which  is  the  essential 
factor  in  the  causation  of  death  under  chloroform. 

It  is  now  generally  admitted  that  the  reflex  cardiac  inhibi- 
tion which  may  be  brought  about  in  the  lower  animals  by  the 
direct  effect  of  chloroform  vapour  upon  the  sensory  nerve- 
endings  within  the  upper  air-passages  is  not  of  itself  dangerous  ; 
and  the  same  is  apparently  true  with  regard  to  traumatic  and 
other  stimuli  applied  directly  to  the  vagus  itself.  Dastre  and 
numerous  French  physiologists  have,  however,  attached  great 
weight  to  these  temporary  inhibitory  effects,  and  have  even 
gone  so  far  as  to  speak  of  a  "  syncope  laryngo-r^tlexe."  Accord- 
ing to  Dastre,  Franck  found  that  excitation  of  the  laryngeal 
nerves  more  easily  arrested  the  heart  during  chlorofonu 
ana«thesia  than  when  no  anaesthesia  was  present ;  but  so  far 
as  I  am  aware  this  observation  has  not  been  corroborated. 
Later  physiology  has  rather  tended  to  show  that  the  low 
tension  brought  about  by  temporary  cardiac  inhibition  is,  in  a 
sense,  protective,  death  being  found  to  take  place  rather  more 
rapidly  when  the  vagi  are  divided  or  when  atropine  has  been 
i^ven  than  when  the  pressure  is  reduced  through  the  agency 
of  an  intact  inhibitory  mechanism  (Kichet).  The  Hyderabad 
Commission  found  that  it  was  impossible  to  kill  animals  by 
operative  procedures  or  direct  vagal  irritation,  no  matter 
whether  the  anaesthesia  were  light  or  profound.      By  inducing 

1  Brit.  Med.  Journ.,  20th  Nov.  1897,  p.  1496. 
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repeated  and  prolonged  vagal  arrest  of  the  heart,  however, 
I^onard  Hill  has  succeeded  in  bringing  about  a  fatal  issue, 
the  low  blood-pressure  leading  to  paralysis  of  the  respiratory 
centre  and  death  by  asphyxia.  Still,  it  may  be  said  that, 
speaking  generally,  inhibitory  cardiac  effects  are  not  as  a  rule 
liable  to  be  attended  by  fatal  results. 

The  effects  produced  by  injecting  chloroform  into  the 
large  veins  have  been  much  discussed.  The  Hyderabad 
Chloroform  Commission  obtained  only  the  usual  phenomena 
of  anaesthesia.  The  compai*atively  negative  results,  however, 
which  were  obtained  by  the  Commission  were  doubtless  due, 
as  pointed  out  by  Gaskell,  Shore,  and  Leonard  Hill,  to  the 
faulty  method  which  they  employed — a  method  which  pre- 
vented the  chloroform  mixing  with  the  venous  blood  and 
passing  into  the  heart  cavities,  (iaskell,  Shore,  Hare,  Thornton, 
and  Leonard  Hill  all  agree  as  to  the  depressing  effect  which 
chloroform  produces  upon  the  heart  when  the  drug  is  thus 
introduced  into  the  circulation.  The  last-named  physiologist 
finds  that  if  1*5  min.  of  chloroform  be  injected  into  the  jugular 
vein  and  washed  in  with  saline  fluid,  a  brief  stimulant  effect  is 
produced  which  is  followed  by  a  diminution  in  the  output  of 
the  systole  and  slight  dilatation ;  whilst  5  mins.  have  the 
effect  of  instantly  producing  profound  dilatation  and  feebleness 
of  action.     The  tracing  of  Fig.  2  clearly  shows  these  effects.' 

Injections  of  chloroform  into  the  carotid  arteries  cause, 
according  to  Gaskell  and  Shoi^e,  cessation  of  breathing  from 
paralysis  of  the  respiratory  centre  and  sudden  fall  of  blood- 
pressure  from  paralysis  of  the  vaso- motor  centre.  That  the 
latter  centre  was  paralysed  would  seem  to  be  evident  from  the 
fact  that  the  cessation  of  breathing  was  not  followed  by  any 
asphyxial  rise  of  pressure  ;  nor  did  the  stimulation  of  a  sensory 
nerve  have  any  effect  in  raising  pressure. 

We  are  indebted  to  I^onard  HilP  for  many  valuable 
researches  upon  the  circulation  during  chloroform  anaesthesia. 
He  has  shown  that  this  aniesthetic  rapidly  abolishes  the 
vascular  mechanisms  which   compensate  for  the  hydrostatic 

■  This  tracing  ap}>eared  in  the  Hrit,  Med.  Joarn.y  20th  November  1897, 
p.  1497,  and  it  is  reproduced  here  by  kind  permission  of  Dr.  Hill. 
^  Brit.  Afed.  Jouni.,  17th  April  1897,  p.  959. 
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effect  of  gra\'ity.  Thus,  wheu  the  body  of  a  chloroformed 
animal  is  brought  from  the  horizontal  to  the  feet-down  position, 
there  is  a  far  greater  fall  of  arterial  pressure  than  occurs  in 
the  absence  of  chloroform  anaesthesia.  The  principal  eflect 
seems  to  be  due  to  a  paralytic  state  of  the  splanchnic  vaso- 
motor mechanism  leading  to  an  accumulation  of  blood  within 
the  splanchnic  area ;  but  the  failure  of  the  respiratory  pump 
is  also  an  important  factor.     The  deeper  the  anaesthesia  the 


Fn;.  2. — Tracinj?  2.  Heart  euclosed  in  tennis  ball  connected  with  piston  recorder. 
Reconl  of  diastolic  and  systolic  volume.  Upper  tracing  :  A,  1*5  min.  of  chloro- 
form injected  into  jugular  vein.  B,  5  mins.  injected.  Great  diastolic  distension 
shown  by  rise  of  base  line  and  small  systolic  strokes.  Paralytic  distension  of 
heart.  C,  Heart  recovered  from  distension.  In  other  experiments  5  mins. 
prove<l  fatal.  Lower  tracing :  A,  5  mins.  of  ether  injected  into  jugular.  In- 
creasetl  systolic  stroke  and  little  diastolic  distension.  B,  4  mins.  A.C.E.  iiyected. 
Initial  ether  effect  followed  by  chloroform  effect.  C,  Stimulation  of  ether  and 
alcohol  passed  off.     D,  Heart  recovered  from  distension. 

j^Toater  is  the  damaging  effect  of  the  drug  upon  the  vaso- 
motor controllmg  mechanism.  The  importance  of  Hill's 
researches  is  obvious  in  relation  to  the  posture  of  patients 
during  chloroformisation  (pp.  141  and  476).  The  tracings^ 
shown  on  the  next  page  exemplify  the  various  points  to  whicli 
reference  has  been  made. 

C'hloroform  has  decidedly  less  effect  than  ether  upon  the 
renal  functions.  Thomson  and  Kemp  found,  in  some  recent 
ex|»eriinents,  that  the  urinary  secretion  remained  copious,  only 

^  These  tracings,   for  which  I  am  indebted  to  Dr.  Leonard  Hill,  are  here 
published  for  the  first  time. 
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diminishing  when  the  general  circulation  became  depressed ; 
that  albumen  only  appeared  after  prolonged  narcosis,  and  then 
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Fio.  3. — Tracing  3.  Aortic  pressure.  Cannula  in  carotid,  placed  in  axis  of  rota- 
tion. Dog.  Morphia.  The  normal  effect  of  the  vertical  feet-down  (heatl-np)  ami 
feet -up  (head -down)  position.  A,  Feet  do¥m.  B,  Horizontal.  C,  Feet  up. 
D,  Horizontal.  At  E  the  tracheal  tul)e  was  inserted  into  a  bottle  containing 
chloroform,  and  the  animal  was  placed  in  the  vertical  position.  The  tracheal 
tube  was  removed  when  the  fall  became  precipitous.  F,  Abdomen  compressed. 
G,  Horizontal.  At  H  feet  down  and  tracheal  tube  placed  in  ether  bottle.  Tht- 
tracing  shows  tliat  chloroform  more  rapidly  abolishes  the  mechanism  which  main- 
tains the  carotid  pressure  in  the  vertical  posture,  viz.  tone  of  arteries,  tone  of  skeletal 
muscles,  and  action  of  respiratory  pump.   I,  Abdomen  compressed.    J,  Horizontal. 

in  but  small  amount ;  and  that,  so  far  as  oncometric  tracings 
were  concerned,  these  corresponded  with  the  carotid  tracings 


ABC  D 

Fio.  4. — Tracing  4.  Rabbit.  Vena  cava  and  aortic  pressures.  Canuulae  in  isupcnor 
vena  cava  ami  caroti<1,  placeil  in  axis  of  rotation.  Animal  in  vertical  feet-dowu 
posture.  A,  2  uiins.  of  chloroform  injected  into  vena  cava.  B,  Animal  immersed 
in  >)ath  up  to  level  of  heart.  Hydrostatic  pressure  of  water  outside  normallr 
balanoes  that  of  blootl  iusi<le,  an<l  restores  aortic  pressure  if  fall  be  due  to  vaso- 
dilatation and  loss  of  muscular  tone,  e.g.  after  section  of  dorsal  cord.  In  Ihi^ 
case  vena  cava  prtv^sure  is  raised,  but  aortic  prcvssure  is  not,  for  heart  is  in  para- 
lytic dilatation.  D,  Artificial  respiration.  Circulation  mechanically  sustained. 
This  was  ineH'eetual  in  this  experiment  in  recovering  the  heart. 

and   never  fell  to   the  base  line,  as  did   those  obtained  wheu 
employing   ether  (p.   77).     The  results  obtained  by   Buxton 
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and  Levy  in  a  later  research  agree  in  the  main  with  those  of 
Thomson  and  Kemp. 

The  repeated  administration  of  chloroform  over  a  period  of 
several  days  produces,  in  the  lower  animals,  certain  pathological 
changes  to  which  attention  has  been  directed  by  Ostertag, 
Ungar,  Strassman,  Tliiem,  Fischer,  Kast,  and  Mester.  Amongst 
these  changes  the  most  conspicuous  are  fatty  degeneration  of 
various  organs,  especially  fatty  infiltration  of  the  liver,  and 
fatty  metamorphosis  of  the  cardiac  and  skeletal  muscles, 
kidneys,  and  stomach.^  It  is  believed  that  these  changes  are 
dependent  upon  the  action  of  chloroform  itself  upon  the  blood 
and  tissues  (see  p.  84).  Paul  Bert,  using  his  10:100  mixture 
(see  p.  80),  subjected  a  dog  to  daily  chloroformisation  for  thirty- 
two  days,  at  the  end  of  which  time  the  animal  died.  He  found 
that  the  time  required  to  induce  auiesthesia  did  not  increase  or 
decrease,  but  the  stage  of  excitement  became  less  and  less  marked. 
The  elimination  of  urea  was  increased.  The  urine  never  con- 
tained albumen,  sugar,  or  chloroform.  From  the  twelfth  to  the 
thirty-second  day  the  animal  was  lethargic.  At  the  post-mortem 
the  cellular  tissues  were  found  to  have  lost  their  fat ;  the  muscles 
were  atrophied  and  pale ;  and  the  liver  was  fatty. 

With  the  foregoing  data  at  our  disposal  we  are  in  a 
position  to  commence  the  consideration  of  the  question,  How 
does  chloroform  kill  ?  Owing  to  the  fact  that  the  experi- 
mental physiologist  cannot  reproduce  many  of  the  clinical 
phenomena  which  play  such  an  important  role  in  the  chloro- 
form accidents  of  practice,  we  shall  not  be  in  a  position  to 
complete  the  consideration  of  this  question  till  we  have 
studied  the  nature  and  origin  of  these  clinical  phenomena 
(.see  p.  338).  The  physiological  facts  which  we  have  embodied 
in  the  preceding  portions  of  this  chapter  merely  give  us  an 
insiffht  into  the  mechanism  of  death  from  chloroform  toxaemia. 
Hut,  as  we  shall  subsequently  see,  many,  and  perhaps  most,  of 
the  chloroform  accidents  of  practice  take  place  not  from  an 
overdose  of  the  drug,  but  from  some  intercurrent  and  often 
unrecognised  asphyxial  state,  which,  in  conjunction  with  the 

^  For  further  iuformatioii,  8ee  an  interesting  \)&]wr  by  Dr.  L.  (tuthne, 
hniret,  27th  January  1894,  p.  193,  and  3rd  February  1894,  p.  257,  from  wliich 
1  have  freely  quoted.     See  also  p.  368. 
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presence  of  chloroform  within  the  circulation,  quickly  leads  t 
fatal  airdiac  paralysis.  So  far  as  we  have  gone,  then,  it  wotil 
seem  that  we  have  in  chloroform  a  drug  which,  when  given  i: 
toxic  quantities,  leads  to  death  of  the  organism,  not  because  i 
paralyses  respiration — for  were  it  merely  a  respiratory  tie 
pressant  artificial  respiration  would  be  invaiiably  successful  ii 
averting  death — but  Ijecause,  as  recent  researches  have  shown 
it  primarily  and  markedly  depresses  the  heart,  and  it  is  thi 
cardiac  depression  which  renders  it  difficult  to  resuscitat* 
patients.  The  fact  that  an  overdose  of  chloroform  generally 
paralyses  respiration  before  the  heart's  action  finally  cease- 
must  not  be  allowed  to  overshadow  the  more  important  fac 
that  prior  to  and  during  the  respiratory  failure  the  hean 
has,  in  many  cases,  ceased  to  circulate  blood  through  tht 
organism. 

The  ingenious  theory  advanced  by  Brunton  to  account  foi 
deaths  early  in  chloroformisation  must  here  be  referred  to 
although  there  is  little  if  anything  to  support  it.  He  believes 
that  in  partially  established  anaesthesia  the  vaso-motor  centre 
may  be  paralysed  whilst  the  cardio-inhibitory  centre  is  stil] 
intact,  so  that  an  operation  begun  at  this  juncture  may  have 
the  effect  of  causing  cardiac  inhibition  without  at  the  same 
time  inducing  that  contraction  of  the  arterioles  which  is 
generally  regarded  as  necessary  in  preventing  the  too  rapid 
emi)tying  of  the  heart  which  would  otherwise  take  place.  lu 
complete  anasthesia,  on  the  other  hand,  as  the  cardio-inhibitory 
centre  is  paralysed,  no  such  cardiac  arrest  is  possible.  This 
theor}',  however,  must  now  be  discarded ;  for  not  only  is  it 
clear,  from  what  has  been  said,  that  the  vaso-niotor  centre 
retains  its  functions  till  the  later  stages  of  chloroformisation, 
but  there  is  ample  evidence,  both  experimental  and  clinical,  to 
show  that  in  all  stages  of  anjesthesia  cardiac  inhibition  may  be 
induced  (p.  143). 

Other  ingenious  and  complex  theories  have  also  been  evolved  tm 
explain  early  chloroform  syncope.  Thus  Dastre  not  only  speaks  of  thfl 
primary  or  luryngo- reflex  syncope  above-mentioned,  but  he  accepd 
Duret's  hypothesis  of  an  early  "bulbar  syncope"  which  is  suppi>sed  M 
result  from  a  very  strong  Vapour  stimulating  and  then  paralysing  tli« 
«'^rdio-acclerator  centre  of  the  cervico- dorsal  cord,  whilst  the  caniio* 
inhibitory  centre  is  in  a  state  of  excitement  and  brings  the  heart  t<>  I 


IT  PHYSIOLOGY  OF  ANAESTHESIA  97 

standstill  There  is  excited  cardiac  action  ;  the  blood-pressure,  raised  at 
firs^  quickly  falls  because  the  heart- beats  lose  in  force  what  they  gain  in 
rate ;  the  heart  then  slows  and  finallj  ceases,  the  slowing  being  due  to 
paralysis  of  the  accelerator  centres  of  the  cord,  and  the  syncope  to  a 
direct  and  excitant  action  of  the  chloroform  upon  the  inhibitory 
mechanism.  More  recent  research,  however,  has  tended  to  show  that 
deaths  early  in  chloroform  anaesthesia  are  due  to  causes  which  have  not  as 
yet  been  studied  experimentally  (see  pp.  342  et  seq.). 

The  accompanying  tracing  (kindly  presented  to  me  by  Dr. 
Hill)  is  of  interest  in  connection  with  the  application  of 
remedial  measures  in  chloroform  syncope. 

A  B  CO 

Fig.  5, — ^Tracing  5.  Cannula  in  carotid.  Dog.  Shows  recovery  from  chlorofonu 
syncope  brought  about  by  rhythmic  compression  of  thorax  in  horizontal  posture. 
Abilomen  was  now  and  again  gently  compressed  to  till  heart.  Shows  that 
respiratory  waves  disappear  as  arterial  pressure  falls  (A-B),  and  that  natural 
brc^ithing  reappears  when  the  arterial  pressure  becomes  raised  during  the  period 
of  asphyxia  (C-D)  which  follows  after  the  period  of  artificial  respiration  (B-C). 
Also  shows  how  the  arterial  pressure  can  be  mechanically  maintained  by  arti- 
ficial respiration.  Blood  is  forced  into  the  right  heart  and  lungs  by  abdominal 
compression,  and  driven  through  lungs  and  left  heart  into  aorta  by  thoracic 
compression.  A,  Chloroform  pushed.  B,  Artificial  respiration  :  alternate  com- 
pression of  abdomen  and  thorax.  C,  Artificial  respiration  left  off,  followed  by 
asphyxial  rise.     D,  Commencement  of  natural  breathing. 


D.   OTHEB  AGENTS  CAPABLE  OF  PBODUCING 

GENERAL  ANiESTHESLA 

Comparatively  few  researches  have  been  conducted  with 
the  other  general  anaesthetics  to  which  incidental  reference  has 
already  been  made  (p.  38);  and  the  reader  will  therefore  find 
in  the  clinical  sections  of  this  work  (pp.  372  et  seq.)  most  of  the 
information  which  is  at  the  present  time  available  concerning 
the  action  of  these  substances.  There  are,  however,  certain 
theoretical  and  experimental  data  which  call  for  brief  notice 
in  the  present  chapter. 

Little  is  definitely  known  as  to  the  physiological  action  of 
bromide  of  ethyL     According  to  Dastre,  Rabuteau  found  that, 
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like  other  antesthetics,  it  arrested  germination,  but  that  its 
vapour  was  more  poisonous  to  plants  than  that  of  ether. 
Dastre  states,  moreover,  that  whilst  the  bromide  is  undoubtedly 
a  powerful  anaesthetic,  it  does  not,  like  chloroform,  lead  to 
"  primary  syncope,"  and  he  believes  that  this  difference  is  due 
to  the  drug  being  less  irritating  and  caustic  in  its  local  action 
(see  p.  34).  He  explains  the  usual  absence  of  excitement  by 
the  supposition  that  the  cerebral  hemispheres,  bulb,  and  cord 
are  peculiarly  sensitive  to  the  action  of  the  drug.  The  effects 
produced  upon  blood-pressure  by  bromide  of  ethyl  have  not  as 
yet  been  satisfactorily  determined. 

Ethidene  dichloride  was  experimentally  studied  by  the 
Glasgow  Committee,^  who  found  that  under  its  influence  blood- 
pressure  fell,  though  not  to  the  same  extent  as  in  the  case  of 
chloroform.  They  found,  moreover,  that  it  had  not  nearly 
such  a  depressant  action  upon  the  heart  as  chloroform,  so  that 
it  might  be  considered  a  safer  anaesthetic. 

The  Glasgow  Committee  also  tested  the  effects  of  numerous 
other  organic  liquids.*^  Thus  Dutch  liquid  was  found  to  pro- 
duce convulsions  before  true  anaesthesia  appeared ;  butyl 
chloride  caused  breathing  to  cease  very  soon  after  anaesthesia 
had  become  established ;  acetone  set  up  only  slight  effects  in  a 
frog,  even  after  a  long  administration ;  and  benzene  causeil 
struggling  and  cardiac  weakening,  although  the  latter  effect 
was  not  so  marked  as  with  chloroform.  As  regards  the  first 
named  of  these  anaesthetics — Dutch  liquid — this  had  pre- 
viously been  experimentally  studied  by  Snow,  Simpson,  and 
Nunneley,  and  actually  used  in  practice. 

The  Committee  also  tested  the  anaesthetic  properties  of 
iflobutyl  chloride,  methyl  chloride,  and  ethyl  chloride.  With  the 
first-named  drug  rabbits  and  dogs  were  completely  anaesthetised 
in  from  three  to  five  minutes,  and  respiration  was  unaffected 
even  after  half  an  hour's  administration.  With  human  beings, 
however,  isobutyl  chloride  produced  excitement  and  proved 
itself  to  be  but  an  imperfect  anaesthetic.^  With  methyl 
chloride  the  Committee  were  unable  to  obtain  any  other  effect 
than    drowsiness,  the    rabbits    on  whom    they    experimented 

^  BriL  Med.  Joiim.y  4th  Jan.  1879,  p.  1. 
«  TWrf.,  4th  Jan.  1879,  p.  1.  3  jbid.,  21st  June  1879,  p.  923. 
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preserving  their  reflexes  even  after  a  prolonged  administration. 
Ethyl  chloride  was  found  to  produce  rapid  general  anaesthesia ; 
but  in  one  case  respiration  ceased,  and  in  another  general 
convulsions  supervened.  Kemp  ^  has  also  come  to  somewhat 
similar  conclusions  as  regards  this  agent,  for  he  records  stertor, 
difficult  respiration,  tremors,  and  convulsive  movements  Of  the 
legs  as  taking  place  under  its  influence. 

TetracldoTide  of  carbon  has  been  experimentally  studied 
by  Laffont,  Eabuteau,  and  Morel.  Frogs  are  slowly  anaes- 
thetised by  it,  and  recover  slowly  from  its  influence.  It  is 
stated  that  in  warm-blooded  animals  a  powerful  effect  is 
produced,  excitement  and  muscular  spasm — both  tonic  and 
clonic — appearing,  whilst  during  the  period  of  anaesthesia  the 
heart  beats  rapidly  and  the  blood-pressure  falls. 

The  physiological  properties  of  bichloride  of  methylene 
have  been  investigated  by  Regnauld,^  Villejean,  and  Richet. 
According  to  Dastre,  the  first  two  of  these  observers  found 
that  whilst  anaesthesia  came  about  very  rapidly,  the  muscular 
excitement  which  the  drug  produced  was  so  violent  that  the 
agent  could  not  be  regarded  as  an  anaesthetic  in  the  ordinary 
sense  of  the  word.  In  addition  to  general  muscular  spasm  of 
a  tetanic  character,  epileptiform  and  choreiform  movements 
appeared,  and  these  persisted  even  after  the  anaesthetic  effects 
had  passed  off.  Eichet  has  also  administered  bichloride  of 
methylene  to  lower  animals,  and  states^  that  the  muscular 
phenomena  resemble  those  of  asphyxia,  whilst  the  anaesthesia 
disappears  very  rapidly.  The  properties  of  the  anaesthetic 
hquid  introduced  under  the  name  of  "  bichloride  of  methylene  " 
or  "  methylene "  by  Richardson  wiU  be  discussed  in  the 
clinical  section  of  this  work  (p.  397). 

Acetate  of  ethyl,  or  acetic  ether,  has  been  used  to  anaes- 
thetise frogs.  It  is  stated  that  it  is  decomposed  in  the  blood 
into  acetate  of  soda  and  alcohol,  and  that  anaesthesia  is  pro- 
duced by  the  latter  (Dastre) ;  there  is,  however,  little  ground 
for  this  assertion. 

The  anaesthetic  properties  of  carbonic  acid  gas  have  long 
been  known  to  physiologists ;  and  the  interesting  experiments 

1  Xew  York  Med.  Joum.,  2nd  Dec.  1899,  p.  804, 
2  Soc.  de  Biol,  22nd  March  1884.  3  Did,  de  Fhysiologie. 
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of  Mojon,  Ozanam,^  Paul  Bert,  and  Gr^hant  ^  have  added  much 
to  our  knowledge  concerning  this  body.  The  last-nanaed 
observer  found  that  the  best  results  were  obtained  with 
mixtures  containing  as  much  as  45  per  cent  of  carbonic 
acid  and  a  proportion  of  oxygen  equal  to  or  in  excess  of  that 
present  in  atmospheric  air.^  With  such  mixtures  rabbits  were 
deeply  anaesthetised  in  two  minutes,  and  it  was  possible  to 
maintain  anaesthesia  for  a  prolonged  period.  Respiration  was 
much  reduced  in  frequency,  but  its  rhythm  was  xmaflfected. 
Blood  analyses  showed  that  the  oxygen  percentage  remained 
constant,  but  that  the  COg  was  greatly  increased,  oscillating 
between  80  and  90  per  cent.  With  less  than  45  per 
cent  of  carbonic  acid  in  the  mixture  breathed  it  is  stated 
that  anaesthesia  did  not  supervene.  Eichet*  points  out  that 
carbonic  acid  is  not  eliminated  as  rapidly  as  many  other 
anaesthetics,  because,  whilst  witliiu  the  organism,  it  plays  the 
part  of  an  acid  and  combines  with  the  alkalies  of  the  blood  and 
tissues. 

The  effects  produced  by  the  indifferent  gases  will  be  sub- 
sequently studied  (p.  381). 

It  has  been  shown  that  when  introduced  into  the  veins, 
chloral  is  capable  of  producing  general  anaesthesia  (Ore),  but 
there  are  considerable  risks  in  such  a  procedure.^ 

Finally,  a  few  researches  have  been  conducted  with  mixtures 
of  anaesthetics  one  with  another,  and  with  mixtures  of  anaesthetics 
,  .  with  liquids  not  necessarily  possessed  of  anaesthetic  properties. 
Thus  the  A.C.E.  mixture  (p.  390)  has  given  results  very 
similar  to  those  of  chloroform.  Kemp  found  ®  that  when  the 
vapour  of  this  mixture  was  administered  to  dogs  with  95  per 
cent  of  air  the  carotid  tracings  closely  resembled  those 
obtained  with  chloroform,  and  that  when  the  air-supply  was 
lessened  very  pronounced  chloroform  effects  appeared.  Leonartl 
Hill's  tracings  (p.  93)  are  also  of  interest  in  this  connection. 
Upon  the  kidney  Kemp  found  that  the  A.C.E.  mixture  produced 
the  same  effects  as  chloroform,  provided  that  the  open  method 

1  Acadimie  des  Sciences^  25th  Feb.  1858. 

*  Soc.  dc  Bioloyie^  29th  Jan.  and  12th  March  1887. 

3  See  Dastre,  op,  cit,  *  Diet,  de  Fhysiologie.  *  See  Dastre. 

«  Kew  York  Med.  Joiim.,  26th  Nov.  1899. 
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were  used ;  but  when  a  semi-closed  method  of  administration 
was  adopted  the  effects  resembled  those  of  ether.  The  renal 
secretion  was  more  copious  than  with  pure  ether,  but  less 
copious  than  with  chloroform ;  whilst  albuminuria  was 
produced  in  a  greater  degree  than  with  the  last-named 
anaesthetic 


^  c'  ^ 


n 


PABT  II 

PRELIMINARY  CONSIDERATIONS  BEFORE 

ANiESTHETISATION 


CHAPTER    V 

THE    GENEKAL   PRINCIPLES    TO    BE    OBSERVED    IN    SELECTING 
ANESTHETICS   AND    METHODS    OF   ADMINISTRATION 

In  opening  the  clinical  or  practical  part  of  the  subject  it  may 
lie  well  to  clearly  define  certain  terms  which  will  be  constantly 
employed.  The  term  ansBsthetic  will  be  used  to  include  not 
only  the  simple  or  fundamental  substances,  such  as  nitrous 
oxide,  ether,  etc.,  whose  properties  have  been  considered  in 
Part  L,  but  also  all  stable  mechanical  mixtures  of  these  bodies, 
such,  for  example,  as  the  A.C.E.  mixtura  The  term  sequence 
or  succeBsion  will  be  used  when  two  or  more  anaesthetics  are 
administered  consecutively.  We  shall,  for  example,  speak  of 
the  nitrous  oxide -ether  sequence,  the  A. C.K- ether- chloro- 
form succession,  etc.  When  an  anaesthetic,  mixture,  or 
succ^sion  is  administered  according  to  a  particular  but  broad 
principle,  we  shall  speak  of  this  or  that  system  of  adminis- 
tration. To  Paul  Bert,  for  example,  belongs  the  credit  of 
introducing  the  system  of  administering  oxygen  with  nitrous 
oxide ;  to  Clover  that  of  administering  ether  with  a  limited  air- 
supply.  The  term  method  will  be  restricted  to  actual  means 
by  which  the  anaesthetic,  mixture,  or  succession  is  administered. 
For  example.  Clover's  system  of  employing  nitrous  oxide  and 
ether  in  succession  may  be  put  into  force  by  the  use  of 
different  methods.  Paul  Bert's  principle  or  system  of  obtaining 
non-asphyxial  nitrous  oxide  anaesthesia  may  be  carried  into 
practice  by  employing  either  his  method  or  those  of  others. 
And  lastly,  it  will  also  be  convenient  to  speak  occasionally  of 
certain  modillcations  in  methods. 

The  anaesthetist  of  to-day  has  at  his  disposal  not  only  a 
considerable  number  of  anaesthetics,  mixtures  of  anaesthetics,  and 
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successions  of  anaesthetics,  but  also  a  great  variety  of  methods 
of  administration.  Putting  aside  for  the  present  certain 
exceptional  circumstances,  to  which  reference  will  subsequently 
be  made,  it  may  be  said  that  the  practice  of  employing  one 
anaesthetic  for  all  cases  must  now  be  regarded  as  belonging  to 
a  bygone  time.  To  ensure  success  in  inducing  and  maintainini^ 
general  anaesthesia  we  must  vary  our  anaesthetic  and  oui 
methods  of  using  it,  according  to  the  exigencies  of  the  case 
with  which  we  have  to  deal. 

Of  the  simple  or  fundamental  anaesthetics  referred  to  in 
Part  I.,  there  are  only  three  which  need  engage  our  attention 
on  the  present  occasion,  viz. — 

Nitrous  Oxide, 
Ether,  and 
Chloroform. 

Of  the  mixtures,  those  known  as 

The  A.C.E.  mixture  and 
The  C.E.  mixture 

are  worthy  of  notice.  And  of  the  successions  or  sequences  ol 
anaesthetics,  the  following  are  the  most  important  and 
useful : — 

The  Nitrous  Oxide-Ether  sequence  ; 

The  A.C.E.  (or  C.E.)-Ether  sequence ; 

The  Ether-Chloroform  sequence ; 

The  Nitrous  Oxide-Ether-Chloroform  sequence ; 

The  A.C.E.  (or  C.E.)-Ether-Chloroform  sequence  ;  and 

The  A. C.E. -Chloroform  sequence. 

In  attempting  to  formulate  principles  for  the  selection  ol 
anaesthetics,  we  have,  in  the  first  place,  to  decide  what  means 
should  be  adopted  for  inducing  and  maintaining  anaesthesia  in 
ordinary  or  routine  practice.  With  this  section  of  the  subject 
the  present  chapter  will  deal.  Next,  we  have  to  decide  what 
modifications  in  this  routine  practice  are  advisable  when  about 
to  anaesthetise  patients  belonging  to  this  or  that  type,  oi 
suffering  from  this  or  that  condition.  This  part  of  the  subject 
is    discussed  in   Chap.   YI.       And   in   the   third  place,  it  is 
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necessary  to  indicate  the  special  lines  of  practice  which  should 
1)6  pursued  in  administering  anaesthetics  for  certain  operations, 
procedures,  or  conditions.  This  part  of  the  subject  is  con- 
sidered in  Chap.  VII. 

In  deciding  upon  the  means  to  be  employed  for  inducing 
anaesthesia  in  ordinary  or  routine  practice,  it  is  clear  that  our 
first  and  most  important  duty  is  to  select  that  anaesthetic 
and  that  method  of  exhibiting  it  which  is  most  free  from  risk 
t4)  life. 

This  naturally  brings  us  to  the  two  important  questions : 
(1)  Which  is  the  safest  of  the  various  general  anaesthetics  ? 
and  (2)  Bearing  in  mind  the  possibility  of  the  safest  anaes- 
thetic not  being  suitable  for  all  cases,  which  is  the  next  safest 
agent  ?  In  considering  these  questions  we  shall  only  take 
into  account  nitrous  oxide,  ether,  chloroform,  and  mixtures 
containing  the  last-named  anaesthetic. 

(1)  The  first  question  is  not  difficult  to  answer.  It  is 
universally  admitted  that  nitrous  oxide  is  the  safest  general 
anesthetic  at  present  known.  When  given  by  one  who  has 
become  familiar  with  its  action,  there  is,  practically  speak- 
ing, no  risk  in  its  administration.  With  regard  to  the 
infinitesimal  danger  which  attends  its  use  in  less  skilled  hands, 
it  is  highly  probable  that  this  is  altogether  removed  by 
administering  the  gas  with  oxygen,  i.e,  by  cutting  out  the 
asphyxial  factor  of  the  usual  mode  of  administration.  If  this 
be  so,  and  the  examination  of  fatal  cases  would  favour  such  a 
view,  we  are  justified  in  giving  the  preference  to  the  mixture 
of  nitrous  oxide  and  oxygen  so  far  as  the  actual  safety  of  the 
patient  during  artificial  anaesthesia  is  concerned.  No  fatality 
from  this  mixture  has  been  recorded ;  and  from  the  experi- 
ence which  I  have  myself  had  with  it,  I  cannot  conceive  that 
any  disaster  could  possibly  arise  from  the  direct  effects  of  the 
two  gases,  provided,  of  course,  that  the  oxygen  is  present  in 
proper  proportions.  The  difference,  however,  so  far  as  danger 
to  Ufe  is  concerned,  between  nitrous  oxide  on  the  one  hand, 
and  nitrous  oxide  and  oxygen  on  the  other,  is  so  slight  that 
we  are  warranted  in  disregarding  it ;  and  we  may  therefore  con- 
tinue to  speak  of  nitrous  oxide  as  the  safest  anaesthetic  known. 

(2)  With  regard  to  the  second  question  considerable  differ- 
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ence  of  opinion  has  hitherto  existed.  Nitrous  oxide  beii 
inconvenient  or  inapplicable  for  most  surgical  operations,  it 
of  great  importance  that  every  member  of  the  profession  shou] 
know  which  is  the  safest  of  those  agents  which  are  suitah 
for  prolonged  administration.  We  are  fortunately  now  in 
position  to  unhesitatingly  assert  that  next  to  nitrous  oxid 
ether  is  certainly  the  safest  of  all  anaesthetics. 

Statistics  as  to  the  relative  safety  of  ether,  chloroform,  and  oth* 
events  are  unquestionably  open  to  grave  fallacies,  and  must  be  accepK 
with  caution.  So-called  ** deaths  under  anaesthetics"  are  often  deal) 
partly  or  wholly  attributable  to  other  causes  than  to  the  influence  of  tl 
anaesthetic  itself,  and,  conversely,  fataUties  which  should  be  proper] 
ascribed  to  anaesthesia  are  often  either  never  reported  or  regarded  as  di 
to  "sui^cal  shock,**  "collapse,"  etc.  Again,  statistics  generally  igno: 
those  cases  of  fatal  bronchitis  and  pneumonia  which  undoubtedly  occasioi 
ally  follow  the  use  of  anaesthetics,  and  particularly  ether,  and  whic 
should  in  all  fairness  be  included  in  any  statistical  inquiry.  Moreove 
the  personal  element — the  experience  of  the  administrator  or  adniini 
trators  in  any  given  series  of  cases — is  often  not  taken  into  accoun 
And  lastly,  it  must  be  remembered  that  desperate  cases  are  ofte 
regarded  as  imsuitable  for  chloroform,  so  that  ether  is  chosen  for  then 
with  the  result  that  the  ether  death-rate  is  thereby  unfairly  increaaa 
Still,  with  all  these  objections  to  statistics,  there  can  be  no  doubt  thi 
they  have  their  value.  Whilst  they  may  be  regarded  as  roughly  indica 
ing  the  relative  risks  of  ether,  chloroform,  etc,  during  anaosthesia,  the 
cannot  be  accepted  as  representing  the  true  relative  death-rates. 

The  late  Sir  B.  W.  Richardson^  obtained  records  of  35,162  chlor» 
form  administrations  with  11  deaths,  giving  a  death-rate  of  1  in  319( 
and  of  8431  ether  administrations  with  but  1  death. 

It  is  stated  ^  that  in  the  Crimean  War  there  were  20,000  chlorofon 
administrations  with  but  2  deaths. 

Dr.  Julliard  ^  of  Qeneva  has  collected,  from  various  reliable  source 
records  of  no  less  than  839,245  ether  and  chloroform  administration 
The  following  table  shows  the  relative  frequency  with  which  chlon 
form  and  ether  were  used,  and  the  relative  death-rate : — 


AniCAthetic. 


Total  No.  of 
Administrations. 


Total  No.  of 
Deaths. 


Death-rate. 


Chloroform  .        .  624,507  161         ,         1  in  3258 

!  ! 

Ether  .        .        .1        314,738        ,  21  1  in  14,987 


'  Aselepiadj  Jan.  1892.  ^  Dastre,  op,  ciL 

3  V Ether  esi-il  pr^/erahle  au  Chloro/ontic  f     Par  M.  le  Professeur  Julliard  d 
Geneve.    (Extrait  de  la  Revue  M^^icale  de  la  Suisse  romande.  No.  2,  f^vrier,  1 891. 
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Dr.  Ormsby  of  Dublin  has  put  on  record^  the  following  adminis- 
trations : — 


Ans»tlietic. 


Total  No.  of 
Administrations. 


Total  No.  of 
Deaths. 


Chloroform 

Ether 

Chloroform  with  ether 

"  Bichloride  oH 
methylene  "  j  * 


152,260 
92,815 
11,176 

10,000 


53 
4 
2 


Death-rate. 


1  in  2873 

1  in  28,204 

1  in  5558 

1  in  5000 


At  the  1890  meeting  of  the  German  Surgical  Society  it  was  resolved 
to  collectively  investigate  the  relative  safety  of  anaesthetics.  24,625 
cases  were  reported  ^  during  six  months.  Of  these  there  were  22,656 
chloroform  administrations,  with  6  deaths,  two  of  which,  however,  occurred 
from  other  causes  than  the  anaesthetic  This  would  give  a  chloroform 
death-rate  of  about  1  in  5500. 

Korte  ^  has  collected  records  of  133,122  chloroform  administrations 
with  46  deaths,  giving  a  death-rate  of  1  in  2894  cases. 

At  St  Bartholomew's  Hospital,  during  the  years  1876-96,  there 
were  58,787  administrations  of  chloroform,  ether,  and  "gas  and  ether"  ; 
and  the  following  table  shows  the  fatalities  and  death-rates : — 


Amesthetic. 

ToUl  No.  of 
Administrations. 

30,871 
27,916 

Total  No.  of 
Deaths. 

Death-rate. 

Chloroform 

Ether  and  "Gas) 
and  Ether"     / 

21 

4 

1  in  1470 
1  in  6979 

The  ether  death-rate  is  higher  than  is  usual  owing  to  two  patients  with 
intestinal  obstruction  being  included,  both  of  whom  were  collapsed  before 
operation. 


1  Brit.  Med,  Joum.,  14th  April  1877,  p.  446. 

*  See   Gurlt's   Summary,  Archiv  fUr  klin.  Chirnrffic^   vol.    xlii.   pp.   282 

and  301. 

3  Deutsche  med.  ZeU,,  12th  Feb.  1894. 
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If  we  combine  Dr.  JuUiard's  statistics  with  those  of  Dr.  Ormsbv  w 

obtain  the  following  results  : — 


%««.*K^*!«  ToUl  No.  of  Total  No.  of    >  n^*u  ^*^ 

Am^sthetic.  Adininintrations.  Deaths.  l>«ith.rftU». 


Chloroform  .         .  676,767  214 

Ether  .         .         .  407,553  25 


1  in  3162 
1  in  16,302        j 


In  other  words,  statistics  seem  to  show  that  ether  is,  roughly,  mOTi 

than  five  times  as  safe  as  chloroform. 

If  further  evidence  be  deemed  necessary  in  favour  of  ethei 
as  a  routine  anaesthetic  for  general  surgical  purposes,  we  might 
quote  the  views  of  eminent  surgeons  and  others  who  are  quali- 
fied to  offer  an  opinion  on  the  subject.  I  submit  that  nc 
surgeon  or  anaesthetist  who  has  exclusively  or  almost  ex- 
clusively employed  one  anaesthetic  should  be  allowed  U 
influence  the  judgment  of  others  in  this  matter;  for  he  would 
naturally  enough  be  biassed  in  favour  of  that  agent  with  which 
constant  practice  had  made  him  familiar.  But  there  ai^e 
innumerable  surgeons  and  practitioners,  many  of  whom  have 
specially  devoted  themselves  to  administering  anaesthetics, 
whose  opinions,  seeing  that  they  are  based  upon  the  com- 
parative study  of  the  various  agents  in  use,  possess  the  greatest 
possible  weight.  We  can  have  no  stronger  testimony  than 
theirs ;  and  such  testimony  is  almost  without  exception  favour- 
able to  ether  and  unfavourable  to  chloroform. 

The  great  advantage  of  ether  over  all  other  general  anaes- 
thetics at  present  known  is  that  it  produces  a  remarkably 
stimulant  effect  not  only  upon  the  circulation,  but  upon  the 
respiration.  The  circulation  of  the  etherised  patient  is  not 
easily  or  quickly  depressed,  either  by  an  overdose  of  the 
anaesthetic  or  by  other  causes.  Those  accidental  conditions, 
which  may  seriously  lower  cardiac  action  during  chloroformisa- 
tion,  have  less  influence  in  a  patient  under  ether.  The  sitting 
posture  is  not  liable  to  be  attended  by  evidences  either  of 
circulatory  or  of  respiratory  depression.  The  act  of  vomiting 
is  rarely  if  ever  accompanied  by  syncope.  Moderate  depriva- 
tion of  air  is  an   advantage  rather  than  a  danger.     Lastly,! 
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patients  are  not  so  susceptible  to  grave  reflex  circulatory 
depression  as  when  chloroform  is  being  exhibited. 

The  respiration  under  ether  is  almost  invariably  so  deep 
and  audible  that  the  slightest  departure  in  the  direction  of 
failure  uiust  at  once  attract  attention.  This,  in  actual  practice, 
L«  a  great  point  in  its  favour.  The  respiration  under  chloro- 
form, although  one  of  the  most  reliable  of  guides  as  to  the 
depth  of  anaesthesia,  is  so  often  shallow  and  quiet,  even  though 
the  patient  is  doing  well,  tliat  the  anaesthetist  is  more  likely 
to  overlook  symptoms  of  a  dangerous  character  when  they  first 
arise.  There  is  another  point  worth  mentioning  now  that  we 
are  comparing  the  breathing  under  ether  with  that  under 
chloroform.  Owing  to  the  greater  strength  of  the  respiratory 
movements  under  the  former  aniesthetic,  there  is  less  objection 
to  placing  the  patient  in  certain  constrained  positions  than 
when  chloroform  is  being  administered  (see  p.  140). 

In  moderately  healthy  persons  the  use  of  ether  is  practically 
free  from  risk  ;  whereas  the  majority  of  those  who  have  un- 
fortunately succumbed  under  chloroform  have  been  in  a  robust, 
or,  at  all  events,  a  fair  state  of  health  at  the  time. 

When  dealing  with  such  powerful  agents  as  those  we  are 
considering,  an  allowance  must  always  be  made  for  errors  in 
aiJmiuistration.  To  hit  off,  as  it  were,  the  exact  level  of 
anaesthesia  which  is  appropriate  in  every  case  is  not  an  easy 
matter.  The  advantage  of  ether  here  comes  out  very  pro- 
minently ;  for  even  when  this  agent  is  administered  in  toxic 
qtiantities,  in  the  vast  majority  of  instances  the  administrator 
has  ample  time  to  resuscitate  his  patient.  The  workable  area 
with  ether  is  a  large  one ;  that  with  chloroform  is  small.  We 
may  with  ether  err  either  on  the  side  of  too  light  or  too  deep 
an  anaesthesia,  with  but  little  risk  to  the  patient.  But  with 
chloroform  any  departure  from  that  depth  of  anaesthesia  which 
is  proper  in  each  particular  case,  whether  on  one  side  or  the 
other,  is  liable  to  be  attended  by  difficulties.  When  toxic 
symptoms  arise  under  ether  we  find  the  circulation  remaining, 
comparatively  speaking,  but  little  affected.  This  is  not  so  with 
chloroform.  Whatever  may  be  the  precise  sequence  of  events 
in  death  from  an  overdose  of  the  latter  anaesthetic,  the  clinical 
fact  remains,  and  will  always  remain,  that  the  fatal  phenomena 
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are  essentially  circulatory.  Failure  to  resuscitate  the  patieq 
is  due  to  the  impossibility  of  restoring  cardiac  action. 

Ether  is  certainly  rather  more  difficult  to  administer  thai 
chloroform,  owing  to  the  requisite  apparatus  being  more  con^ 
plex ;  but  this  objection  is  too  trivial  to  need  consideration 
It  is,  moreover,  difficult  or  impossible  to  adniinister  ether  i^ 
tropical  climates,  or  where  portability  has  to  be  studied,  as  upoi 
the  field  of  battle. 

With  the  above  considerations  before  us,  we  may  certainly 
regard  nitrous  oxide  and  ether  as  our  two  routine  aiuefl 
thetics ;  the  one  to  be  employed  for  very  short  operation^ 
and  the  other  for  those  of  longer  duration.  The  vast  majority 
of  cases  may  be  successfully  anaesthetised  by  one  or  other  o 
these  two  agents.  There  are,  however,  certain  cases  in  whielj 
owing  to  the  state  of  the  patient,  or  to  the  nature  of  the  opera* 
tion,  some  other  anaesthetic  is  preferable.  These  cases  will  b^ 
discussed  in  the  two  following  chapters. 

The  system  by  wliich  nitrous  oxide  is  administered,  ea 
well  as  the  method  employed,  must  depend  upon  the  viewj 
and  experience  of  the  anaesthetist.  For  example,  by  adminis 
tering  air  or  oxygen  with  this  anaesthetic  the  anaesthesia  maj 
be  extended  far  beyond  that  limit  which  is  attainable  will 
nitrous  oxide  alone  (see  pp.  235  and  244). 

The  same,  too,  may  be  said  with  regard  to  ether.  Whilsl 
the  "close"  system  (p.  272)  of  administration  is  undoubted!} 
the  best  for  general  use,  the  want  of  a  special  appliance  or  the 
lack  of  experience  in  its  employment  may  render  the  "  semi- 
open  "  system  the  most  appropriate  (p.  270).  For  example,  in 
country  districts,  in  which  a  prjictitioner  is  seldom  called  upon 
to  give  an  anaesthetic,  the  simple  administration  of  ether  fronj 
a  towel  folded  into  the  shape  of  a  cone,  in  the  apex  of  which 
a  sponge  is  placed  for  the  reception  of  the  ether,  may  meet  the 
case.  Although  inferior  in  many  respects  to  other  methods, 
this  one  certainly  has  the  merits  of  safety  and  simplicity. 
The  nitrous  oxide-ether  sequence  (p.  402)  and  the  A.C.E. -ether 
sequence  (p.  413)  are  more  particularly  applicable  in  the  case 
of  experienced  administrators. 

The  A.C.E.  mixture  occupies  a  position  which,  from  the 
point  of  view  of  safety,  is  between  ether  and  chloroform  ;  and, 
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speaking  generally,  should  be  used  when  nitrous  oxide  and 
ether  are  unobtainable.  The  cases  in  which  it  is  specially 
indicated,  in  prefereTice  to  these  anaesthetics,  will  be  referred 
to  in  the  two  following  chapters. 

Finally,  when  neither  nitrous  oxide,  ether,  nor  the  A.C.E. 
mixture  can  be  obtained,  or  when,  for  some  particular  reason 
to  which  reference  has  been  or  will  be  made,  neither  of  these 
agents  is  applicable,  chloroform  must  be  administered.  The 
btst  systems  and  methods  of  chloroform-giving  are  discussed 
in  subse<|uent  parts  of  the  work  (pp.  313  e^  seq.).  The  use  of 
clilorofonn,  from  the  beginning  to  the  end  of  an  administration, 
i^,  for  reasons  to  be  subsequently  considered,  open  to  certain 
objections  which  do  not  apply  when  this  antesthetic  is  used 
after  ether.  For  example,  when  the  ether-chloroform  sequence 
is  employe<l,  or  its  further  developments,  the  nitrous  oxide- 
ether-chloroform  or  the  A.C.E. -ether-chloroform  sequence,  are 
used,  chloroform  anaesthesia  may  be  maintained  with  a  risk  to 
life  which  is  so  sjnall  that  it  compares  very  favourably  with, 
if  it  does  not  actually  reach,  that  of  ether  ana?sthesia.  These 
developments,  however  (which  will  be  fully  considered  in 
Chap.  XIV.).  are  of  comparatively  limited  application  :  they 
[^nnot  be  recommended  except  for  those  whose  experience  in 
aiuesthetics  is  considerable. 


CHAPTER    VI 

SPECIAL    CONSIDERATIONS    IN   THE    SELECTION    OF    ANAESTHETIC 
AND    METHODS  :    (a)    THE    STATE    OF    THE    PATIENT 

A  CAREFUL  consideration  of  the  state  of  the  patient  is  essentia 
not  only  in  deciding  upon  the  anaesthetic  and  the  method  < 
its  administration,  but  in  forming  an  opinion  as  to  the  prolw 
bilities  of  certain  difficulties  or  dangers  arising  duriii<^  th 
induction  or  maintenance  of  anaesthesia  The  typically  health 
patient  is  by  no  means  necessarily  the  best  subject  for  a 
anaesthetic.  It  is  a  popular  fallacy  to  imagine  that,  becaiis 
the  heart-sounds  are  normal  and  no  visceral  disease  can  I 
detected,  the  anaesthesia  will  run  a  perfectly  normal  an 
straightforward  coui^se.  On  the  contrary,  the  best  subject 
for  anaesthetics  are  to  be  found  amongst  comparatively  feeb] 
persons.  Were  it  merely  a  question  of  the  supervention  i 
toxic  phenomena,  the  matter  would  be  a  simple  one,  for  th 
strongest  and  healthiest  patients  would  as  a  general  rule  I 
less  liable  to  give  cause  for  alarm  than  their  more  we<ikl 
fellows.  Such,  however,  is  not  the  case.  Given  a  partieula 
state  of  danger,  it  is  of  course  true  that  asthenic  subjects  an 
those  with  morbid  states  of  heart  or  lungs  will  not  be  able  t 
hold  out  against  a  strain  as  long  as  stronger  persons.  But  i 
we  wish  to  avoid  accidents  we  must  study  not  so  much  th 
threatening  symptoms  themselves  as  the  causes  upon  whicl 
they  may  depend.  We  shall  then  find  ourselves  face  to  fae 
with  an  important  fact,  and  one  which  has  hitherto  not  beei 
fully  realised,  that  certain  subjects,  and  not  necessarily  thi 
most  feeble  and  exhausted,  are  more  prone  than  others  to  th 
development  of  intercurrent  asphyxial  symptoms,  and  that  it  i 
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this  intercurrent  state  which  is  the  fans  et  origo  ma/L  From 
the  point  of  view  of  the  anjesthetist,  then,  patients  may  be 
arranged  in  classes  or  types  accordmg  as  they  do  or  do  not 
possess  certain  of  the  conditions  enumerated  and  considered 
in  this  chapter. 

Patients  of  a  particular  type  display  particular  symptoms 
under  particular  anaesthetics ;  whilst  those  of  other  types 
display  other  symptoms,  although  treated  on  precisely  the 
same  lines.  There  are,  in  fact,  "  good  "  and  "  bad  "  subjects 
for  anaesthetics,  and  in  order  to  foretell  what  coui-se  the 
anaesthesia  will  run  a  large  number  of  points  must  be  taken 
into  consideration. 


A.   SEX  AND  AGE 

— Sex  has  a  distinct,  though  probably  only  an 
indirect,  influence  upon  the  effects  produced  by  general 
anaesthetics.  Taken  as  a  class,  women  certainly  pass  very 
easily  into  deep  anaesthesia — a  fact  which  may  be  explained 
by  their  physique  being,  as  a  rule,  inferior  to  that  of  men 
[viile  infra  D). 

At  the  extremes  of  life,  i.e,  when  differences  in  muscular 
development  are  very  slight,  the  influence  of  sex  is  less 
perceptible.  Moreover,  men  with  feebly-developed  muscular 
jystems  take  anaesthetics  very  much  in  the  same  manner  as 
women,  arifl  women  of  masculine  type  display  similar  symptoms 
to  those  of  men.  Emotional  disturbances  are  commoner  in 
women  than  in  men.^ 

Agfe. — Similarly,  the  age  of  the  patient  has  of  itself  no 
ntrinsic  influence  in  modifying  the  efiects  produced  by 
insesthetics.  It  is  rather  the  presence,  at  difierent  periods  of 
ife,  of  different  physical  and  other  conditions  which  must  be 
»nsidered.  The  invariable  use  of  chloroform,  for  example, 
'or  patients  between  certain  ages,  and  of  ether  for  patients  at 
)ther  periods  of  life,  cannot  be  regarded  as  rational. 

General    anaesthetics    may    be    given   to  patients    of   all 

'  See  p.  339.     Of  the  210  chloroform  fatalities  referred  to  only  59  or  60 
lecurred  in  females. 


116  ANESTHETICS  chafj 


ages.  Infants  but  a  few  hours  old  may  be  safely  aiuesi 
tlietised  ;  and  anaesthetics  have  been  successfully  administereii 
to  centenarians. 

The  upper  air -passages  of  infeuits  and  very  yonng  children 
are  so  sensitive  that  ether  often  causes  some  irritation  and 
respiratory  difficulty.  This  has  led  many  to  prefer  chlorofornij 
which  is  certainly  inhaled  with  comparative  ease  by  children 
It  is  a  mistake,  however,  to  suppose  that  children  are  not  sn 
susceptible  as  adults  to  the  toxic  effects  of  this  agent,  and  thai 
with  them  fatalities  are  practically  unknown.  It  is  true  that 
children  inhale  chloroform  freely,  and  that  they  are  not  as 
prone  as  adults  to  certain  forms  of  respiratory  embaiTassmeut 
It  is  certain  also  that  children  may  be  rescued  from  conditions 
of  respiratory  and  circulatory  depression  which  in  adults  would 
be  attended  by  more  immediate  risk  to  life.  But  children  aw 
occasionally  placed  in  considerable  peril  by  chloroform,  and 
more  fatalities  under  this  anaesthetic  have  been  recorded  than 
might  be  imagined.^  Although  chloroform  is  apparently  bettei 
borne  than  ether  by  children,  it  nevertheless  possesses  certain 
special  disadvantages  in  these  subjects.  It  not  unfrequentlj 
induces  an  extremely  tranquil  and  sleep-like  respiration  whicl 
deprives  the  administrator  of  the  most  important  means  ol 
knowing  how  deeply  his  little  patient  is  antesthetised.  Thi^ 
reason  is  alone  sufficient  to  warrant  us  in  the  use  of  ether  it 
some  form  or  another  for  very  young  subjects.  When  ether  h 
properly  and  carefully  given  to  infants  they  take  it^far  betted 
than  is  generally  believed.  Some  form  of  semi-open  inhaler! 
should  be  used,  and  plenty  of  air  given.  (See  Illustrative 
Case,  No.  10,  p.  312.)  It  is  necessary  to  be  careful  in  adminisi 
tering    chloroform    or    its    mixtures    during    the    crying    aD<i 

1  Comte,  who  has  collected  recoil  of  232  chloroform  fatalities,  found  thai 
of  tliis  number,  21  occurred  in  children.  Weir  states  that  no  death  is  recorded 
under  ether  given  to  patients  under  12  years  of  age.  Xew  Vork  Med,  Jour.^ 
Ist  March  1890. 

2  Mr.  Woodhouse  Braine  administei-s  ether  to  children,  and  \vith  the  best 
results.  He  employs  small  cones  made  of  lint,  and  drops  the  ether  upon  th< 
lint.  I  have  often  followed  this  practice,  and  believe  that,  when  care  is  takeoi 
there  is  very  little  if  any  risk  of  bronchitis  supervening.  I  rather  prefer  coud 
of  felt  to  cones  of  lint.  In  Oct.  1899  I  aniesthetised,  at  the  London  HoepiUlj 
for  Mr.  Eve,  an  infant  6  days  old,  employing  ether  in  this  way.  The  ojientio^ 
was  for  s])ina  bitida  and  lasted  about  35  minutes.  I  am  convinced  tJiat  ih\ 
infant  would  not  liave  done  nearly  so  well  had  chloroform  been  used. 
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struggling  stage :  it  is  a  good  plan  to  temporarily  remove  the 
inhaler  just  as  this  stage  is  subsiding,  otherwise  an  unnecessary 
quantity  of  the  anaesthetic  may  be  introduced  and  the  circula- 
tion or  respiration  unexpectedly  depressed.  The  C.E.  or  A.C.E. 
mixture  answers  well  in  infants ;  and  when  the  operation  is 
likely  to  be  of  some  duration  is  more  appropriate  than  ether 
itself.  The  A.C.E.- ether  succession,  as  recommended  by  Mr. 
Geo.  Eowell,  is  also  useful  in  these  subjects.^  For  children  of 
two  or  three  years  of  age  the  best  plan  is  to  commence  with  a 
small  quantity  of  the  mixture  till  the  crying,  which  is  almost 
inevitable,  has  nearly  subsided,  and  then  to  proceed  with  ether 
from  a  Clover's  Portable  Regulating  Inhaler  (Fig.  28,  p.  27.'^), 
the  indicator  of  which  should  be  placed  about  half-way  between 
**  0  "  and  "  1."  If  a  little  care  be  taken  not  to  give  too  strong  a 
vapour  of  ether,  and  not  to  keep  the  inhaler  applied  for  more 
than  a  few  moments  at  a  time,  it  will  be  found  that  respiration, 
though  moist,  quickened,  and  noisy,  will  not  become  nearly  so 
embarrassed  as  when  these  simple  precautions  are  not  observed. 
Mucus  is  often  produced  in  considerable  quantities ;  but  this 
need  cause  no  anxiety  to  the  administrator.  Ether  inhalers  in 
which  it  is  difficult  or  impossible  to  regulate  the  strength  of 
vapour  to  the  requirements  of  the  case  are  not  so  suitable  for 
anaesthetising  very  young  children.  Nitrous  oxide  is  not  an 
•ppropriate  anaesthetic  for  children  under  three  or  four  years 
of  age,  although,  if  given  with  suitable  percentages  of  oxygen, 
it  answers  far  better  than  when  otherwise  administered.  The 
fragile  thoracic  parietes  seem  to  be  unable,  in  many  cases,  to 
efficiently  meet  the  demands  made  upon  them  by  the  necessary 
valves  and  other  parts  of  the  inhaler.  Pure  nitrous  oxide  may 
rapidly  bring  about,  in  a  small  child,  a  very  undesirable  state 
of  asphyxia.  As  a  preliminary  to  ether,  however,  pure  nitrous 
oxide  is  very  valuable  in  children  over  three  or  four  years  of 
age,  for  the  initial  anaesthetic  need  only  be  given  in  small 
quantity.  After  a  few  breaths  of  nitrous  oxide  an  Ormsby's 
inhaler  charged  with  ether  may  be  loosely  applied,  and  deep 
anaesthesia  will  be  rapidly  induced.  This  plan  has  the  great 
advantage  that  all  crying  and  struggling  are  prevented — often 
a  point  of  some  importance — for  if  the  administrator  can  coax 

>   **The  Anffisthetisation  of  Children,"  Lancet,  15th  May  1897. 
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his  little  patient  to  take  but  three  or  four  breaths  of  nitrou 
oxide,  unconsciousness  will  immediately  ensue. 

Patients  advanced  in  years  generally  take  auc'esthetics  bette 
than  middle-aged  or  more  vigorous  subjects.  They  are  les 
prone  to  muscular  spasm ;  they  usually  require  smaller  quan 
tities  of  the  drug  employed  to  produce  desired  efifects ;  and 
by  reason  of  the  frequency  with  which  their  teeth  are  defective 
an  oral  air-way  is  more  readily  available  for  respiratory  pur 
poses.  Ether  may  be  given  to  old  people  if  tlie  respirator] 
functions  have  not  become  seriously  impaired  by  senile  oi 
other  changes.  It  is  best,  as  a  rule,  to  precede  ether  by  i 
small  quantity  of  the  A.C.E.  mixture  (see  p.  413);  and  air 
limitation  should  not  be  practised  too  freely.  Nitrous  oxidi 
followed  by  ether  is  not  so  satisfactory  as  the  succession  o 
antesthetics  here  recommended.  It  must  be  remembered  tha 
ether  produces  a  deeper  and  more  rapid  respiration  thai 
chloroform  or  its  mixtures,  and  it  sometimes  happens,  whej 
etherising  old  people,  that  the  respiratory  apparatus  finds  som< 
difficulty  in  meeting  the  demands  made  upon  it.  When  thi 
respiration,  by  reason  of  degenerative  changes  within  the  lungi 
and  chest  walls,  has  become  more  abdominal  than  thoracic 
when  much  emphysema  or  chronic  bronchitis  is  present ;  oi 
when  there  is  considerable  obesity,  with  shortness  of  breatl 
and  indications  of  rather  defective  blood  oxygenation,  ethei 
mav  cause  difficulties  in  breathing;.  In  these  cases  th< 
A.C.E.  or  C.K  mixture  is  a  most  valuable  anaesthetic,  an« 
is  very  satisfactorily  borne  by  aged  subjects  who  do  not  tab 
ether  comfortably.  A  few  cases,  however,  will  be  met  with  ii 
which  chloroform  should  be  given  in  order  to  secure  tranqui 
anaesthesia.  Nitrous  oxide  may  be  administered  to  very  elderl] 
people,  but  care  must  be  exercised.  The  gas  should  not  b 
pushed  quite  so  far  as  in  younger  subjects,  otherwise,  when  th< 
inhaler  is  removed,  respiration  may  not  recover  itself  ai 
quickly  as  is  desirabla^  The  use  of  oxygen  with  nitrous  oxidt 
is  specially  indicated  in  senile  subjects  (see  p.  251). 

*  ilr.  Braine  and  Mr.  Bailey  have  given  niti-oiis  oxide  to  patients  over  J*< 

years  of  age. 
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B.   TEMPEBAMENT 

Patients  of  a  placid  and  eqnable  temperament  are,  as  a 
role,  somewhat  easier  to  anaesthetise  than  excitable,  highlyHstrung, 
and  neurotic  pei-sons.  Nitrous  oxide  is  an  excellent  anaesthetic 
for  patients  of  the  latter  class,  for  by  its  means  excitement — 
at  all  events  during  the  administration — may  be  abolished. 
^Vhen  longer  anaesthesia  is  required,  nitrous  oxide  may  be 
followed  by  ether  with  the  best  results.  Eeflex  actions  are, 
for  the  most  part,  more  marked  and  more  difficult  to  subdue 
in  neurotic  and  hysterical  persons  than  in  those  of  a  non- 
excitable  temperament.  As  pointed  out  by  Snow,  hysterical 
subjects  may  display  an  absence  of  corneal  reflex  even  though 
anajsthesia  is  not  fully  established.  Muscular  rigidity  is  some- 
times a  troublesome  phenomenon  in  neurotic  subjects ;  and, 
when  very  sensitive  parts  are  being  operated  upon  or  manipu- 
lated, there  is  often  a  tendency,  even  during  deep  anaesthesia, 
for  slight  movement  or  other  reflex  effect  to  manifest  itself. 
Screaming,  sobbing,  and  other  emotional  disturbances,  during 
recovery  from  the  effects  of  the  anaesthetic, .  are  much  more 
common  in  hysterical  and  nervous  persons  than  in  those  of  an 
opposite  temperament.  In  anaesthetising  sensitive  and  fastidi- 
ous subjects  considerable  judgment  and  tact  may  be  needed ; 
in  some  cases  one  method  will  be  appreciated,  whilst  in  others 
another  must  be  adopted.  The  gradual  administration  of  A.C.E. 
or  alternate  inspirations  of  nitrous  oxide  and  air  may  be  advan- 
tageously resorted  to  in  such  cases. 

C.   HABITS  OF  LIFE 

Patients  whose  nervous  systems  have  become  undermined 
by  alcoholic  indulgence,  the  morphia  habit,  the  excessive  use 
of  tobacco,  chloral,  or  other  narcotics  generally  display  abnormal 
symptoms  during  or  after  anaesthetisation. 

The  behaviour  of  alcoholic  subjects  under  anitsthetics  is 
generally  perfectly  characteristic.  Considerable  quantities  of 
the  i^ent  employed  may  be  required  to  produce  the  requisite 
degree  of  quietude.     I  have  had,  for  example,  to  administer  5| 
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ounces  of  chloroform,  in  1^  hour,  to  an  alcoholic  man  of  fifty- 
six  ;  and  correspondingly  large  doses  of  nitrous  oxide,  ether,  «>r 
other  agents  may  be  needed.  It  is  occasionally  difficult,  if 
not  impossible,  to  secure  total  muscular  relaxation  in  patients 
of  this  class,  and  reflex  movements  during  operations  upon 
sensitive  parts  may  obstinately  persist,  even  though  dangerously 
large  quantities  of  the  anaesthetic  be  administered.  In  con- 
firmed alcoholics  the  stage  of  muscular  excitement  is  usually 
prolonged,  and,  at  all  events  with  chloroform,  there  is  need 
for  caution  during  the  rigidity  and  irregular  respiration  (see 
p.  830).  In  certain  exceptional  cases  nitrous  oxide  seems 
incapable  of  producing  anything  more  than  an  analgesic  state. 
If  the  gas  be  given  without  oxygen,  clonic  and  tonic  spasm 
come  about  abnormally  early  and  cut  short  the  administration, 
whilst  if  oxygen  be  mixed  with  the  gas,  the  anaesthetic  element 
may  be  insufficient  to  induce  true  narcosis.  Recovery  from 
anaesthesia  is  usually  abrupt,  and  nausea  and  vomiting  ai-e 
rare.  It  is  quite  a  common  event  for  an  alcoholic  patient 
to  regain  incoherent  speech  and  co-ordinated  movement  in 
two  or  three  minutes  after  the  withdrawal  of  the  anaesthetic, 
even  though  corneal  insensibility  and  stertor  have  been  present 
up  to  the  very  end  of  the  administration. 

The  habitual  use  of  morphia  may  render  patients  more 
susceptible  than  they  otherwise  would  be  to  the  influence  of 
anaesthetics,  particularly  if,  as  may  be  the  case,  an  injection 
of  this  drug  has  been  given  shortly  beforehand  (see  p.  421). 

The  excessive  use  of  tobacco  may  lead  to  an  irritable  con- 
dition of  the  pharynx  and  larynx,  and  to  troublesome  cough- 
ing during  the  administration.  Hesitating  breathing,  widely 
dilated  pupils,  and  tonic  or  even  clonic  spasm  over  most  of  the 
body  may  be  met  with  in  great  smokers. 

Some  of  the  most  diflficult  subjects  I  have  had  to  anaesthetise  have 
l)een  heavy  smokers.  One  man,  a  patient  at  the  London  Hospital, 
admitted  smoking  1  oz.  of  "  plug  "  tobacco  daily.  His  heart-sounds  were 
very  distant  and  his  pulse  slow,  but  no  evidence  of  intrathoracic  disease 
was  detected.  Ether  was  given,  but  it  was  taken  very  badly,  so  chloro- 
form was  substituted  with  little  or  no  improvement  The  breathing  was 
much  embarrassed,  the  jaws  so  rigid  that  they  could  hardly  be  separated 
by  the  strongest  gajj:,  there  was  profuse  secretion  of  (?)  laryngeal  and 
tracheal  mucus,  with  a  moist  expiratory  rale,  and  the  abdomen  was  jw 
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rigid  that  the  operation  could  hardly  be  performed.     It  was,  in  fact,  with 
the  greatest  difficulty  that  anaesthesia  was  maintained. 

I  have  notes  of  several  other  cases  in  which  somewhat 
similar  symptoms  have  arisen.  The  chief  difficulty  is  appar- 
ently due  to  exaggerated  spasm  of  muscles  about  the  floor 
of  the  mouth,  jaws,  and  neck.  It  ^is  quite  conceivable 
that  in  excessive  smokers  these  muscles  may  be  abnormally 
developed,  and,  in  consequence  of  this,  inconvenient  spasm 
may  arise. 

Patients  who  have  taken  ansesthetics  on  several  previous 
occasioiis  seem  to  display  less  susceptibility  to  their  influence 
at  each  administration ;  and  those  who  have  been  ancesthetised 
a  large  number  of  times  are  liable  to  prove  difficult  subjects  on 
this  account.  A  tendency  to  vomiting  at  the  first  breath  of 
the  anaesthetic,  swallowing  movements,  and  obstructed  breathing 
are  liable  to  arise  in  such  cases. 

High  living,  more  especially  if  associated  with  want  of 
exercise,  leads  to  obesity,  plethora,  and  other  conditions,  which, 
as  will  be  presently  shown,  are  capable  of  modifying  the  effects 
of  anaesthetics  (see  p.  122). 


D.   GENERAL  PHYSIQUE 

The  healthy,  vigorous,  and  stalwart  subject  does  not  pass  so 
easily  into  anaesthesia  as  the  weaker  and  more  fragile  patient, 
lliis  would  seem  to  be  principally  due  to  the  stage  of  excite- 
ment being  more  marked,  and  to  muscular  spasm,  interfering 
with  respiration,  being  more  pronounced  than  in  feeble  subjects. 
The  amount  of  anaesthetic  needed  to  produce  sleep  will  be  found 
to  vary  very  considerably  with  the  general  physique  of  the 
patient,  the  total  quantity  of  blood  within  the  vascular  system 
constituting  an  important  factor.  For  example,  a  man  of  six 
feet  in  robust  health  may  require  from  eight  to  ten  gallons,  or 
possibly  more,  of  nitrous  oxide,  before  he  is  completely 
anaesthetised ;  whereas  an  ill-nourished  young  woman  of  short 
stature  may  exhibit  all  the  signs  of  complete  anaesthesia  from 
this  gas  after  inhaUng  from  two  to  three  gallons.  Emaciated 
children    need    remarkably    small    doses    of    an    anaesthetic. 


122  ANAESTHETICS  chap. 

Should  the  patient  possess  a  thick  beard  or  moustache  some 
delay  may  arise,  when  employing  nitrous  oxide  or  ether,  by 
reason  of  the  difficulty  of  preventing  air  from  gaining  admission 
under  the  cushion  of  the  face-piece. 

Patients  who  are  the  subjects  of  extreme  obesity  usually 
exhibit  phenomena  diflfering  somewhat  from  those  met  with  in 
thin  and  spare  individuals.  As  a  general  rule  they  are 
intolerant  of  any  anaesthetic  which,  by  reason  of  the  method  of 
administration  employed,  limits  the  supply  of  air  to  any  con- 
siderable extent.  The  C.E.  mixture  and  chljj^ferm  are  there- 
fore usually  better  borue  by  such  subjects  than  nitrous  oxide 
or  ether.  There  are,  however,  certain  exceptional  cases  amongst 
obese  and  alcoholic  men  in  which  chloroform,  when  administered 
to  the  full  surgical  degree,  produces  obstructed  respiration,  and 
in  these  a  change  to  ether  must  be  effected. 

Patients  with  a  florid  colour,  as  well  as  those  who  are 
distinctly  plethoric,  require  more  anaesthetic  than  anaemic  and 
sallow  persons.  For  reasons  which  I  have  elsewhere  ^  given  in 
detail,  respiration  is  more  likely  to  become  hampered  in  full- 
blooded  patients  than  in  those  of  an  opposite  type.  It  is 
sufficient  to  say,  in  the  present  place,  that  the  parts  constituting 
the  boundaries  of  the  upper  air-passages  may,  in  vascular 
subjects,  become  so  engorged  as  to  lessen  the  capacity  of  those 
passages.  This  vascular  turgescence  and  consequent  swelling 
is  most  pronounced  under  nitrous  oxide  or  ether,  but  may  also 
be  observed  under  other  anaesthetics,  and  appears  to  be  often 
partly  dependent  upon  the  degree  to  which  air-limitation  is 
allowed  to  occur  during  the  administration.  The  tongue  of  a 
plethoric,  short-necked  patient  under  nitrous  oxide  may,  for 
example,  become  noticeably  increased  in  size.  The  so-called 
"  falling  back  of  the  tongue  "  is  often  partly  or  wholly  the  out- 
come of  an  increased  size  of  that  organ.  Mucus  and  saliva  are 
usually  freely  secreted  during  the  administration  of  ether  to 
young  patients,  more  especially  young  women  of  good  colour. 
When  the  face  of  the  patient  is  very  florid  it  will  rapidly 
become  dusky  or  cyanosed,  should  the  air-supply  be  purposely 

*  See  ••Clinical  Observations  upon  Respiration  during  Anaesthesia:  witli 
Si)ecial  Reference  to  the  Causes  of  Embarrassed  and  Obstructed  Breathing" 
(Trails.  Hoy.  Med.  Chi.  Soc.  vol.  Ixxiv.,  1891,  p.  107). 
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or  accidentally  restricted.  Thus,  under  nitrous  oxide  or  ether, 
red-faced  patients  assume  an  appearance  which  to  the  onlooker 
might  cause  alarm ;  moderate  duskiness  of  the  features  is  not 
of  itself  indicative  of  any  untoward  condition  in  such  cases. 
As  a  general  rule,  florid  vascular  subjects  should  be  kept  deeply 
anaesthetised ;  for  if  only  moderate  anaesthesia  be  secured, 
inconvenient  reflex  actions  will  be  found  liable  to  result. 

AnsBinic  patients  take  anaesthetics  very  well,  small  quanti- 
ties being  required  to  secure  tranquil  anaesthesia.  When, 
however,  the  anaemia  has  been  induced  by  loss  of  blood,  as,  for 
example,  during  the  progress  of  some  uterine  affection,  it  may 
happen  that  no  unusual  diminution  in  the  quantity  of  anaes- 
thetic will  be  distinguishable.  Air-limitation  should  be  practised 
as  little  as  possible  with  these  subjects,  for  they  are  intolerant 
of  any  asphyxial  state.  Nitrous  oxide  mixed  with  oxygen 
is  hence  a  better  anaesthetic  than  the  former  gas  alone.  In 
cachectic  and  very  feeble  persons  undergoing  rather  formid- 
able operations  it  is  usually  best  to  secure  a  fairly  ^  deep 
anaesthesia  for  the  cojmruncement  of  the  operation,  and  then  to 
allow  the  patient  to  pass  into  a  condition  of  light  anaesthesia  for 
the  remainder  of  the  time  (see  lUust.  Case,  No.  43,  p.  483). 


E.   THE  BESPIBAT0B7  SYSTEM 

The  manner  in  which  respiration  takes  place  prior  to  the 
use  of  an  anaesthetic  will  influence  the  phenomena  of  the 
administration.  It  must  be  remembered  that,  when  conscious- 
ness has  been  destroyed,  any  pre-existing  tendency  to  em- 
barrassed breathing  is  likely  to  become  increased.  When  any 
such  tendency  is  present  it  is,  therefore,  well  to  ascertain  its 
nature  and  degree. 

The  State  of  the  Upper  Air  -  Passages.  —  Certain 
symptoms  during  the  use  of  anaesthetics  will  be  found  to  be 
dependent  upon  the  manner  in  which  the  teeth  of  the  lower 
jaw  engage  those  of  the  upper.  Patients  with  powerful  jaws 
and  irregular  and  interdigitating  teeth,  as  well  as  those  with 
perfect  teeth  which  meet  accurately,  will  be  liable  to  exhibit 
a  greater  tendency  to  hampered  breathing  than  patients  whose 
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teeth  are  more  defective.  Moreover,  should  the  upper  and 
lower  teeth  engage  one  anotlier  in  such  a  manner  as  to  render 
it  difficult  to  move  the  lower  jaw  upon  the  upper,  greater 
embarrassment  in  breathing  will  be  likely  to  arise  than  under 
other  circumstances  (see  p.  445).  Difficulties  in  breathinj^ 
are  also  not  uncommon  in  anaesthetising  patients  with  ill- 
developed  and  receding  lower  jaws.  Should  the  patient  l>e 
wholly  edentolooB  it  may  be  necessary  to  keep  the  gums  and 
lips  apart,  in  order  to  maintain  respiration.  Fixity  or  lessened 
mobility  of  the  lower  jaw,  from  disease  of  its  articulations  (see 
Illust  Case,  Xo.  37,  p.  450),  from  local  inflammatory  condi- 
tions, or  from  the  presence  in  the  submaxillary  or  cervical 
regions  of  glandular  or  other  tumours  (see  Illust.  Case,  Xo.  o4, 
p.  448),  is  particularly  liable  to  give  rise  to  serious  difficulties 
in  breathing.^  If  the  nasal  air-way  be  free,  breathing  will 
usually  take  place  either  partly  or  wholly  through  it.  If 
it  be  more  or  less  obstructed,  even  by  ordinary  catarrhal 
inflammation,  the  anaesthetist  may  be  obliged  to  keep  open 
an  oral  air-way  by  the  use  of  some  form  of  mouth-prop 
(Fig.  10,  p.  199). 

In  patients  with  pre-existing  complete  nasal  obstruction 
special  care  must  be  exercised,  and  unless  the  precaution  be 
taken  of  inserting  a  mouth-prop,  nitrous  oxide  and  "  close " 
methods  generally  should  be  avoided.  Temporary  hindrances 
to  breathing  from  the  causes  here  indicated  are  most  liable  to 
arise  in  vigorous  young  subjects. 

Morbid  growths  of  the  tongue,  soft  palate,  tonsils,  phaiynx, 
epiglottis,  and  adjacent  parts  may,  from  vascular  turgescence 
or  alteration  in  position,  interfere  with  free  respiration  during 
anaesthesia.  Any  deprivation  of  oxygen  is  especially  liable  to 
lead  to  this  increase  in  size.  Patients  with  enlarged  tonsils 
will  be  found,  for  example,  to  take  nitrous  oxide  with  oxygen 
(see  p.  251)  far  better  than  nitrous  oxide  administered  in  the 
ordinary  manner,  i.e,  without  any  oxygen.  With  the  former 
method  respiration  at  most  becomes  snoring ;  whereas,  when 
nitrous  oxide  free  from  oxygen  is  fully  administered  to  a 
patient  with  very  large   tonsils,  embarrassed   and   obstructed 

1  See  an  interesting  ease  {Lancet,  8th  April  1899,  p.  959),  in  which  nitrous 
oxide  caused  fatal  asphyxia. 
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respiration  (usually  only  temporary)  will  result.^  But  even 
with  non-asphyxial  methods,  diflBculties  from  enlarged  tonsils 
are  very  likely  to  occur.  Mr.  Bellamy  Gardner  has  found 
the  lateral  or  semi-prone  posture  advantageous  in  cases  of 
extreme  enlargement.  Glandular,  lipomatous,  and  other 
tumours  of  the  neck,  including  thyroid  growths,  may,  during 
vascular  engorgement,  seriously  lessen  the  capacity  of  the  air- 
way, and  thus  favour  obstructed  breathing.^  Should  the 
patient  whose  air-way  has  become  narrowed  suffer  from  even 
occasional  or  slight  difficulty  in  breathing,  the  advisability  of 
preliminary  tracheotomy  should  be  discussed. 

When  dyspnoea  from  laryngeal  disease,  narrowing  of  the 
trachea,  or  similar  conditions  is  present,  great  care  must  be 
exercised.^  Chloroform  is  the  only  admissible  anaesthetic  in 
such  cases,  and  the  depth  of  anaesthesia  induced  should  bear 
an  inverse  ratio  to  the  degree  of  obstruction.  Patients  with 
slight  narrowing  of  the  air- tract  generally  tolerate  the 
anaesthetic  state  remarkably  well ;  but  when  the  dyspnoea  ia 
considerable,  the  patient  somewhat  cyanosed  and  unable  to  lie 
down,  and  sleep  is  hardly  possible,  tlie  risks  of  giving  a 
general  anaesthetic  are  great.*  The  extraordinary  muscles  of 
respiration  upon  which  the  patient  has  becoiue  dependent  are 
thrown  out  of  action  during  unconsciousness,  the  result  being 
that  respiration  is  left  to  the  care  of  muscles  which  are  in- 
capable of  overcoming  the  difficulties  present.  In  this  way 
respiratory  an*est  may  readily  arise  even  though  the  corneal 
reflex  be  intact.  In  anaesthetising  patients  with  laryngeal 
affections,  a  ceireful  consideration  of  the  precise  nature  of  the 
disease  is  essential.  In  cases  of  abductor  paralysis,  for 
example,  it  may  be  necessar}'  to  keep  the  chin  forcibly  pulled 
away  from  the  sternum  throughout  the  administration,  other- 
wise  dangerous   approximation  of  the   lax  cords   may  result. 

*  Mr.  BaUey  {Brit.  Med.  Joum.f  29th  March  1884,  p.  646)  refers  to  a  case 
of  carcinoma  of  the  tonsils  in  which  respiration  ceased  (probably  in  the  manner 
suggested  in  the  text).     Tracheotomy  became  necessary. 

*  See  a  case,  Lancet^  Ist  September  1888,  p.  442,  and  Brit.  Med.  Joum.j  15th 
September  1888,  p.  625.     A\&o  Brit.  Med.  Journ.,  29th  October  1892,  p.  964. 

^  Mr.  Bellamy  Gardner  has  in  an  interesting  paper  {Lancet,  11th  June  1898) 
discussed  the  use  of  anesthetics  in  patients  with  laryngeal  paralyses  and  morbid 
growths. 

*  Mr.  Jacobson  {The  OpereUions  of , Surgery,  1st  ed.  p.  382)  holds  this  view. 
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The  use  of  anaesthetics  during  operations  for  papilloma  of  the 
larynx  will  be  discussed  in  the  following  chapter. 

Bronchial,  Pulmonary,  and  Pleural  Diseases. — Should 
the  affection  be  slight,  and  of  a  chronic  character,  and  the 
operation  short,  ether  is  not  necessarily  contra -indicated, 
although  as  a  general  rule  the  A.C.E.  mixture  is  preferable. 
Should  there  be  a  history  of  haemoptysis  or  symptoms  of 
£icute  or  extensive  bronchial  or  pulmonary  disease,  or  should 
the  contemplated  operation  be  likely  to  be  protracted,  ether  is 
as  a  rule  best  avoided.  There  are,  however,  certain  grave 
cases  in  which  this  anaesthetic,  although  apparently  contra- 
indicated,  will  give  the  patient  the  best  chance.  The  respira- 
tory difficulties  which  sometimes  attend  the  use  of  ether  in 
patients  suffering  from  pleural  or  pulmonary  affections  are 
frequently  more  apparent  than  real.  This  anaesthetic,  indeed, 
by  maintaining  a  rather  exaggerated  form  of  breathing  and  a 
somewhat  excited  circulation,  is  particularly  suitable  when 
there  is  any  special  risk  of  cardiac  failure  (see  Illust.  Case, 
No.  8,  p.  311).  When  ether  is  badly  borne,  the  A.C.E. 
mixture  or  chloroform  may  be  substituted.  So  far  as  the  use 
of  anaesthetics  is  concerned,  old -standing  lung  or  pleural 
affections  are  of  less  importance  than  those  more  recently 
acquired.  In  the  former  the  respiratoiy  mechanism  has,  by 
constant  use,  become  adapted  to  circumstances  ;  whilst  in  the 
latter  such  adaptation  is  in  process  of  establishment.  Patients 
with  chronic  bronchitis,  marked  emphysema,  chronic  phthisis,  old 
pleural  disease,  and  similar  conditions  hence  take  anaesthetics 
well  when  care  is  exercised.  It  is  not  uncommon  for  ether  to 
cause,  in  asthmatic  subjects  and  in  those  who  are  suffering 
from  the  affections  now  under  consideration,  a  peculiar  form 
of  respiration  characterised  by  prolonged  expiratory  efforts 
and  by  a  variable  degree  of  cyanosis.  When  such  symptoms 
arise  during  etherisation  they  may  be  very  quickly  relieved 
by  changing  to  the  A.C.E.  mixture  or  chloroform.  Nitrous 
oxide  may  be  safely  used  in  persons  with  chronic  lung  affec- 
tions, but  it  should  not  be  pushed  quite  so  far  as  in  healthier 
subjects.  When  mixed  with  oxygen  the  anaesthesia  is  of  a 
more  satisfactory  nature  than  when  the  gas  alone  is  given. 
Should   the   bronchial,  pulmonary,  or  pleural   affection  under 
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which  the  patient  is  labouring  be  of  recent  origin  and  of 
sufficient  intensity  to  cause  distress  in  breathing,  much  caution 
must  be  exercised  and  a  deep  anaesthesia  avoided.  It  is  hardly 
necessary  to  point  out  that  the  greater  the  embarrassment 
to  respiration  the  lighter  should  be  the  anaesthesia,  and  the 
more  careful  should  the  administrator  be  to  allow  of  a  copious 
supply  of  air  and  to  prevent  all  conditions  likely  to  impede 
breathing  during  the  use  of  the  anaesthetic.  It  is  a  fortunate 
circumstance  that  patients  with  respiratory  affections  are,  as  a 
rule,  singularly  free  from  those  inconvenient  reflex  manifesta- 
tions which  generally  attend  a  light  form  of  anaesthesia.  The 
most  hazardous  cases  are  those  in  which  respiratory  embarrass- 
ment from  recent  pleurisy  or  pleoro-pneumonia  coexists  with 
quick  and  hampered  cardiac  action.  When  the  patient  is 
slightly  dusky,  his  temperature  elevated,  his  breathing  rapid, 
and  his  pulse  accelerated  and  sharp  under  the  finger,  the  use 
of  an  anaesthetic  is  attended  by  considerable  risk.  This  risk 
is  greater  in  patients  with  previously  fatty  and  dilated  hearts 
than  in  others.  Numerous  deaths  have,  in  fact,  occurred  in 
such  subjects  from  syncope  during  or  immediately  after 
transient  struggling.^  It  is  in  such  cases  as  these  that  I  find 
it  best  to  employ  the  A.C.K-ether  sequence,  applying  a  semi- 
open  ether  inhaler  before  the  rigid  stage  and  maintaining  only 
a  light  ana^thesia. 

In  certain  desperate  cases  in  which  respiratory  embarrass- 
ment, with  more  or  less  cyanosis,  is  associated  with  cardiac 
disease  or  with  marked  depression  of  the  circulation  arising 
from  other  causes,  it  may  be  advisable  to  administer  oxygen 
in  conjunction  with  the  amesthetic,  care  being  taken  to  intro- 
duce this  gas  to  the  lungs  in  such  a  way  as  to  throw  no 
additional  work  upon  the  muscular  mechanism  of  breathing. 

Wholly  Thoracic  or  wholly  Abdominal  Respiration. — 
There  are  various  conditions  which  may  give  rise  to  wholly 
thoracic  or  wholly  abdominal  respiration.  The  former  is  most 
frequently  met  with  as  the  result  of  peritonitis,  or  of  extreme 
abdominal     distension     from    intestinal     obstruction,    ascites, 

*  A  typical  example  will  be  found  in  the  Brit.  Med.  Joum.  L,  1881,  p.  385. 
Ethidene  dichloride  was  being  used  ;  the  fatal  syncope  took  place  when  the 
patient  was  turned  on  to  his  sound  side.  At  the  post-mortem  the  right  heart 
was  full  and  the  left  empty. 
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ovarian  disease,  etc.  The  latter  is  most  commonly  due  to 
advanced  emphysema  or  other  aflfections  of  the  lungs  or 
pleurae.  Should  the  breathing  be  wholly  thoracic^  or  abdominal, 
the  administrator  will,  of  course,  meet  with  more  exaggerated 
respiratory  movement  than  usual.  If  a  patient  should,  from 
some  acute  condition,  be  obliged  to  use  his  thorax  or  abdomen 
only,  and  if  the  new  form  of  respiration  should  be  somewhat 
diilicult  for  him  to  acquire  by  reason  of  pre-existing  conditions, 
such  as  emphysema  or  obesity,  ansesthetics  must  be  used  with 
caution.  When  the  abdomen  is  greatly  distended  from  ascitic 
Huid,  a  light  anaesthesia  only  is  necessary  during  its  removal 
(see  Illust.  Case,  No.  17,  p.  394),  and  the  administrator  will 
find  that  both  respiration  and  circulation  will  markedly  improve 
as  the  fluid  is  evacuated  and  the  lungs  become  able  to  expan(i 
more  freely. 

Morbid  States  of  the  Central  Nenrous  Mechanism. — 
For  remarks  on  this  subject  see  pp.  133  and  178. 

F.   THE  CIECULATORY  SYSTEM 

Tlie  circulation  of  the  patient  may  be  of  the  most  efficient 
type ;  or  it  may  be  so  feeble  as  to  render  it  questionable 
whether  any  operation  should  be  performed.  The  pulse  may 
be  so  rapid  that  it  can  hardly  be  counted ;  or,  on  the  other 
hand,  it  may  be  abnormally  slow.  When  mental  emotion  is 
the  cause  of  the  quickening,  a  considerable  slowing  will 
invariably  occur  during  anaesthesia ;  but  when  the  rapid  pulse 
is  due  to  shock,  exhaustion,  etc.,  an  increase  in  rate  will 
usually  be  found  to  occur  (see  Illust.  Case,  No.  43,  p.  483). 
I  once  gave  an  anaesthetic  to  a  patient,  an  elderly  gentleman, 
whose  pulse  was  usually  28  to  30  per  minute.*  A  very  slow 
pulse  is  often  met  with  in  patients  suffering  from  cerebral 
disease.  Patients  whose  heart's  action  is  good  and  whose 
pulse  is  full  and  strong  will  be  better  able  to  withstand  any 
unwonted  cardiac  strain  (as,  for  example,  that  incidental  to 

^  In  a  case  reported  by  me  in  the  Lancet^  19th  March  1896,  p.  772,  the 
diaphragmatic  jwiralysis  which  was  present  was  probably  due  to  peripheral 
neuritis  ;  an  unusual  degree  of  cyanosis  was  observed  during  etherisation,  aud 
fatal  pulmonary  ojdema  followed. 

2  Tliis  case  is  referred  to  on  p.  296. 
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any  embarrassment  of  respiration)  than  patients  of  less  vigor- 
ous circulation  (see  Illust.  Case,  No.  37,  p.  450). 

Valvular  and  other  Cardiac  Affections. — Patients  with 

these  affections  may  be  anaesthetised  with  safety  if  care  be 
taken  to  select  the  anaesthetic  most  appropriate  to  the  case, 
and  to  administer  it  in  such  a  manner  that  no  undue  strain  is 
thrown  upon  the  heart.  Where  the  cardiac  affection  is  but 
slight,  and,  by  reason  of  compensatory  changes,  the  general 
circulation  is  good,  little  or  i>o  alteration  need  V©  made  in  the 
anaesthetist'^  usual  practice.  --.        r  ,  .      ;  r;     ' 

There  aro  pne,/)ii  two  point?,  howjeypr,  ,w,hich  should  be 
borne  in  mind  m  desding  .vith  adva^ed  .^saijos.  ,  Ujcil^s 
orthopnoea  exist,  £he  recumbent  or  senii-recumbent  posture 
should  be  enforced,  \u)  ^»^rked.or,  prolonged --dGpriyation  of 
oxygen  permitted;  and  any  interference  with  respiratory 
rhythm  prevented.  The  anaesthesia  of  nitrous  oxide  followed 
by  ether  is  not  to  be  recommended  in  these  cases.  A  well- 
marked  instance  of  the  ill  effect  of  employing  a  "  close " 
and  asphyxiating  method  of  administration  in  a  patient 
with  mitral  obstruction  and  aortic  regurgitation  occurred  at 
the  London  Hospital  in  1897;  cardiac  rapidity  and  irregu- 
larity, with  dusky  pallor  of  the  face  and  failing  pulse,  were 
observed  after  a  short  inhalation  of  ether  by  means  of  Clover's 
inhaler.  Dr.  Guthrie  records  the  case  of  a  fat  baby,  live 
months  old,  with  congenital  pulmonary  stenosis,  in  which 
chloroform  caused  early  cessation  of  breathing  with  cyanosis, 
and  finally  paUor.  All  methods  should  be  gradually  con- 
ducted, and  the  slightest  respiratory  embarrassment  assidu- 
ously avoided.  Speaking  generally,  the  A.C.E.  or  C.E. 
mixture  is  an  excellent  anaesthetic  for  patients  with  advanced 
morbus  cordis  (see  Illust.  Cases,  Nos.  19,  20,  and  21,  p.  395). 
It  may  be  administered  in  all  forms  of  valvular  disease,  and 
is  remarkably  well  borne.  Ether  (preceded  by  a  small 
quantity  of  the  A.C.E.  mixture  to  prevent  its  disagreeable 
odour)  may  be  used  in  cases  in  which  there  is  no  evidence  of 
great  pulmonaiy  or  ssrstemic  engorgement.  It  would  also 
appear  to  be  desirable  to  employ  ether,  or,  at  all  events,  to 
attempt  its  exhibition,  in  those  cases  in  which  orthopnoBa  is 
present.     Such  patients,  fortunately,  rarely  require  anseschetics; 
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but,  owing  to  the  position  which  they  are  bound  to  assume, 
chloroform  and  its  mixtures  should  be  avoided  if  possible  (see 
Illust  Case,  No.  9,  p.  312).  By  the  gradual  administration 
of  the  A.C.E.  mixture  to  a  patient  with  an  intermittent  or 
irregular  pulse,  the  heart's  action  generally  becomes  steadier, 
and  remains  so  for  a  considerable  time.  The  anaesthetist 
must  not,  however,  shut  his  eyes  to  the  fact  that  after  the 
withdrawal  of  the  anaesthetic,  or  during  a  serious  operation, 
this  improvQmepJt  m|ty,*p9i  oftdn  does,  become  replaced  by 
irregularity  a'fiJtl  jf^ej^lejiesi  iii  ftjfreess  of  the  original  condition. 

The  r^Qiarka  her^^n|a4e  with  f  dg^Vd-t^  Vfilvxilar  tJardiac  affec- 
\:  *ilan*^*firpJ)ly:Anth-e^i5aP. force,  to  eases  in  •which  fktty  or  other 
*  deftenent^iye* diaageo*  &re  pcesent  in  :thjd'  myocardium.  Provided 
that l^'fi^  {r^sjv^ratkid.be^  ke^l,  fri'-froSn  embarrassment,  the 
"  fatty ''Iieart"' is  not  injuriously  affected  by  anaesthetica 
Any  asphyxial  strain  upon  it,  however,  may  quickly  impair 
its  action  and  lead  to  syncope,  the  usual  course  of  events 
in  chloroform  fatalities  which  arise  during  the  struggling  stage. 
Moreover,  sui-gical  shock  is  more  likely  to  assume  grave  pro- 
portions in  eases  of  advanced  cardiac  degeneration  than  in 
others. 

Atheroma. — In  extremely  atheromatous  subjects  thei-e  is  a 
slight  risk^  of  cerebral  haemorrhage  during  anaesthesia.  This 
risk  may,  however,  be  minimised  by  selecting  the  A.C.E 
mixture  or  chloroform  in  preference  to  ether ;  and  by  avoiding, 
as  far  as  possible,  excitement,  holding  of  breath,  coughing,  and 
struggling  during  the  administration.  In  order  to  do  this  the 
anaesthetist  must  proceed  very  gradually  with  the  inhalation, 
and  by  a  little  management  he  will  usually  succeed  in  getting  a 
patient  to  pass  into  a  state  of  quiet  anaesthesia  with  little  or  no 
trouble.  In  patients  who  have  previously  suffered  from  cerebral 
hjemorrhage  ether  is  strongly  contra-indicated^  (see  p.  310). 

Should  arterial  degeneration  have  led  to  the  formation  of 

1  See  a  ca.se  which  occurred  in  the  practice  of  Dr.  Fuller  of  Montreal, 
reiwrted  in  Canadian  Med.  and  Surg.  Jotwn.,  March  1888,  p.  309,  and  referred 
to  in  Dr.  TumbuU's  3rd  edition  of  Artificial  Ancrsth^^iay  p.  252. 

*  Some  years  ago  a  case  occun-ed  at  the  London  Hospital,  in  which  i 
patient,  a  man  of  sixty- two,  died  from  cerebral  heemorrhage,  which  apparently 
took  place  wliilst  he  was  under  the  influence  of  ether.  The  operation,  which 
was  a  short  one,  was  for  the  removal  of  a  growth  of  the  breast.     Clover's  inhaler 
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an  aneuiysm,  the  same  caution  as  to  the  avoidstnce  of  struggling, 
straining,  coughing,  etc.,  must  be  exercised  It  is  true  that  ether 
has  very  frequently  been  given  to  patients  with  large  aneurysms 
without  rupture  having  occurred,  either  during  the  induction  of 
anaesthesia  or  during  complete  narcosis ;  but  when  there  is  any 
evidence  of  rapid  increase  in  size,  and  more  particularly  when 
the  aneurysm  is  intrathoracic,  the  A.C.E.  mixture  or  chloro- 
form should  be  used  in  preference  to  ether. 

Venous  Thrombosis. — Patients  with  venous  thrombosis 
must  be  very  carefully  treated.  They  should  be  moved  as 
little  as  possible,  and  special  precautions  should  be  taken 
to  avoid  struggling  and  excitement.  An  interesting  and 
possibly  a  unique  case,  in  which  fatal  syncope  arose  in  con- 
sequence of  a  clot  from  the  common  iliac  vein  becoming 
dislodged  and  entangled  in  the  tricuspid  orifice,  is  given  on 
p.  475. 

Exhaustion.  Collapse. — One  is  often  called  upon,  more 
particularly  in  hospital  practice,  to  amesthetise  patients  whose 
circulation  has  become  much  enfeebled,  either  from  some  long- 
standing disease  or  some  recently  acquired  but  prostrating 
malady.  As  illustrations  may  be  mentioned — cases  of  hip 
disease  and  hectic  in  children,  cases  of  stricture  of  the  pylorus 
necessitating  gastrostomy,  cases  of  strangulated  hernia,  and 
cases  of  collapse  from  railway  or  other  injuries.  Such  patients 
are  very  susceptible  to  anaesthetics,  small  quantities  only  being 
necessary  to  induce  and  maintain  aniesthesia. 

As  a  general  rule,  the  pulse  of  the  exhausted  patient 
improves  in  volume  when  anaesthesia  is  established ;  but, 
directly  the  anaesthetic  is  withdrawn,  some  depression  of  the 
circulation  may  follow.  Moreover,  this  initial  improvement 
does  not,  as  a  rule,  last  long ;  and  any  loss  of  blood,  prolonged 
exposure,  or  severe  surgical  procedure  will  soon  give  rise  to 
signs  of  circulatory  depression.  Should  the  pulse  be  quick 
beforehand  it  will  usually  become  more  rapid  during  the 
administration.  The  administrator  must  do  all  in  his  power  to 
sustain  the  strength  of  these  patients.     If  the  heart's  action  be 

vas  used,  and  there  was  but  little  struggling.  The  patient  never  became 
thoroughly  conscious  after  the  operation  ;  and  hemiplegia  was  found  to  be  present, 
and  death  occurred  in  a  few  days. 
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very  feeble,  no  method  of  administration  should  be  employed 
by  wiiich  the  supply  of  air  is  greatly  restricted,  and  all 
mechanical  or  other  hindrances  to  free  respiration  must  be 
avoided.  Ether  is,  as  a  rule,  best  administered  by  the  semi- 
open  method  and  in  small  quantities  at  a  time.  If  a  close 
inhaler  be  used,  care  must  be  taken  to  remove  it  frequently 
for  the  admission  of  air.  The  administration  of  nitrous  oxide 
is  best  avoided  in  these  cases.  Exhausted  and  collapsed 
subjects  are  liable  to  display  a  peculiar  state  of  the  eyes 
during  aniesthesia,  and  more  particularly  during  deep  anaes- 
thesia, the  lids  failing  to  close  and  the  globes  turning  upwards 
so  that  the  sclerotics  only  are  visible.  Profuse  sweating  is 
also  common  in  these  subjects,  and  is  another  indication  of 
exhaustion.  The  administrator  must  be  on  his  guard  with 
reference  to  the  rosy  cheeks  of  hectic  subjects  and  of  those 
artificially  stimulated  by  alcohol.  This  florid  colour  may 
coexist  with  a  circulation  totally  unable  to  withstand  any 
very  prolonged  surgical  interference. 

Patients  suffering  from  intestinal  obstmction  are,  perhaps, 
appropriately  considered  under  this  heading,  seeing  that,  in 
extreme  cases,  syncope  of  the  worst  type  is  not  uncommon 
during  anaesthesia.  The  abdomen  is  usually  distended, 
and  the  diaphragm  unable  to  act  efficiently;  the  stomach 
frequently  contains  fluid  or  semi-fluid  material;  the  patient 
will  be  found  to  be,  in  many  instances,  partly  under  the 
influence  of  an  opiate ;  and  the  circulation,  though  often 
artificially  stimulated  by  alcohol,  may  be  in  reality  utterly 
unable  to  withstand  any  strain.  When  the  abdomen  is  dis- 
tended and  inactive,  the  pulse  quick  and  feeble,  the  extremities 
clammy  and  dusky,  the  features  pinched  and  the  lids  half  open, 
general  anaesthesia  is  extremely  hazardous.  In  less  advanced 
cases  an  anaesthetic  may  be  given  ;  but  caution  is  very  necessary. 
As  the  question  concerning  the  use  of  an  anaesthetic  in  intestinal 
obstruction,  peritonitis,  etc.,  is  one  of  great  importance,  I  would 
refer  the  reader  to  p.  174,  and  to  Illust.  Cases,  Xo.  26  (p.  424) 
and  Xo.  18  (p  395). 
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a.  THE  NERVOUS  SYSTEM 

Should  the  patient  be  drowsy  or  half-conscious  at  the  time 
of  operation,  very  small  quantities  of  the  anaesthetic  will  be 
needed.  "When  well-established  coma  is  present,  the  services 
of  an  anaesthetist  will  not,  of  course,  be  required.  The  subjects 
of  depressed  fracture  of  the  skull,  intracranial  ha?morrhage, 
cerebral  abscess,  or  cerebral  tumour  may,  at  the  time  of 
operation,  be  so  lethargic  that  a  few  inhalations  of  the 
anesthetic  will  readily  produce  the  quietude  desired.  It  must 
be  remembered  that  patients  with  cerebral  or  cerebellar  tumours 
may,  apart  from  the  use  of  anaesthetics,  display  symptoms  of 
primary  respiratory  failure  from  increased  intracranial  tension ; 
and  when  any  tendency  in  this  direction  exists,  the  induction 
of  even  light  anaesthesia  may  completely  suspend  breathing.^ 
The  employment  of  morphine  prior  to  cerebral  operations  will 
be  specially  discussed  hereafter  (see  p.  178). 

Patients  whose  perceptive  faculties  have  become  blunted  by 
the  absorption  of  poisonous  products  during  the  course  of 
intestinal,  vesical,  renal,  or  similar  affections  often  pass  into 
anaesthesia  with  a  marked  absence  of  excitement  and  rigidity ; 
and  display  a  florid  colour  and  good  pulse  throughout  the 
administration,  provided  that  the  corneal  reflex  be  not  com- 
pletely abolished.  Very  deep  auit?sthesia  is  unnecessary  in 
such  cases.  I  have  often  been  struck, by  the  fact  that  patients 
of  this  kind  behave  in  much  the  same  way  as  if  a  preliminaiy 
injection  of  morphine  had  been  given. 

Patients  who  are  the  subjects  of  chronic  nervous  affections 
may  exhibit  peculiar  respiratory  phenomena  during  anaesthesia. 
Thus,  I  have  notes  of  two  cases — one  patient  had  disseminated 
sderosiB,  and  the  other  advanced  tabes  dorsaliB — in  which, 
during  the  use  of  an  anaesthetic  (ether),  breathing  was  jerky, 
catchy,  halting,  and  split  up,  as  it  were,  by  long  pauses.  In 
the  ataxic  patient  some  degree  of  laryngeal  obstruction,  with 
prolonged  expirations,  was  noted,  and  gave  me  some  trouble. 

*  I  have  related  a  case  of  this  kind  {Practitioner j  1887,  vol.  xxxix.  p.  93),  and 
Dr.  E,  F.  Fison  of  Salisbury  {Lancet^  4th  Aug.  1900,  p.  329)  records  another. 
In  both  artificial  respiration  was  maintained  for  four  hours. 
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The  subjects  of  epilepsy  may  be  safely  anaesthetised.  In 
some  cases  a  more  or  less  distinct  attack  occurs  during  the 
exhibition  of  the  anaesthetic.  I  have,  on  one  or  two  occasions, 
noticed  a  greater  tendency  than  usual  to  tonic  and  clonic 
spasm  during  the  administration  of  nitrous  oxide  to  these 
subjects.^  In  only  one  case  have  I  known  a  distinct  and 
characteristic  epileptic  seizure  to  arise,  and  in  this  the  attack 
began  after  a  few  breaths  of  the  gas,  i,e.  before  the  occurrence 
of  the  usual  asphyxial  phenomena. 

The  administration  of  anaesthetics  to  patients  with  a 
previous  history  of  insanity  is  liable  to  be  followed  by  a  fresh 
attack.  According  to  Dr.  Savage,^  patients  subject  to  re- 
current seizures  of  mental  disorder  are  particularly  liable  to 
be  thus  affected.  There  is,  apparently,  no  special  objection  to 
anaesthetising  patients  already  insane,  except,  of  course,  in  the 
case  of  maniacal  subjects.  I  have  met  with  one  or  two  cases 
of  exaggerated  excitement  in  patients  with  a  family  history  of 
insanity. 

H.   BENAL  DISEASE 

Opinions  are  still  divided  as  to  the  choice  of  anaesthetics 
in  patients  suffering  from  renal  disease.  The  fact  that  very 
contradictory  results  have  been  arrived  at  by  observers  who 
have  recently  investigated  the  relative  influences  of  ether  and 
chloroform  upon  the  urinary  functions  would  seem  to  indicate 
that  there  is  not  that  objection  to  the  use  of  ether  that  was 
focmerly  held  to  exist.  At  the  same  time,  it  is  obviously 
important,  when  anaesthetising  patients  with  advanced  forms 
of  kidney  disease,  to  avoid  prolonged  etherisation,  and  to 
employ  methods  which  will  throw  as  little  strain  as  possible 
upon  the  circulatory  and  respiratory  functions.  The  liability 
of  such  patients  to  respiratory  complications  should  be  specially 
borne  in  mind.     For  further  remarks  see  pp.  308  and  367. 

*  Mr.  Woodhouse  Braine  believes  (Afcd.  Soc.  Proc.  vol.  Wii.,  1885,  p.  64) 
that  there  is  greater  risk  of  an  epileptic  attack  being  brought  about  by  tooth 
extraction  without  an  anaesthetic  than  when  one  is  used. 

*  See  an  interesting  and  important  paper,  by  Dr.  G.  H.  Savage — *'Tbe 
Relationship  between  the  Use  of  Anaesthetics  and  Insanity"  {Lancfty  lllh 
November  1899). 
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L   DIABETES 

Dr.  Pavy,  whose  contributions  to  the  subject  of  diabetes 
are  so  well  known,  has  very  kindly  furnished  me  with  his 
views  as  to  the  administration  of  anaesthetics  to  patients 
suffering  from  this  afl'ection.  In  cases  '*  under  control/*  in 
which  sugar  is  at  the  time  either  absent  from  the  urine 
or  present  only  to  a  slight  extent,  he  thinks  that  general 
ansesthesia  is  unattended  by  risk.  But  when  the  quantity  of 
sugar  in  transit  through  the  system  is  abnormally  large,  any 
profound  disturbance  of  the  vital  processes,  such  as  that 
attendant  upon  the  use  of  an  anaesthetic,  especially  for  a 
protracted  operation,  may  upset  the  balance,  and  lead  to  fatal 
diabetic  coma.  With  such  considerations  before  us  it  is  clear 
that  in  the  event  of  a  diabetic  patient  requiring  a  surgical 
operation — (1)  special  attention  should  be  paid  to  the  diet 
for  some  time  before  the  administration,  with  the  object  of 
reducing  the  quantity  of  sugar  in  the  circulation ;  (2)  the 
amesthetic  to  be  used  should  be  very  carefully  chosen  in  order 
to  lessen  the  chances  of  after- vomiting  and  other  undesirable 
sequelte ;  and  (3)  the  administration  should  be  as  short  as  is 
compatible  with  the  needs  of  the  surgeon.  Although  I  have 
not  myself  met  with  a  case  of  diabetic  coma  after  anaesthesia, 
I  have  been  given  brief  notes  of  such  a  case  by  one  of  our 
leading  surgeons.  The  patient  suffered  from  diabetic  boils, 
several  of  which  had  been  incised  without  the  employment  of 
an  anaesthetic.  At  9.30  one  morning,  ether,  preceded  by 
nitrous  oxide,  was  administered  for  further  incisions ;  but  the 
patient  never  recovered  consciousness,  and  died  at  4  p.m.  the 
same  day. 


J.  MENSTBUATION.   PBEGNANCT.   LACTATION 

It  is  customary  not  to  operate  upon  patients  during  the 
menstroal  period ;  but  in  cases  of  any  urgency  no  hesitation 
need  be  felt  in  giving  an  anaesthetic.     Whenever  possible  it  is 
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best  to  wait.  This  is  true  even  in  the  case  of  nitrous  oxide, 
for  patients  may  erroneously  attribute  disturbance  of  the 
menstrual  function,  etc.,  to  the  aniesthetic.  Haemorrhage  after 
tooth  extraction  is  said  to  be  greater  during  menstruation  than 
at  other  times  ;  but  this  is  doubtful. 

I  once  observed  very  considerable  hfemorrhjge  during  and 
immediately  after  a  nasal  operation  in  a  young  woman  in 
whom  menstruation  had  been  proceeding  for  forty-eight  hours 
previously. 

If  an  operation  has  to  be  performed  during  pregnancy  an 
anttsthetic  may  unhesitatingly  be  given.  No  departure  from 
ordinary  rules  is  necessary  during  the  earlier  months;  but 
during  the  later  months  care  and  discretion  should  be 
exercised.  The  diet  of  the  patient  should  be  cautiously 
regulated  in  order  to  avoid  retching  or  vomiting  after  the 
administration.  Nitrous  oxide  may  be  given  with  safety  till 
the  sixth  or  seventh  month ;  but  after  that  time  it  is  prob- 
ably better  not  to  administer  this  anaesthetic,  or,  at  all  events, 
not  to  administer  it  in  such  a  manner  as  to  excite  clonic 
muscular  movements.  I  have  given  nitrous  oxide  and  oxygen 
to  a  patient  about  thirty-five  years  of  age  who  was  within 
seven  to  ten  days  of  her  confinement.  She  experienced  no 
after-effects  of  any  kind  from  the  ansesthetic.  Laffont,  quoted 
by  Ur.  Buxton,  refers  to  a  case  of  a  female  aged  thirty-seven 
who  was  eighteen  weeks  pregnant  when  nitrous  oxide  was 
administered  to  her.  Abortion  followed,  which  he  believed 
to  be  due  to  the  gas  having  produced  some  asphyxial  changes 
in  the  blood.^  Chloroform,  as  is  well  known,  is  taken  com- 
fortably by  pregnant  women,  when  the  pains  of  labour  have 
to  be  relieved  (see  p.  179).  But  in  the  event  of  a  surgical 
operation  being  decided  upon  during  the  latter  months  of 
pregnancy,  I  believe  we  should  be  consulting  the  safety  of 
our  patient  best  by  administering  a  small  quantity  of  the 
A.C.E.  mixture,  followed  by  ether,  as  directed  on  p.  413; 
or  we  might  use  this  mixture  throughout.  Should  ether 
produce  respiratory  difficulty,  cough,  etc.,  it  should  not  be 
persisted  in ;  but  the  mixture  or  chloroform  substituted. 

The  use  of  anaesthetics  during  lactation  in  no  way  inter- 

*  Brit.  Joum.  of  Demi,  SckTUct^  15th  October  1898,  p.  917. 
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feres  with  this  process.^  Indeed,  as  has  been  pointed  out,^ 
there  is  more  likelihood  of  lactation  being  arrested  by 
the  performance  of  an  operation  without  than  with  an 
anaesthetic. 

1  Med,  Chir.  Trails,  vol.  xlvii.,  1864,  p.  435. 
*  Med,  Soe.  Proc,  vol.  viii.,  1885,  p.  63. 


CHAPTER   VII 

SPECIAL  CONSIDERATIONS  IN  THE  SELECTION  OF  ANESTHETICS 
AND  METHODS  {continued)  :  (b)  THE  NATURE  OF  THE 
OPERATION,  PROCEDURE,  OR  CONDITION  FOR  WHICH  ANAES- 
THESIA   IS   REQUIRED 

GENEBAL  BEMABK8 

Although  the  selection  of  the  aDsesthetic  should  be  chiefly 
regulated  by  the  general  state  of  the  patient,  the  nature  of 
the  operation,  procedure,  or  condition  for  which  anaesthesia  is 
to  be  induced  should  be  carefully  taken  into  consideration. 
There  are,  for  example,  certain  operations  which  should  un- 
questionably be  performed  under  certain  anaesthetics.  Again, 
there  is  a  tendency  during  some  surgical  procedures  for 
circulation  or  respiration  to  become  injuriously  affected  in- 
dependently of  the  anaesthetic,  and,  unless  the  administrator  be 
aware  of  such  contingencies,  he  may  erroneously  attribute  the 
phenomena  to  the  action  of  the  anaesthetic.  And,  lastly,  when 
certain  parts  of  the  body  are  being  manipulated  or  operated 
upon,  there  is  need  for  a  somewhat  deeper  or  lighter  anaesthesia, 
as  the  case  may  be,  than  is  required  under  other  circumstances. 
Before  proceeding  to  consider  seriatim  the  various  pro- 
cedures for  which  a  general  anaesthetic  may  be  required,  it 
may  be  well  to  refer,  in  general  terms,  to  the  influence  which — ■ 

(1)  The  posture  of  the  patient;  and 

(2)  The  actual  performance  of  a  surgical  operation 

may    have    in    modifying  the    usual   phenomena    of   an   ad- 
ministration. 

(1)  The  Effects  which  may  be  produced  by  Posture.  ^-^ 

*  For  fuller  remarks  see  a  joint  paper  by  Mr.  Marmaduke  Sheild  and  tlie 
author  "On  Posture  in  its  relation  to  Surgical  Operations  under  Aniesthetics " 
{Tram.  Roy,  Med,  Chir.  Soc.  79,  1896). 


Fir.  (1._The  Chief  Surgical  Postures.    A,  Tlie  Dorsal  Posture:  fucelookingupwBT 
B,  The  Dorsnl  PoBture :  face  turiie.1  to  one  side.     C,  Tlie  Lateral  Posture. 
Tlie  Latrro.proriB  Posture.     (Pages  138-39.) 
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The  posture  of  a  patient  prior  to,  during,  and  after  the  adminis- 
tration of  an  anaesthetic  is  a  matter  of  greater  importance  than 
is  generally  imagined.  It  is  perhaps  not  an  exaggeration  to 
say  that  twenty-five  per  cent  of  the  difficulties  encountered  by 
inexperienced  anaesthetists  are  referable,  directly  or  indirectly, 
to  this  factor. 

The  posture  of  the  patient  hefore  and  after  the  administra- 
tion is  specially  referred  to  in  Chapters  VIII.  and  XIX.  respect- 
ively ;  the  present  remarks  more  particularly  apply  to  posture 
during  anaesthesia. 

The  chief  postures  now  in  use  in  surgical  practice  are 
shown  in  Fig.  6. 

Faulty  posture  may  {a)  introduce  undesirable  complica- 
tions into  the  anaesthesia ;  (h)  render  the  performance  of  an 
operation  difficult  or  impossible ;  or  (c)  lead  to  inconvenient 
or  dangerous  sequelae. 

(a)  The  efficient  performance  of  respiration  is  to  a  great 
extent  dependent  upon  proper  posture.  Thus,  the  position 
may  be  such  that  it  favours  the  accumulation  of  mucus,  saliva, 
vomited  matters,  or  blood  within  and  about  the  fauces.  This 
is  the  explanation  of  the  difficulties  met  with  in  anaesthetising 
semi-recumbent  patients,  the  usual  plan  of  turning  the  head 
to  one  side  for  the  escape  of  mucus,  etc.,  being  inapplicable 
in  this  particular  posture.  Again,  breathing  will  be  liable  to 
inconvenient  modifications  if  the  head  be  either  flexed  upon 
the  sternum  or  extended  upon  the  spine.  When  the  head  is 
thus  flexed,  the  tongue  tends  to  touch  the  pharyngeal  wall, 
and  obstructive  stertor  may  thus  arise.  When  the  head  is 
completely  extended,  the  larynx  is  deprived  of  its  natural 
protectors,  the  base  of  the  tongue  and  the  epiglottis,  and 
swallowing  becomes  either  difficult  or  impossible.  This  ex- 
posure of  the  laryngeal  orifice  is  very  likely  to  lead  to 
abortive  coughing,  attempted  swallowing,  and  numerous 
phenomena  often  erroneously  attributed  to  other  causes, 
and  to  favour^ the  entry  of  foreign  bodies  into  the  larynx. 
There  is  yet  a  third  way  in  which  respiration  may  be 
directly  interfered  with  by  posture,  viz.  by  the  latter 
preventing  free  thoracic  or  abdominal  movement.  Thus,  if 
the   patient   be    placed  in   the  latere -prone   or   prone    posi- 
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tion/  and  if  care  be  not  taken,  the  trunk  weight  may  in  certain 
cases  tell  injuriously  upon  lung-expansion,  and  an  asphyxial 
state  ensue.  Sometimes  this  state  comes  about  so  insidiously 
that  its  true  nature  is  completely  overlooked.  (See  Illustrative 
Case,  No.  41,  p.  477.)  In  cases  in  which  the  diaphragm  is 
much  embarrassed  by  pressure  from  below,  the  purely  dorsal 
posture  may  be  impossible,  at  all  events  until  the  distension 
has  been  relieved,  and  anaesthesia  may  have  to  be  induced 
with  the  patient  in  an  almost  vertical  position.  (See  Illustra- 
tive Case,  No.  17,  p.  394.)  Or,  again,  in  unilateral  empyema 
or  pulmonary  disease,  great  risk  may  be  incurred  by  allowing 
a  deeply  anaesthetised  patient  to  lie  upon  the  sound  side.  Or, 
lastly,  certain  special  postures,  such  as  the  so-called  "litho- 
tomy posture,"  may  so  impede  breathing  that  it  may  be  found 
impracticable  to  operate  with  the  patient  thus  placed.^ 

With  regard  to  circulatory  changes  dependent  upon  posture, 
these  are,  with  rare  exceptions,  secondary  to  respiratory  em- 
barrassment. For  example,  the  latero-prone  or  prone  posture 
rendered  necessary  by  the  performance  of  such  an  operation  as 
laminectomy  may,  more  especially  when  chloroform  is  being 
employed,  gradually  bring  about  a  state  of  asphyxia  (often 
erroneously  regarded  as  "  surgical  shock  "),  and  this  may  easily 
lead  to  pallor  and  pulselessness.  But  a  more  or  less  vertical 
posture  may,  though  only  under  certain  circumstances,  lead  to 
symptoms  of  primary  circulatory  depression.  Given  that  the 
patient's    general    condition    is    satisfactory,  and   that    either 

^  The  late  Dr.  Sheppard  drew  special  attention  to  this  point,  and  his 
observations  are  of  considerable  intei-est  and  value  (see  Brit.  Med,  Joum.y  11th 
July  1891,  p.  68 — **The  Administration  of  Ether  in  Operations  requiring  the 
Lateral  or  Prone  Positions,"  by  C.  E.  Sheppard,  M.D.,  F.R.C.S.).  Pr. 
Shepjmrd  says  :  *'  As  regards  actual  clinical  exi)erience,  I  have  twice  met  with 
cases  where  under  chloroform  an  absolute  cessation  of  respiration  occurred  as 
the  direct  result  of  imj)eded  thoracic  and  abdominal  movement  in  the  semi- 
prone  position  ;  this  was  at  once  rectified  by  simply  replacing  the  patient  in 
the  supine  position,  and  thus  removing  the  mechanical  impediment." 

*^  I  have  known  this  to  occur  in  a  case  of  excision  of  the  rectum,  in  an 
elderly,  obese,  and  breathless  patient.  The  operation  had  to  be  performed  in 
the  lateral  posture.  Mr.  Eve  has  kindly  furnished  me  with  the  notes  of  a  fatal 
case  which  occurred  some  years  ago  at  the  London  Hospital.  The  patient,  a 
man  of  forty-one,  in  a  bad  state  of  health  from  a  neglected  stricture,  was 
ana?sthetised  with  chloroform,  and  whilst  being  placed  in  the  lithotomy  position 
he  suddenly  became  ' '  blue  "  and  ceased  to  breathe.  Mr.  Eve  thinks  that  the 
additional  strain  thrown  upon  the  right  heart  by  raising  the  legs  may  have  had 
a  considerable  share  in  the  production  of  the  syncope. 
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nitrous  oxide  or  ether  is  employed,  primary  syncope  due  to  a 
sittiug  posture  is  not  to  be  apprehended,  even  though  the 
anaesthetic  be  pushed.  With  regard  to  the  vertical  posture 
under  chloroform,  there  can  be  no  doubt  that  whilst  it  is  as 
a  general  rule  best  avoided,  its  risks  have  been  over-estimated. 
We  should  probably  not  be  far  wrong  if  we  said  that  provided 
respiration  be  kept  absolutely  unembarrassed,  and  the  anaesthesia 
be  not  too  profound,  chloi-ofctrAi'  raay  be  -gken  to  sitting 
patients.  Al  the  same  time  it  is  not  wise  to  adopt  this  course, 
except  under  speciat  cilpcuii? stances  (seVf  •pp.'- 93L.an3  'J'ot)); 
for  should  the  circulation  be  feeble  from  pre-ext^rig'  causes, 
or  should  it  becoifte"so*fr<nu  sUrgical  shobk  <)t  too  f>rr<foiihd  an 
anaesthesia,  this  posture  may  lavour^61'  actuaHj'*'leatl''t(J*primary 
syncope.^ 

(6)  Faulty  posture  may,  by  hampered  respiration,  render 
certain  operations  difficult  of  performance.  Thus,  in  abdominal 
section,  exaggerated,  jerky,  or  "  straining "  breathing,  arising 
from  such  causes,  may  greatly  embarrass  the  surgeon.  Or  in 
operations  performed  with  the  patient  in  the  latero-prone  or 
prone  posture,  there  may  be  considerable  and  inconvenient 
venous  engorgement.  But  it  is  in  operations  upon  the  throat, 
nose,  and  upper  air-passages  that  the  question  of  posture  is 
of  paramount  importance  to  the  surgeon,  and  the  reader  is 
referred  to  the  section  dealing  with  these  operations  (p.  148) 
for  further  remarks. 

(c)  .That  posture  during  anaesthesia  may  be  accountable 
for  inconvenient  or  even  dangerous  after-effects  there  can  be 
no  doubt.  In  the  surgery  of  the  upper  air -passages,  for 
example,  a  faulty  position  of  the  patient  may  favour  the 
entrance  of  foreign  bodies,  such  as  extracted  teeth,  blood,  pus, 
etc.,  into  the  larynx,  trachea,  or  bronchi ;  and  affections  of 
these  parts,  possibly  of  a  fatal  character,  may  ensue.  Or  the 
patient  may  be  allowed  to  assume  such  a  position  that  large 
quantities  of  mucus,  saliva,  or  other  fluids  pass  into  the 
stomach   and   subsequently  cause  gastric  disturbances   of  an 

*  Snow  administered  chloroform  to  949  patients  in  the  sitting  posture  and 
without  any  ill  effects.  He  believed  that,  provided  tlie  ordinary  means  were 
adopted  for  the  treatment  of  faintness,  should  it  arise,  there  was  no  great 
objection  to  this  position.  He  met  with  two  or  three  cases,  however,  in  which 
fabtneas  came  on  in  the  sitting  posture  during  recoveiy  from  chloroform. 
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aggravated  character.  Or,  should  faulty  posture  have  kept 
up  an  impaired  state  of  respiration  for  a  considerable  time, 
recovery  from  the  effects  of  the  anaesthetic  will  be  less 
satisfactory  than  under  other  circumstances.  And,  finally, 
the  maintenance  of  the  patient's  body,  legs,  or  arms,  for  any 
great  length  of  time,  in  certain  constrained  positions,  may, 
more  especially^  whep  "iyrijtches,^  straps,  wristlets,  or  other 
appliances  havf  l^irVtls&d^  in[iAg,4bo^t  temporary  or  possibly 
permanent  paralyses,  fyopirinjurie^  Xo  Jiervest\    *       - 

\:   i  :  C2^ -itte JE(|6<*at  wliidi  may ;teB/pr6^iicadhy  the  Opera- 

•  tion'ttdellT-^^If  is  Jiardly^  necessj^ry  .to  point  out  that  the 
usual;  {pheoidii^a':  of  anfesf^^eeja  :  *aay"  t>e:  very  materially 
modrffed**  by 'the' llurglcaK  procedure  for  which  the  anaesthetic 
is  given.  The  respiratory  and  circulatory  changes  thus 
induced  may  be  of  so  slight  and  evanescent  a  character  as  to 
escape  notice ;  or  they  may  be  so  grave  and  persistent  as  to 
threaten  the  life  of  the  patient.  In  many  cases  the  symptoms 
may  so  closely  resemble  those  produced  by  toxic  quantities  of 
the  anaesthetic  that  the  anaesthetist  may  easily  be  misled  as 
to  their  real  significance.  Certain  procedures  will  interfere 
primarily  and  perhaps  exclusively  with  respiration ;  others 
primarily  and  nearly  always  exclusively  with  circulation. 

(a)  Respiratory  Phenomena. — Generally  speaking,  respira- 
tion is  deeper  and  quicker  during  the  performance  of  a  surgical 
operation  than  when  no  such  stimulus  to  the  respiratory 
centres  is  present  (see  p.  47).  Putting  on  one  side,  as 
sufficiently  obvious  in  their  nature,  those  modifications  and 
difficulties  in  breathing  caused  by  surgical  interference  within 
and  about  the  air-passages,  there  remain  certain  interesting 
cases  in  which  respiration  may  become  impeded  or  even 
arrested  as  the  result  of  surgical  procedures  of  a  totally 
different  character.  These  cases  have  already  been  discussed 
(Chap.  III.  p.  47). 

(h)  Circulatory  Phenomena. — To  the  various  forms  of 
circulatory  depression  which  may  be  brought  about  by  the 
operation  itself,  the  term  "surgical  shock"  is  conveniently 
applied.  In  the  first  place,  profuse  or  protracted  haemorrhage 
may  occur,  and  give  rise  to  urgent  or  gradual  symptoms  of 

1  For  further  infoniiation  see  Chap.  XIX.  p.  499. 
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pulse-failure  (see  Illust.  Cases,  No.  42,  p.  483,  and  No.  43, 
p.  483).  Infants,  very  old  persons,  and  anaemic  and  cachectic 
subjects  are  naturally  more  seriously  affected  by  loss  of  blood 
than  more  vigorous  persons.  During  the  removal  of  large  and 
vascular  tumours,  the  excision  of  the  upper  jaw,  and  similar 
cases,  the  anaesthetist  should  narrowly  watch  the  colour  and 
pulse  of  the  patient,  and  should  not  administer  more  of  the 
anaesthetic  than  is  absolutely  necessary.  The  greater  the 
quantity  of  blood  lost,  the  less  will  be  the  quantity  of  anaes- 
thetic required.  Then  we  meet  with  certain  cases,  as  import- 
ant as  they  are  interesting,  in  which,  independcTitly  of  the 
ancRsthetic,  and  independently  too  of  hccmorrhage,  or  of  prolonged 
surgical  interference,  symptoms  of  cardiac  depression,  possibly 
of  an  urgent  character,  make  their  appearanca  Transient 
cardio- inhibitory  efi'ects  at  the  moment  an  incision  is  made 
or  some  other  procedure  carried  out  are  not  uncommon,  more 
specially  during  a  light  anaesthesia  under  chloroform  (see 
p.  347).  In  most  cases  the  effect  upon  the  circulation  is  so 
sUght  that  it  is  not  noticed ;  or,  at  most,  a  passing  pallor  is 
Been.  But  more  grave  symptoms  may  result.  Mr.  Bickersteth 
of  Liverpool  drew  attention,  as  far  back  as  1853,  to  certain 
[jases  in  which  sudden  cessation  of  the  pulse  was  observed  to 
CKXJur  simultaneously  with  the  commencement  of  the  operation^; 
md  other  observers  have  supported  his  contention,  having 
reported  case^  in  which,  moi-e  especially  during  operations 
for  strabismus,  castration,  and  tooth  extraction  under  light 
maesthesia,  sudden  syncope  has  arisen.  I  have  myself  on 
many  occasions  met  with  undoubted  examples  of  reflex  cardiac 

'  See  Edinburgh  Monthly  Journal,  1853,  vol.  xvii.  p.  220 — "On  the  Mode 
>f  Death  from  the  Inhalation  of  Chloroform,"  by  E.  R.  Bickersteth.  Alter 
5i\Tng  some  very  interesting  experiments  and  clinical  observations,  Mr.  Bicker- 
iteth  says:  ''A  peculiar  and  interesting  fact,  and  one  that  I  am  inclined  to 
:hink  may  account  for  many  deaths,  is,  that  in  some  individuals,  when  fully 
mder  the  influence  of  chloroform,  the  pulse  suddenly  fails  at  the  moment  the 
ir^t  incision  is  made  by  the  surgeon,  and  this,  too,  when  the  res[)iration  is 
Jtoget^er  natnraL"  In  support  of  this  opinion  three  striking  cases  are  quoted  ; 
n  all  of  which,  at  the  moment  the  incision  for  amputation  of  the  'thigh  was 
nade,  the  pulse  suddenly  ceased  for  several  seconds.  Two"  of  the  jmtients  were 
oarkedly  emaciated,  and  the  other  was  probably  feeble.  In  one  of  the  eases 
he  countenance  became  deadly  pale,  and  breathing  flagged  during  the  cardiac 
Ifftression  ;  whilst  in  one  of  the  others  the  respiration  was  unaffected,  and  very 
(light  pallor  was  observed. 
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inhibition ;  and  I  believe  that  the  true  nature  of  such  cases 
is  frequently  overlooked.  It  is  difficult  to  say  to  what  extent 
these  reflex  effects  may  be  prevented  by  a  deep  anaesthesia. 
Given  that  consciousness  has  been  destroyed,  so  that  pain 
cannot  be  felt,  the  question  arises  whether  these  reflex 
phenomena  are  more  likely  to  manifest  themselves  during 
the  second  than  during  the  third  stage  of  anaisthetisation. 
It  has  for  many  years  been  taught,  in  accordance  with  the 
theory  referred  to  on  p.  96,  that  surgical  shock  is  most 
likely  to  occur  during  light  anaesthesia,  but  my  own  experience 
leads  me  rather  to  the  opposite  conclusion.  Some  of  the 
worst  cases  of  surgical  shock  that  I  have  seen  have  been  in 
patients  deeply  anaesthetised,  and  I  believe  that  the  reason 
why  the  occurrence  of  this  condition  in  deep  anaesthesia  has 
not  been  more  frequently  noticed  is  that  the  symptoms  have 
often  been  erroneously  attributed  to  other  causes.  Were  the 
risk  of  what  we  now  term  light  anaesthesia  a  tangible  one, 
there  would  be  many  more  cases  of  syncope  than  there  are, 
I  am  not,  of  course,  referring  to  cases  in  which,  through 
ignorance  or  other  causes,  the  patient  actually /e^is  pain.  It 
is  quite  conceivable,  as  in  a  remarkable  case  referred  to  bj 
Lord  Lister,^  that  death  may  take  place  at  the  commencement 
of  an  operation  when  the  patient  is  more  or  less  conscious, 
But  when  the  stage  of  unconsciousness,  excitement,  and  rigiditj 
has  come  on,  the  commencement  of  a  surgical  procedure  will 
almost  invariably  stimulate  rather  than  depress  both  respira- 
tion and  circulation,  although,  as  Illustrative  Case,  No.  48 
p.  486,  shows,  the  reverse  of  this  may  obtain.  Then 
is  another  interesting  argument  in  favour  of  what  may  be 
termed  moderately  deep  as  opposed  to  a  very  deep  ansesthesis 
in  cases  specially  liable  to  cardiac  inhibition,  viz.  that  when 
symptoms  pointing  to  this  condition  have  come  on  during  im 
operation,  the  most  successful  treatment  is  to  lessen  the  deptl 
of  anaesthesia  (see  p.  481).  Of  one  thing  I  am  perfect Ij 
certain — that  it  is  a  mistake  to  recklessly  secure  a  very  pro- 
found anaesthesia  in  all  subjects  with  the  object  of  avoiding 
surgical  shock.  The  proper  course  is  to  be  guided  by  the 
patient's  general  condition,  obtaining  as  deep  an  anaesthesia  aa 

^  Holmes's  System  of  Surgery^  vol.  iii.  p.  600. 
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may  be  safely  induced  for  the  commencement  of  the  operation, 
and  then  tending  rather  to  a  lighter  degree  as  the  operation 
proceeds.  If  patients  be  kept  free  from  all  reflex  phenomena 
during  grave  operations,  they  will  certainly  be  more  prone  to 
become  collapsed  than  if  a  more  rational  and  less  heroic  line 
of  treatment  be  adopted,  for  the  vaso-motor  paralysis  of  pro- 
found narcosis  will  favour  the  accumulation  of  blood  in  the 
splanchnic  area.  Another  interesting  question  in  this  connection 
is  whether  ether  is  more  protective  than  chloroform  against 
cardiac  inhibition.  My  experience  is  certainly  in  favour  of 
this  view ;  for  I  have  notes  of  several  cases  in  which,  during 
the  use  of  chloroform,  symptoms  pointing  to  this  state  have 
arisen,  and  the  patient  has  distinctly  improved  by  substitut- 
ing ether.  In  general  surgical  practice  "  shock "  is  often 
partly  due  to  Iwemorrhage  and  partly  to  cardiac  inhibition, 
the  anaesthetic  having  but  a  small  share  in  the  production  of 
the  symptom^  aave  in  those  cases  in  which  too  deep  an 
anaesthesia  has  been  obtained.  In  some  instances  vaso-motor 
paralysis  undoubtedly  plays  a  conspicuous  part. 

In  Illust.  Cases,  Nos.  44  (p.  484)  and  45  (p.  484),  the 
changes  in  the  circulation  came  on  during  operations  upon 
the  kidney;  in  Nos.  46  (p.  485)  and  47  (p.  486),  during 
long  skin  incisions  for  the  removal  of  the  breast;  in  No.  48 
(p.  486),  during  the  incision  for  a  Syme's  amputation  in  a 
feeble  subject;  in  Nos.  49  (p.  487)  and  50  (p.  488)  during 
operations  in  the  neighbourhood  of  the  vagus  in  the  neck ; 
and  in  No.  52  (p.  489),  in  consequence  of  the  entry  of  air 
into  a  vein.  Although  I  have  never  seen  an  instance  of  the 
kind,  cases  have  been  reported  in  which  syncope  has  taken 
place  during  the  removal  of  fluid  from  the  pleura.  I  have 
notes,  however,  of  one  case  in  which  temporary  cardiac  depres- 
sion took  place  when  a  distended  bladder  was  suddenly 
emptied  in  the  course  of  an  operation  for  vesical  calculus. 

For  further  remarks  on  this  subject  the  reader  is  referred 
to  Chap.  XVIII.  p.  473,  in  which  the  treatment  of  surgical 
shock  during  anaesthesia  is  fully  discussed. 
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A.  OPERATIONS  WITHIN  OB  ABOUT  THE  MOUTH,  N06E, 
PHABTNX,  AND  LABTNX  (EXCLUDING  THE  EX- 
TBACTION  OF  TEETH,   8EPABATEL7  OONSIDEBED) 

Operations  upon  the  Lips,  Cheeks,  Jaws,  Tongae,  Floor 
of  the  Mouth,  Palate,  Tomdls,  Naso-pharjmx,  and  Nose. — 

There  is  no  branch  of  surgery  in  which  the  administration  of 
an  anaesthetic  plays  such  an  important  part  as  it  undoubtedly 
does  in  this.  Twenty  years  ago  delicate  and  prolongetl 
operations  within  the  oral  cavity  were  not  unfrequently 
abandoned  owing  to  want  of  knowledge  as  to  the  principle^ 
upon  which  anaesthesia  should  be  maintained.  But  with  our 
present  methods  it  is  possible  to  safely  and  satisfactorily 
anaesthetise  all  patients  requiring  these  operations,  provideti 
attention  be  paid  to  certain  important  details  which  may  now 
be  conveniently  considered  under  the  following  heads : — 

(1)  The  selection  of  the  anaesthetic  and  the  adjustment  of 
the  depth  of  anaesthesia. 

(2)  The  posture  of  the  patient  and  the  avoidance  of 
asphyxial  complications  from  the  entry  of  blood  into  the  larynx 
and  trachea. 

(1)  Selection  of  Anasthetics ;  Depth  of  Anesthesia. — 
When  the  operation  can  be  performed  within  30  seconds,  a 
single  inhalation  of  nitrous  oxide  (Part  III.  Chap.  IX.)  will 
suffice.  When  a  trifle  longer  anaesthesia — from  30  to  45 
seconds — is  needed,  nitrous  oxide  and  oxygen  (Part  III.  Chap. 
IX.)  may  be  advantageously  chosen.  When  a  total  available 
unconsciousness  of  from  45  seconds  to  5  or  even  10  minutes 
is  required,  a  single  administration  of  ether  (preceded  if  pos- 
sible by  nitrous  oxide  or  A.C.E.  in  order  to  prevent  the 
initial  unpleasantness  of  the  ether)  will  meet  the  case.  "WTieu 
the  operation  is  of  such  a  nature  that  a  more  protracted  un- 
consciousness is  essential,  the  anti^sthesia  thus  induced  by  ether 
should  be  subsequently  maintained  by  means  of  chloroform. 
Some  surgeons  prefer  chloroform  throughout,  or  the  A.C.K.- 
chloroform  sequence,  for  these  operations,  and  there  is  doubt- 
less much  to  be  said  for  this  preference,  particularly  in  cas<'s 
in  which  haemorrhage  may  inconvenience  the  surgeon  (as  i» 
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cleft -palate  and  nasal  operations),  but  there  are  so  many 
advantages  in  the  system  here  recommended  that  I  venture  to 
give  it  the  first  place.  The  particular  operations  which  may 
be  successfully  performed  under  the  above  anaesthetics  and 
sequences  of  ansesthetics  will  appear  in  the  subsequent  parts 
of  this  section.  It  is  only  necessary  at  this  point  to  draw 
attention  to  one  great  advantage  of  ether  in  mouth  and  nose 
operations,  viz.  that  the  patient  can  be  safely  "  charged  up," 
so  to  speak,  by  considerable  quantities  of  its  vapour,  so  that 
when  the  inhaler  is  withdrawn  there  is  not  that  tendency  to 
inconvenient  recovery  during  the  necessary  initial  manipula- 
tions of  the  surgeon  which  is  so  common  when  other  anaes- 
thetics have  been  used.  I  have,  for  example,  on  more  than 
one  occasion,  given  a  patient  so  much  ether  in  the  first  instance 
that  the  surgeon  has  been  able  to  remove  the  tongue  or  upper 
jaw  without  any  more  anaesthetic  being  required.  There  is, 
however,  no  great  point  in  these  single  and  protracted  ether 
administrations ;  for  nothing  can  answer  more  admirably  than 
does  the  ether-chloroform  sequence  (Part  III.  Chap.  XIY.)  in 
this  branch  of  surgery.  Nor  is  there  much  to  l)e  gained  by 
repeated  reapplications  of  ether  in  mouth  and  nose  cases, 
although  this  system  may  be  safely  adopted  if  desired.  The 
ether-chloroform  sequence  is  seen  to  its  best  advantage  when 
the  chloroform  anaesthesia  is  only  moderately  deep,  and  it  is 
precisely  this  form  of  anaesthesia  which  should  be  maintained 
in  most  operations  of  this  group.  With  regard  to  the  point  at 
which  the  change  from  ether  to  chloroform  should  be  effected, 
it  may  be  said  that,  putting  exceptional  cases  on  one  side,  the 
best  plan  is  to  proceed  as  follows: — (1)  To  place  the  patient 
deeply  under  ether;  (2)  to  suspend  the  ether  administration 
and  to  allow  a  slight  tendency  towards  recovery,  i.e.  the  re- 
appeaitince  of  slight  conjunctival  reflex,  cough,  or  swallowing ; 
(3)  to  subdue  this  tendency  by  cautiously  administering  chloro- 
form :  (4)  to  allow  the  operation  to  begin  as  the  reflexes  again 
disappear;  and  (5)  to  keep  up,  from  this  point,  only  a 
moderately  deep  chloroform  anaesthesia.     The  late  Mr.  J.  Mills  ^ 

*  Laurel,  14th  December  1878.  p.  839.  Mr.  Mills  found,  and  I  can  cor- 
roborate his  statement,  that  it  is  not  always  easy  to  keep  up  anjesthesia  by 
this  means  in  alcoholic  subjects. 
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was,  I  believe,  the  first  to  use  Junker's  inhaler  (p.  315)  fi>r 
maintaining  chloroform  anaesthesia  in  these  cases.  Before 
changing  to  chloroform,  the  anaesthetist  should  ascertain 
whether  respiration  is  taking  place  through  the  mouth  or  nose. 
It  is  obviously  next  to  useless  to  insert  the  tube  of  Junker's 
apparatus  into,  or  place  lint  sprinkled  with  chloroform  over  the 
mouth,  when  respiration  is  taking  place  through  the  nose. 
Generally  speaking,  it  is  best  to  pass  a  flexible  silk  catheter  of 
fairly  large  bore  through  the  anterior  nares  so  that  its  free 
end  may  be  felt  just  beyond  the  soft  palate.  It  is  easier  to 
maintain  anaesthesia  by  this  means  than  by  the  use  of  a  mouth 
tube.  Should  the  anaesthetist  prefer  the  latter  (p.  320)  he 
must  be  careful  to  see  that  respiration  is  oral,  and  if  necessar}' 
the  anterior  nares  should  be  plugged  with  lint.  As  r^ards 
the  depth  of  anaesthesia  during  the  chloroformisation,  it  may 
be  said  that,  putting  aside  such  delicate  operations  as  those  for 
cleft-palate,  slight  phonation,  occasional  cough,  and  frequent 
swallowing  movements  are  to  be  encouraged,  provided  they 
be  not  accompanied  by  movement.  Towards  the  end  of  these 
operations,  however,  when  much  blood  has  been  lost,  verj' 
little  of  the  anaesthetic  will  be  required.  As  a  rule,  the 
greater  the  haemorrhage  the  lighter  should  be  the  auiesthesia. 

When  the  actual  or  the  galvano-cautery  has  to  be  used, 
ether  must  be  avoided  owing  to  the  inflammable  character  of  its 
vapour.  There  is,  however,  no  objection  to  placing  the  patient 
under  ether  and  then  changing  to  chloroform,  but  the  cautery 
should  not  be  used  till  two  or  three  minutes  after  the  change. 
Deep  antesthesia  is  needed  in  order  to  ensure  perfect  quietude. 

(2)  Posture ;  Avoidaiice  of  Blood  entering  the  Laiynx  and 
Trachea. — A  smooth  and  successful  anaesthesia  can  only  be 
secured  in  cases  of  this  group  by  careful  attention  to  the 
posture  of  the  patient.  In  addition  to  the  remarks  which 
have  already  been  made  upon  this  subject  (p.  138),  there  are 
certain  special  considerations  which  apply  to  mouth,  nose,  autl 
throat  operations.  The  following  are  the  postures  in  which 
these  operations  may  be  and  are  performed : — 

(i.)   The  dorsal,  with  the  head  neither  flexed  nor  extended ; 

(ii.)  The  dorsal,  ivith  the  head  completely  extended  over  the 
end  of  the  table  or  coicch  ; 
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(iii.)   The  dorsal,  with  the  head  turned  to  ane  side  ; 

(iv.)   The  dor  so-lateral,  ivUh  oiie  shmUder  raued,  and  with 
the  head  turned  to  the  opposite  side ; 

(v.)   The  purely  lateral ; 

(vi.)   The   lutero-prone,  with   the  fa/ie  pointing  downwards 
towards  the  floor  ; 

(vii)   The   semi-recumbent  or  ''propped  up''  posture,  with 
the  head  in  the  body  axis,  i.e.  neither  flexed  nor  extended  ; 

(viiL)   The  semi-recunibent  or  '*  pt^opped  up  "  posture,  with  the 
head  extended  over  the  pillow  ; 

(ix.)   The  sitting  ; 

(x.)   The  "  bent  forwards  " ;  and 

(xi.)   Trendelenburg's  posture. 

Most  of  these  are  figured  on  p.  138.  If  posture  (i.)  be 
adopted,  care  must  be  taken  to  have  at  hand  several  small 
coarse  sponges,  unattached  to  holders,  for  keeping  the  fauces 
free  from  blood ;  the  anaesthesia  should  not  be  profound ;  and 
if  the  haemorrhage  be  excessive,  the  head  must  be  frequently 
turned  to  one  side.  Posture  (ii.)  is  in  my  opinion  and 
experience  open  to  much  objection.  It  renders  swallowing 
and  coughing  difficult  or  impossible  ;  it  increases  the  haemorrhage 
by  retarding  the  flow  of  venous  blood  from  the  head ;  and  if 
the  nasal  channels  be  blocked,  it  does  not  always  provide  that 
free  drainage  for  blood  which  is  the  main  object  of  the  posture. 
If  it  be  adopted,  the  anaesthesia  should  be  deeper  than  is 
advisable  in  other  postures ;  otherwise  inconvenient  and  abortive 
attempts  at  swallowing  and  coughing  may  complicate  the  case. 
Posture  (iii.)  is  not  nearly  so  satisfactory  as  posture  (v.). 
^ing  that  in  each  case  the  head  is  on  the  side,  there  is  no 
advantage  in  the  body  being  supine.  In  other  words,  if  the 
operator  can  operate  with  the  head  on  the  side,  the  trunk 
should  be  placed  upon  the  side  also.  Some  surgeons  ^  favour 
the  fourth  posture,  especially  for  cases  in  which  it  is  important 
that  a  good  view  of  the  palate,  tongue,  or  fauces  should  be 
obtained,  and  it  is  certainly  very  useful  when  the  purely  lateral 
posture  would  be  inconvenient.  Of  all  postures,  however,  the 
lateral  is  undoubtedly  the  best  so  far  as  the  anaesthetist  is  con- 

'  Mr.   Stanley  Boyd  employs  this  posture  for  operations  upon  the  jaws, 
tongue,  and  naso-pharynx. 


150  AKiESTHETICS  chap. 


cerued.  The  patient  should  be  placed  strictly  upon  his  side, 
with  his  legs  flexed  and  with  one  cheek  resting  on  the  pillow, 
the  open  mouth  being  turned  so  that  it  directly  faces  a  window. 
Owing  to  the  facility  with  which  all  blood  flows  out  of  the 
mouth,  sponging  is  generally  unnecessary  ;  and  it  is  possible  to 
keep  up  a  deep  and  uninterrupted  amesthesia  throughout  by 
means  of  Junker's  inhaler.  The  next  posture  (vi.)  is  usually 
inconvenient  to  the  surgeon,  and  has  no  advantage  over  the 
purely  lateral.  Of  the  two  semi-recumbent  or  "  propped  up  " 
postures  (vii.  and  viii.)  that  in  which  the  head  is  not  extended 
is  the  better,  but  both  are  open  to  considerable  objection  from 
the  anaesthetist's  point  of  view,  for  when  patients  are  thus 
placed,  all  blood  must,  of  necessity,  drain  backwards,  and  turn- 
ing the  head  to  one  side  does  not  permit  the  blood  to  escape 
as  it  would  if  the  patient  were  flat  So  far  as  the  surgeon  is 
concerned,  posture  (viii.)  is  an  admirable  one  in  tongue,  jaw, 
and  other  cases ;  but  it  is  practically  impossible  for  the 
anaesthetist,  however  skilled  he  may  be,  to  maintain  that 
unembarrassed  form  of  anaesthesia  which  may  be  depended 
upon  in  other  postures.  With  regard  to  (ix.),  the  sitting' 
posture,  there  can  be  no  doubt  that  for  many  rhinological  ami 
other  operations  of  this  group  it  is,  from  the  operator's  stand- 
point, exceedingly  convenient.  It  is  imiversally  admitted  that 
there  is  no  risk  of  administering  nitrous  oxide  or  ether  to 
sitting  patients,  but  the  question  arises.  Are  we  justified  in  em- 
ploying chloroform  ?  I  think  the  proper  answer  to  this 
question  is  to  be  foimd  in  the  following  considerations,  viz.  (1) 
that  it  is  certainly  imwise  for  any  one  to  administer  chloro- 
form ai  initio  to  patients  thus  placed,  although  there  are 
certain  exceptional  cases  in  which  this  plan  must  be  followed  ^ ; 
(2)  that  unless  the  administrator  has  had  a  large  experience  in 
giving  anaesthetics,  it  is  not  advisable  for  him  to  give  any  other 
anaesthetic  than  nitrous  oxide  or  ether  to  sitting  patients ;  but 
that  (3),  provided  the  anaesthetist  be  thoroughly  experienced, 
thei^  is  no  objection  to  his  first  placing  a  sitting  patient  well 
under  ether  in  the  manner  already  described  (p.  147)  and  con- 
tinuing the  ancpsthesia  by  means  of  chloroform.  In  conduct- 
ing such  cases  the  anaesthetist  must  keep  the  patient's  head,  as 

*  As  in  operating  for  lar3mgeal  gro\vth8  in  children.     See  p.  160. 
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far  as  possible,  in  a  line  with  the  body ;  he  must  maintain 
only  a  moderately  deep  anaesthesia ;  and  should  htemorrhage 
be  free,  he  must  either  tilt  the  patient's  head  and  body  for- 
wards from  time  to  time,  or  see  that  the  blood  is  removed  by 
frequent  sponging.  The  "  bent-forwards  '*  posture  (x.)  may  be 
employed  when  the  natural  or  artificial  nail  is  used  for  remov- 
ing post-nasal  vegetations.  The  patient  is  first  placed  under 
ether  in  the  dorsal  or  sitting  posture,  and  bent  forwards  during 
the  scraping  process.  Sir  William  Dalby  ^  advocates  this 
position,  and  it  certainly  has  the  merit  of  preventing  blood 
from  embarrassing  respiration  :  but  as  this  can  be  equally  well 
accomplished  in  the  lateral  posture,  this  is  generally  pre- 
ferred by  surgeons.  The  last  posture  (xi.)  to  be  considered 
is  that  known  as  Trendelenburg's.  Its  advantage  in  these 
cases  is  that  it  provides  for  the  flow  of  blood  away  from 
the  larynx,  but  it  has  the  drawback  that  it  undoubtedly 
favours  hsemorrhaga  It  is,  however,  useful  in  hare-lip  cases 
in  children  ;  and  some  surgeons  speak  well  of  it  for  cleft-palate 
operations.'^ 

The  entry  of  blood  into  the  larynx  and  trachea  during 
these  opei-ations  may  be  easily  avoided  by  attention  to  the 
following  simple  rules: — (a)  When  practicable,  the  posture 
should  be  such  that  blood  can  easily  flow  out  of  the  mouth ; 
(b)  the  head  should  be  kept,  as  far  as  possible,  in  a  line 
with  the  body,  so  that  coughing  and  swallowing  movements 
may  efiectually  take  place  ;  (c)  the  anaesthesia  should  not  be  too 
profound,  otherwise  the  pharyngeal  and  laryngeal  reflexes  will 
be  abolished ;  and  (d)  the  anaesthetist  should  have  at  hand 
several  small,  round,  coarse  sponges  unattached  to  holders,  so 
that,  in  the  event  of  it  being  impracticable  to  adopt  a  posture 
favourable  for  the  escape  of  blood,  this  fluid  may  be  repeatedly 
removed  by  sponging.  The  cases  in  which  asphyxial  com- 
pUcations  from  blood  are  most  to  be  feared  are  those  in  which 
the  larynx  has  become,  during  the  course  of  chronic  throat  or 
nose  disease,  comparatively  insensitive.  In  such  cases  coughing 
and  swallowing  may  not  take  place  even  during  a  comparatively 

1  *'  Adenoid  Growths  in  the  Pharynx,"  Litnaf,  Oct.  1886,  p.  618. 
*  Keen  of  Philadelphia  advises  this  jwsture  for  oj>eratiou8  upon  the  naso- 
^huynx  (Annah  of  Surgen/f  1897,  p.  97). 
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light  anaesthesia,  and  if  the  posture  be  faulty  a  moist  expiratory 
rale  will  become  audible,  indicating  that  blood  is  present  in 
the  larynx.  The  treatment  of  this  condition  is  considered  on 
p.  452.  For  operations  in  the  dorsal,  the  semi-i-ecumbent, 
and  the  sitting  postures,  a  widely -opening  Mason's  gag 
(Fig.  7,  p.  198)  generally  answers  well  enough;  and  one  fitted 
with  tubes  for  transmitting  chloroform  vapour  may  be  employed 
if  desired.  But  when  the  lateral  or  latero-prone  posture  is 
employed  a  Mason's  gag  may  be  out  of  the  question,  and  it  is 
best  under  these  circumstances  to  insert  a  dental  mouth-prop 
(Fig.  13,  p.  201)  between  the  teeth  or  gums  of  the  side  next 
the  pillow;  to  employ  the  long  screw-gag  shown  in  Fig.  44, 
p.  322  ;  or  the  little  appliance  of  Fig.  45,  p.  323.  Difficulty 
may  often  be  experienced  in  maintaining  breathing  with  the 
mouth  widely  open,  for  the  tongue  may  be  thus  thrown 
against  the  pharyngeal  wall.  By  forcing  the  chin  away  from 
the  sternum  and  relaxing  the  gag  slightly,  such  difficulties 
usually  disappear.  A  very  small  Mason's  gag  is  essential  for 
children,  and  generally  answers  better  than  any  other  for 
operations  upon  the  palate.  After  operations  of  this  group 
the  gag  should  be  relaxed,  but  not  removed  till  distinct  signs 
of  recovery  take  place. 

In  operations  upon  the  lips  and  cheeks  the  lateral  or 
dorso-lateral  posture  will  give  the  best  results.  The  "  propped 
up"  position,  with  the  head  extended,  is  likely  to  lead  to 
difficulties.  For  hare-lip  operations  the  infant's  body  should 
either  be  placed  in  Trendelenburg's  posture  or  it  should  be 
semi -inverted  by  means  of  pillows,  chloroform  anaesthesia 
being  kept  up  either  by  pumping  the  vapour  through  the  tube 
of  a  Junker's  inhaler  held  several  inches  away  from  the  mouth, 
or  by  a  Skinner's  mask  or  lint  held  horizontally  above  the  site 
of  operation.  It  is  well  to  keep  a  finger  upon  the  radial  pulse 
in  these  cases,  unless  other  indications  are  present  as  to  the 
depth  of  anaesthesia. 

For  operations  upon  the  jaws  the  lateral  or  dorso-lateral 
posture  is  again  to  be  recommended.  I  have  on  more  than 
one  occasion  known  the  superior  maxilla  to  be  removed  from 
a  patient  lying  upon  the  side  without  it  being  once  necessary  to 
sponge  out  the  fauces.    Operations  upon  the  antrum  are  certainly 
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conveniently  performed  with  the  patient  lying  upon  his  non- 
affected  side  in  the  strictly  lateral  posture  facing  a  good  light. 
The  mouth  should  he  kept  slightly  open  by  means  of  one  of 
the  dental  mouth-props  shown  in  Fig.  13,  p.  201,  or  by  the 
chloroform  prop  of  Fig.  45,  p.  323,  as  Mason's  gag  is  inappli- 
cable. When  the  prop  has  been  inserted  the  operation  may  be 
b^;un,  and  if  swallowing  and  slight  coughing  be  not  abolished, 
sponging  will  be  rarely  if  ever  needed  even  though  haemorrhage 
be  very  firee.  There  is  often  a  good  deal  of  bleeding  in  these 
eases,  and  if  the  dorsal  posture  be  adopted  difficulties  will 
almost  certainly  arise. 

For  operations  upon  the  tongae  the  lateral  or  latero-prone 
posture  is  the  best,  although  the  "  propped  up  "  position  is  still 
used  by  many  surgeons.  Deep  anaesthesia  should  be  secured, 
as  already  indicated,  before  the  gag  and  nose  tube  are  inserted. 
When  the  first  part  of  the  operation  consists  of  tying  the 
lingual  arteries  or  removing  affected  glands,  the  anaesthetist's 
task  will  be  easier  than  under  other  circumstances ;  for  there 
will  be  no  inconvenient  tendency  for  the  patient  to  recover 
from  the  effects  of  the  anaesthetic  during  the  insertion  of  the 
gag,  etc.  When  a  considerable  portion  or  the  whole  of  the  tongue 
has  been  removed,  the  breathing  may  become  embarrassed  by 
the  stump  of  the  tongue  and  epiglottis  covering  the  opening 
of  the  larynx.  Many  surgeons  follow  the  plan  of  passing  a 
ligature  through  the  base  of  the  org£in  and  epiglottis  before 
excision,  in  order  to  avert  this  danger;  and  the  anaesthetist 
will  probably  be  excused  for  suggesting  the  precaution,  should 
it  have  been  omitted.  In  connection  with  these  operations  it 
may  be  well  to  say  a  few  words  as  to  the  advisability  of 
tracheotomy,  for  the  anaesthetist  may  be  consulted  upon  this 
point.  Generally  speaking,  this  measure  is  unnecessary  if  the 
lateral  posture  be  adopted.  But,  should  the  patient  display 
any  considerable  embarrassment  in  breathing  when  the  mouth 
is  first  opened  to  the  requisite  extent  by  the  gag,  it  is,  as  a 
rule,  advisable  to  open  the  trachea  at  this  juncture,  for  such 
embarrassment  to  breathing  will  be  liable  to  increase  during 
the  course  of  the  case. 

In  staphylorrhaphy  and  other  operations  upon  the  palate 
the  administration    of   ether    before   chloroform   is,   by  some 
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surgeons,  regarded  as  open  to  objection  owing  to  the  incon- 
venient haemorrhage  which  may  result.  To  meet  this  objec- 
tion the  A.C.E.  mixture  may,  if  desired,  be  used  to  precede 
chloroform,  or  the  latter  may  be  employed  throughout.^  The 
advantages  of  initial  etherisation  are,  however,  as  great  iii 
these  cases  as  in  others  of  the  group,  so  that,  unless  special 
circumstances  be  present,  the  "  gas  "-ether-chloroform  or  the 
A.C.E.- ether -chloroform  sequence  may  be  advantageously 
chosen.  The  dorso- lateral  posture  with  the  head  slightly 
extended  answers  very  well.  Many  operators,  however,  require 
the  patient  to  be  placed  in  the  semi-recumbent  position  with 
the  head  thrown  back.  Generally  speaking,  the  anaesthesia 
must  be  profound  in  order  to  avoid  retching,  coughing,  or 
movement.  But  in  the  earlier  stages  of  staphylorrhaphy,  when 
haemorrhage  is  free,  it  is  usually  advisable  to  maintain  only  a 
moderate  degree  of  anaesthesia.  One  advantage  of  the  dorso- 
lateral posture  is  that  the  head  can  be  occasionally  turned 
well  to  the  side  for  the  escape  of  blood,  should  bleeding  be 
profuse.  In  the  later  stages  of  the  operation,  when  the 
sutures  are  being  introduced,  deep  anaesthesia  may  be  again 
produced.  It  is  necessary  to  watch  the  pulse  in  most  cases 
whilst  working  with  a  very  profound  narcosis.  The  effect  of 
the  chloroform  upon  the  circulation  may  be  the  chief  guide  U) 
the  anaesthetist.  Considerable  cyanosis,  with  pallor,  half-open 
lids,  and  coldness  of  the  face  and  extremities  are  common 
accompaniments  of  the  anaesthesia. 

I  have  administered  anaesthetics  for  the  removal  of  the 
tonsils  in  all  possible  ways,  and  the  following  I  believe  to  be 
the  best.  The  patient  is  placed  in  the  dorsal  posture,  and 
ether  is  administered,  preceded  by  nitrous  oxide  or  the  A.C.E. 
mixture,  till  the  conjunctivae  have  been  insensitive  for  some 
minutes.  He  is  then  propped  up,  almost  vertically,  by  means 
of  pillows ;  his  mouth  is  opened  by  a  Mason's  gag ;  and  his 
head  adjusted  so  that  a  good  view  is  obtained  by  the  surgeon. 
Or  if  preferred  the  sitting  posture  may  be  adopted  from  the 

>  Mr.  William  Rose  (Chi  Hare-lip  and  Cleft -palate,  1891,  pp.  106,  106) 
gives  some  excellent  directions  for  the  regulation  of  the  anesthetic.  Mr.  Ro** 
advocates  the  use  of  chloroform  throughout  for  these  cases  ;  and  urges  that  it  'v» 
best  administered  upon  a  towel  drawn  through  a  safety-pin.  He  objects  to  any 
nasal  or  buccal  tubes  for  the  administration. 
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commencement,  and  "  gas  and  ether  "  given.  When  the  tonsils 
liave  been  removed  the  head  may  be  bent  forwards  for  the 
escape  of  blood.  Should  more  anaesthetic  be  needed,  the  ether 
inhaler  may  be  safely  reapplied  if  the  head  be  vertical  or  bent 
forwards  and  the  gag  be  in  situ ;  or,  as  already  mentioned, 
chloroform  may  be  substituted.  Many  operators  prefer  nitrous 
oxide,  the  anaesthesia  of  which  is  l»est  obtained  by  administering 
the  gas  with  oxygen  (p.  251).  In  this  event  one  of  the  mouth- 
props  of  Fig.  13,  p.  201,  should  be  first  inserted  and  "gas  and 
oxygen "  given  as  for  a  dental  operation.  The  removal  of 
tonsils  under  ether  is  exemplified  in  Illustrative  Case,  No.  24, 
p.  416. 

The  part  played  by  the  anaesthetist  in  operations  for  the 
removal   of   post-nasal    adenoid   growths    is   one   of  no   small 
importance :  and  as  the  most  divergent  views  exist  not  only 
with  regard  to   the  means  which  should  be  adopted  for  in- 
ducing and  maintaining  anaesthesia,  but  as  to  the  posture  in 
which  patients  should  be  placed,  the  subject  deserves  special 
consideration.     With  the  actual  surgical  details  of  the  opera- 
tion we  are  not,  of  course,  concerned.     It  may  be  said,  how- 
ever, that  from  the  anaesthetist's  point  of  view  surgeons  divide 
themselves  into  two  classes — those  who  perform  the  operation 
as  quickly  as  possible ;  and  those  who  see  no  necessity  for,  or 
advantage   in,  this  rapidity.     It   would   be   out   of  place   to 
express  an  opinion  on  the   respective    merits  of   these   two 
schools,  but  speaking  purely  as  an  anaesthetist,  I  must  confess 
that  the  deeper  and  more  persistent  anaesthesia  required  by 
the   latter    system    is  more    in    harmony    with    the    general 
principles    which    should    guide    us.       It    is    certainly    more 
satisfactory  to  the  administrator  of  the  anaesthetic  to  rapidly 
induce   insensibility   and   to  maintain  this  condition  till  the 
operation  is  completed  (which  can  be  done  with  safety)  than 
to  adopt  methods  which  may  favour  the  occurrence  of  scream- 
ing, inconvenient  movement,  and  other  unpleasant   or  even 
distressing  symptoms.     It  is  only  fair,  however,  to  admit  that 
the    transient    and    light    anaesthesia  which   many    surgeons 
prefer  has  the  advantage  of  leaving  the  patient  with  little  or 
no  after-effects.    But  the  inconvenience  of  this  partial  narcosis, 
and   the  distress   to  the  friends  which  it  may  occasion,  are 
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certainly,  to  my  mind,  open  to  great  objection.  Were  there 
any  real  danger  in  keeping  up  a  proper  degree  of  anaesthesia, 
the  whole  6U3pect  of  the  question  would  be  changed,  but  this  is 
not  so  when  proper  principles  are  followed  and  the  administra- 
tion is  skilfully  conducted.  The  selection  of  the  anaesthetic- 
will  necessarily  largely  depend  upon  whether  the  operation  is 
to  be  of  the  rapid  or  the  deliberate  kind.  If  the  former,  a 
single  administration  of  nitrous  oxide  (preferably  mixed  with 
oxygen)  may  be  all  that  the  surgeon  needs ;  or  nitrous  oxide 
supplemented  by  a  short  inhalation  of  ether  may  meet  his 
requirements ;  or  a  short  administration  of  chloroform,  A-C.E, 
or  ether  may  be  conducted  till  the  signs  of  surgical  anaesthesia 
manifest  themselves,  when  the  operation  may  be  begun.  In 
the  case  of  nitrous  oxide,  either  a  small  dental  mouth-prop 
should  be  placed  between  the  teeth  during  the  inhalation,  so 
that  no  delay  need  arise  in  subsequently  opening  the  mouth 
by  the  Mason's  gag,  or  the  Doyen's  gag  shown  in  Fig.  25, 
p.  264,  may  be  inserted  before  the  inhalation  commences.  For 
the  deliberate  and  more  lengthy  operations,  the  plan  I  usually 
adopt  is  to  administer  nitrous  oxide  and  ether  till  the  patient 
has  just  lost  his  corneal  reflex  ;  a  Mason's  gag  is  then  inserted ; 
the  operation  is  begun ;  and  should  further  anaesthesia  be 
desired,  it  is  maintained  by  pumping  in  chloroform  vapour 
through  an  oml  tube,  the  patient  being  kept  just  sufficiently 
"  under"  to  cough  and  swallow.  For  children  under  four  or  five 
yeai-s  I  use  the  C.E.-chloroform  sequence,  or  give  chloroform 
throughout.  Whenever  possible,  however,  nitrous  oxide  should 
be  given,  £is  it  prevents,  or  rapidly  cuts  short,  all  crying  or 
struggling — an  important  consideration  when  relatives  are 
near.  The  best  plans  of  giving  "  gas  and  ether "  to  children 
and  adults  are  described  respectively  on  pp.  404  and  407. 
With  regard  to  the  vexed  question  of  posture  the  reader  is 
referred  to  what  has  been  said  above  (p.  149).  The  purely 
dorsal  posture,  although  regarded  by  many  as  dangerous,  is  in 
reality  a  good  one  provided  the  depth  of  anaesthesia  be  ad- 
justed as  just  recommended ;  that  blood  be  repeatedly  sponged 
away  by  small,  coarse,  unattached  sponges  ;  and  that,  should 
haemorrhage  be  excessive,  the  head  be  turned  occasionally  to 
the   side   for   drainage.     The  dorsal   posture  with   the   head 
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extended  over  the  end  of  the  table,  although  popular,  is  not  as 
satisfectory  as  other  positions  (p.  150).  The  dorso- lateral 
posture,  with  one  shoulder  raised  and  with  the  head  turned  to 
one  side  and  slightly  extended,  is  employed  by  many  surgeons, 
and  is  certainly  preferable  to  the  last  mentioned.  The  semi- 
recumbent  or  "  propped  up "  posture  with  the  head  neither 
flexed  nor  extended  is  not  a  good  one,  for  reasons  already  given 
(p.  150).  The  "propped  up  "  posture  with  the  head  extended 
is  so  unsatisfactory  that  nothing  need  be  said  about  it.  There 
are,  however,  certain  points  in  favour  of  the  sitting  posture  in 
these  cases.  It  is  certainly  a  very  convenient  one  for  the 
surgeon ;  and  so  long  as  the  principles  already  laid  down  (p. 
151)  are  followed,  a  skilful  anaesthetist  will  be  able  to  steer  his 
patient  perfectly  through  even  a  protracted  operation.  Tlie 
"  bent-forwards  "  position  is  only  applicable  under  the  circum- 
stances already  referred  to  on  p.  151.  And  Trendelenburg's 
position  is  open  to  the  objection  that  it  is  inconvenient  to  the 
surgeon,  and  is  liable  to  lead  to  unusual  haemorrhage.  What- 
ever posture  be  adopted,  the  patient  should,  immediately  the 
operation  is  finished,  be  placed  upon  his  side  with  the  mouth 
dightlf/  opened  by  a  Mason's  gag :  and  he  should  not  be  left 
until  distinct  evidences  of  recoveiy  are  present. 

In  all  nasal  operations,  such  as  those  for  removal  of  nasal 
pdyid,  the  turbinated  bodies,  ''spurs,"  etc.,  it  is  a  good  plan  to 
have  the  mouth  slightly  or  widely  opened  by  a  gag,  not  only 
because  of  the  greater  ease  by  which  a  chloroform  tube  may, 
if  required,  be  passed  to  the  back  of  the  throat,  but  because  of 
the  facility  afforded  for  sponging  away  blood  when  necessary. 
Patients  requiring  operations  within  the  nSrSal  cavities  often 
possess  a  partially  or  wholly  occluded  nasal  air-way ;  and  in 
such  patients  it  is  a  good  plan  to  place  a  little  mouth-prop 
(Fig.  10,  p.  199)  between  the  teeth  before  commencing  the 
administration.  This  is  particularly  important  in  muscular 
subjects,  in  whom  masseteric  spasm  is  likely  to  be  pronounced. 
For  several  years  I  have  been  in  the  habit  of  giving  anaesthetics 
for  these  operations  with  the  patients  in  the  sitting  posture, 
and  with  very  satisfactory  results.  It  must  be  borne  in  mind, 
however,  that  considerable  practice  is  necessary  before  attempt- 
ing this   procedure,  and  in  the   absence   of    that  experience 
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the  lateral,  dorso- lateral,  or  the  dorsal  posture  should  be 
chosen.  Very  free  haemorrhage  may  be  met  with  after  the 
removal  of  the  turbinated  bodies  or  "  spurs,"  so  that  special 
care  must  be  taken  to  avoid  blood  entering  the  larynx  (p. 
152). 

For  all  other  operations  within  and  about  the  naso- 
pharynx and  pharynx,  such,  for  example,  as  those  for  the 
removal  of  naso-pharsrnireal  polsrpi  or  tumours  of  the  epiglottis, 
the  anaesthetist  should  proceed  as  has  been  above  indicated, 
employing  the  lateral  or  dorso  -  lateral  posture  whenever 
possible,  and  regulating  the  depth  of  anaesthesia  as  described. 

Operations  within  and  upon  the  Larynx  and  Trachea. — 
The  administration  of  anaesthetics  for  these  operations  is  often 
a  rather  anxious  task,  because  of  the  condition  of  the  patient 
at  the  time.  Speaking  generally,  chloroform,  or  some  mixture 
containing  chloroform,  is  preferable  to  ether.  But  unless 
marked  difficulty  in  breathing  exist,  a  small  quantity  of  ether, 
as  in  the  A.C.E.-ether-chloroform  sequence,  is  advantageous 
early  in  the  administration.^ 

For  such  operations  as  partial  or  complete  excision  of  the 
larsmx,  thyrotomy  for  the  removal  of  larsmgeal  growths,  etc.,  the 
surgeon  usually  first  performs  tracheotomy,  employing  a  Hahn's 
or  Trendelenburg's  tube  with  the  object  of  preventmg  blood 
passing  from  the  larynx  to  the  trachea.  In  my  exi>erience 
Trendelenburg's  plan  of  cutting  off  communication  with  the 
trachea  by  the  distension  of  a  small  air-ball  round  the  trache- 
otomy tube  has  given  the  best  results.  In  one  or  two  cases  I 
have  known  the  sponge  surrounding  the  Hahn's  tube  to  allow 
the  passage  of  blood  from  above  downwards.  But  whichever 
plan  be  chosen,  it  is  certainly  a  mistake  to  adapt  to  the 
tracheotomy  tube  the  long  flexible  tube  and  funnel  generally 
supplied  for  maintaining  amesthesia;  for  the  additional  tube 
greatly  impedes  breathing  and  tends  to  become  choked  by 
blood  and  mucus.  The  simplest  plan  is  to  maintain 
anaesthesia  by  a  Junker's  apparatus,  employing  a  small  silk 
catheter,  the  end  of  which  is  passed  a  short  distance  down 
the    tracheotomy    tube.       Apnoeic    pauses    and     almost     ini- 

*  Mr.  Hutlin,  whose  expenence  in  these  operations  is  very  large,  holds  this 
view. 
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perceptible  breathing  are  commonly  met  with  immediately 
after  the  introduction  of  the  tracheotomy  tube.  It  is  ad- 
visable to  keep  up  as  deep  an  anaesthesia  as  possible  in 
order  to  prevent  reflex  cough  and  movement.  Some  surgeons 
employ  an  ordinary  tracheotomy  tube  in  these  cases  and 
insert  a  small  sponge,  directly  the  larynx  has  been  opened, 
in  such  a  way  as  to  prevent  blood  passing  towards  the 
trachea.  There  are  practically  *6ri\y  t^Aro'  pastures  available 
for  these  operations — the 'dofsarKwiWthd  "shoulders  slightly 
raised  ard*  t^ie'  £ead'*  sbmdwhat*^  ^y:tended,/  niK^-.tltaU  .of 
Trendelenburg, '£tlffead>  'referral  toV  "  T-he!  fbtn?er,:VhJfc^  Js 
generally  chosen,  13  *iit)f>  -a  gorrd  one  "Trom  ,  the  ,  ^iji^thetist's 
point  of  view;  foi*  shoUfd  the  patient's  ^eaihjiig.- Eay^  been 
embarrassed  before  the  administration,  this  embarrassment 
may  increase  to  such  a  degree  when  the  head  is  thrown  back 
that  anything  like  complete  extension  may  be  impracticable 
The  convenience  of  the  anaesthetist  must,  however,  give  way 
to  that  of  the  surgeon. 

When  Trendelenburg's  posture  is  employed,  precautions 
against  blood  entering  the  trachea  need  not  be  taken,  and 
chloroform  ana^thesia  can  be  very  efficiently  kept  up  with- 
out in  any  way  interfering  with  the  manipulations  of  the 
surgeon,  by  holding  a  Skinner's  mask,  well  charged  with 
chloroform,  horizontally  and  directly  above  the  site  of  opera- 
tion.^ The  neck  being  at  about  an  angle  of  45°,  the  operator 
will  have  no  difficulty  in  working  under  the  horizontally- 
placed  mask,  the  side  of  which  will  touch  the  patient's 
sternum. 

Although  intra-larsmgeal  operations  are  now  generally 
performed  under  cocaine,  it  is  necessary  to  administer  a 
general  anaesthetic  in  the  case  of  children ;  and  no  other 
agent  than  chloroform  is  applicable.  The  child  should  be 
carefully  anaesthetised  in  the  dorsal  posture,  and  when 
moderately  deep  anaesthesia  has  been  secured,  placed  in  a 
chair  with  the  head  very  slightly  thrown  back.  A  Mason's 
gag  is  next  inserted,  the  mouth-tube  of  Junker's  inhaler  intro- 

^  I  have  assisted  Mr.  Eve  at  several  of  these  o})erations  iu  which  he  ha8 
|>laced  his  |)atieiit  in  Trendelenburg's  gesture,  and  he  finds  it  very  advan- 
tageous, the  only  inconvenience  being  that  there  is  rather  more  hwniorrhage 
than  usual. 
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duced,  and  the  operation  begun.  Considerable  experience  in 
ansesthetics  is  needed  before  cases  of  this  kind  can  be  under- 
taken ;  for  the  anaesthetic  has  to  be  given  till  reflex  coughing 
or  movement  cannot  take  place,  and  yet  it  must  not  be 
pushed  to  the  degree  of  causing  such  a  fall  of  blood-pressure 
as  vrould  be  hazardous  in  the  sitting  posture.  It  is  iu  these 
cases  that  the  plan  suggested  and  practised  by  Dr.  Scanes 
Spicer,^  of  sprtrgli^g  the  iUucea  jwith  a  dilute  cocaine  solution, 
is  of  great  service,**  for  'it  alJows  of*  a  lighter  general  anaesthesia 
•^  •  tbafli  •woiddTothertvtetf  be'  po^bie.  -^  The  ^eocaine  not  only 
V  lessens*  xrritalDittty-  but  'ateo  heemdrrhagc  and  salivation.  I 
have  adHiiniat«r^d-.cfilx)roformun  •ecttijUHcrtion  with  cocaine  on 
many.|oi^^pti9,'^d*jcian  Bpeakr.weli  Of.  ^he*  plan.  The  pulse 
should  be  carefully  watched  throughout. 

For  larsrngotomy  and  tracheotomy  chloroform  is  also  the 
best  anaesthetic.  It  should  be  given  throughout  in  all  cases 
in  which  difl&cult  breathing  pre-exists;  but  when  no  such 
difficulty  is  present  there  is  no  objection  to  precede  the 
chloroform  by  A.C.K  and  ether,  or  "  gas  and  ether,"  as  already 
indicated.  The  remarks  just  made  as  to  the  posture  of 
patients  for  thyrotomy  apply  here.  Directly  the  larynx  or 
trachea  has  been  opened,  the  breathing  (which  may  have  been 
more  or  less  embarrassed  up  to  this  moment)  usually  under- 
goes a  peculiar  change.  When  the  coughing  excited  by  the 
introduction  of  the  tube  has  subsided,  it  often  becomes 
shallow,  and  even  ceases  for  considerable  periods,  after  which, 
however,  the  respiratory  mechanism  seems  to  get  accustomed 
to  its  altered  circumstances,  iand  the  apnoeic  pauses  dis- 
appear. 

The  Use  of  Morphine  prior  to  Ether  or  Ohloroform. 
— This  plan  is  regarded  by  many  Continental  surgeons  as 
specially  advantageous  in  major  operations  within  the  mouth 
or  nose,  owing  to  the  very  small  quantity  of  the  anaesthetic 
needed  to  keep  up  anaesthesia,  or,  more  correctly  speaking, 
analgesia.  For  remarks  on  this  mixed  narcosis,  see  Part  III. 
Chap.  XV.  p.  422. 

J  See  Brit,  Med,  Journal,  vol.  ii.,  1894,  pp.  1171  and  1276. 
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B.   THE  EXTBACTION  OF  TEETH 

Choice  of  Anaesthetics,  etc. — The  best  andesthetie  for  use 
ill  dental  surgery  is  undoubtedly  nitrons  oxide.  It  is  true  that 
the  resulting  anaesthesia  after  the  inhalation  of  this  agent  is 
of  very  short  duration;  but  this  disadvantage  is  fully  com- 
j>ensat€d  for  by  the  fact  that  the  return  of  the  patient  to 
consciousness  is,  with  the  rarest  exceptions,  unattended  by 
those  discomforts  which  often  follow  the  use  of  other  anies- 
thetics.  This  absence  of  after-effects  is  dependent  upon  the 
inhalation  being  necessarily  short,  owing  to  want  of  free 
oxygen.  The  great  error  with  regard  to  the  use  of  nitrous 
oxide  in  dental  surgery  is  that  too  long  an  operation 
is  often  attempted.  The  period  of  deep  and  true  aniesthesia 
from  nitrous  oxide  is  short,  and  it  is  often  impossible,  even 
though  the  gas  be  freely  pushed,  to  extract  more  than 
one  tooth,  without  the  patient  indistinctly  knowing  some- 
thing of  what  is  going  on.  Our  aim  should  be  to  keep 
the  patient's  mind  a  complete  blank  during  the  operation. 
Unpleasant  dreams,  shrieking,  etc.,  are  usually  the  result  of 
the  operator  proceeding  with  his  duties  during  imperfect 
anaesthesia.  It  is  far  better  for  a  patient  to  inhale  nitrous 
oxide  on  two  or  more  occasions,  and  to  have  comparatively 
little  done  at  each  sitting,  than  for  him  to  experience  the 
distress  of  partial  anaesthesia. 

Whether  nitrous  oxide  should  be  administered  per  se  or 
with  air,  or  oxygen,  is  a  matter  whicli  will  be  discussed  in 
Chap.  IX.  p.  261. 

Whilst  no  anaesthetic  is  at  present  known  which  can 
compare  with  nitrous  oxide,  with  or  without  oxygen,  for 
dental  operations  lasting  from  twenty  to  forty-five  seconds, 
differences  of  opinion  exist  as  to  the  most  suitable  anivsthetic 
when  unconsciousness  of  about  twice  this  duration  is  required. 
An  average  operator  can  extract  two  teeth  or  roots  of  average 
difficulty,  in  an  average  patient,  who  has  been  placed  fully 
under  nitrous  oxide,  without  the  patient  experiencing  any 
l>ain  or  disagreeable  sensation.  But  suppose  three  or  four 
teeth  more  or  less  firmly  rooted  have  to  be  removed  at  one 
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sitting,  what  plan  should  be  adopted  by  the  administrator  ? 
Several  courses  are  open  to  him.  He  may  administer  oxygen 
with  nitrous  oxide  (p.  251)  for  a  period  of  about  three  minutes, 
and  in  most,  but  not  in  all  subjects,  an  anaesthesia  will  be 
obtained  which  will  meet  the  case.  Or  he  may  administer 
nitrous  oxide  as  fully  as  possible,  and  in  the  event  of  the 
anaesthesia  being  of  insufficient  duration,  he  may  reapply  the 
fkce-piece  before  consciousness  returns  ;  or  he  may  allow  the 
patient  to  return  to  consciousness  and  then  repeat  the  inhala- 
tion ;  or  he  may  keep  up  nitrous  oxide  anaesthesia  duiing  the 
operation  (p.  243);  or  lastly,  he  may  prolong  the  aniesthesia 
of  nitrous  oxide  by  the  addition  of  a  small  quantity  of  ether 
vapour  (Part  III.  Chap.  XIV.).  Should  the  nature  of  the  opera- 
tion be  such  that  the  patient's  head  can  be  arranged  and  kept 
vertically  in  the  chair,  the  second  plan  may  be  chosen,  because 
the  blood  which  has  escaped  during  the  first  half  of  the 
operation  will,  in  the  vertical  position  of  the  head,  flow  into 
the  floor  of  the  mouth  and  not  to  the  back  of  the  throat. 
This  reapplication  of  nitrous  oxide,  if  quickly  carried  through, 
and  if  unattended  by  the  swallowing  of  blood,  rarely  leads  to 
any  after-discomfort  of  the  patient.  A  double  administration, 
however,  with  an  interval  of  consciousness,  is  more  frequently 
followed  by  retching  or  vomiting,  more  especially  if  food  be 
present  in  the  stomach.  The  chief  objections  to  the  continuous 
administration  of  nitrous  oxide  are  considered  on  p.  243. 

The  addition  of  what  is  known  as  a  "  whiff* "  of  ether  to 
nitrous  oxide  answers  well  when  the  operation  is  performed 
five  hours  after  a  light  meal,  and  when  care  is  taken  to  pre- 
vent blood  from  being  swallowed  during  or  immediately  after 
the  operation.  But  it  must  not  be  forgotten  that  disagreeable 
after-effects  such  as  nausea  and  headache  are  a  trifle  more 
common,  after  a  small  quantity  of  ether  than  after  a  double 
administration  of  nitrous  oxide. 

It  is  hardly  necessary  to  point  out  that,  whilst  in  some 
cases  a  dozen  or  even  more  teeth  may  be  removed  under  a 
single  administration  of  nitrous  oxide,  one  tooth  or  root  mav 
present  such  difficulty  in  extraction  that  the  most  profound 
degree  of  etherisation  for  several  minutes  or  longer  may  l>e 
necessary.     But  as  it  is  almost  impossible  to  say  with  car- 
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tainty  what  length  of  anaesthesia  will  be  required  for  an 
apparently  difficult  dental  operation,  I  am  of  opinion  that 
the  patient  should,  in  the  first  instance,  be  given  the  chance 
of  having  the  tooth  or  teeth  removed  under  nitrous  oxide.  It 
is  unsatisfactory  to  have  induced  a  deep  ether  anaesthesia  for  a 
tooth  supposed  to  be  liable  to  present  great  difficulties  in  its 
extraction,  and  to  find  that  it  could  easily  have  been  removed 
under  nitrous  oxide. 

Chloroform  should  never  be  used  in  dental  practice  save 
in  those  highly  exceptional  cases  in  which  neither  nitrous 
oxide  nor  ether  can  be  given.^ 

Children. — Children  generally  take  nitrous  oxide  well; 
but  as  they  rapidly  recover  from  its  effects,  and  are  more 
susceptible  than  adults  to  muscular  twitchings  ("  jactitation  "), 
the  painless  extraction  of  teeth  under  the  influence  of  this 
anaesthetic  is  not  always  an  easy  matter.  The  anaesthesia  pro- 
duced by  nitrous  oxide  in  the  presence  of  oxygen  is  more 
satisfactory  in  its  nature  than  that  of  nitrous  oxide  alone,  as  it 
gives  longer  time  to  the  operator,  and  is  unattended  by  jacti- 
tation. If  anything  more  than  a  very  short  anaesthesia  be 
required,  the  administrator  will  do  well  to  place  the  little 
patient  under  ether,  preceded  by  nitrous  oxide  or  the  A.C.E. 
mixture,  as  described  on  pp.  404  and  416.  In  employing 
nitrous  oxide  for  children,  it  is  a  good  plan  to  warn  the  friends 
of  the  possibility  of  the  occurrence  of  screaming,  a  not  un- 
frequent  reflex  phenomenon  in  these  subjects. 

Posture.^ — The  anaesthetist  should  see  that  his  patient  is 
comfortably  seated  in  the  operating-chair.  His  legs  should  be 
so  adjusted  that,  in  the  event  of  movement  or  opisthotonic 
rigidity  occurring,  the  feet  cannot  become  entangled  in  the 
foot-rest,  or  the  heels  used  for  supporting  the  arched  body. 

*  For  fiiU  details  on  this  subject  see  a  paper  read  by  the  author  at  the  annual 
meeting  of  the  British  Dental  Association  at  Edinburgh,  August  1895,  entitled, 
•'An  Inquiry  concerning  the  Safety  and  Sphere  of  Applicability  of  Chloroform  in 
Dental  Surgery"  {Journal  British  Denial  Association^  1895,  p.  660).  Although 
the  facts  brought  forward  in  this  paper  were  strongly  condemnatory  of  the 
practice  of  giving  chloroform  in  dental  surgery,  it  is  a  lamentable  fact  that  the 
practice  still  contmues,  and,  as  a  consequence,  frequent  fatalities  are  reported. 

'  For  special  remarks  on  ix>sture  during  these  oi)erations  (with  figures  illus- 
trating good  and  faulty  positions),  see  an  article  by  the  author  in  the  Jotirn, 
Brit.  Denial  Assoc,  for  1896,  p.  645. 


164  ANESTHETICS  chap. 

The  patieut  s  head  should  be  in  a  line  with  the  body,  and  as 
vertical  in  the  chair  as  is  compatible  with  the  convenience  of 
the  operator.  When  the  head  is  thus  placed  blood  will  flow 
to  the  floor  of  the  mouth  ;  the  tongue  will  not  tend  to  gravi- 
tate backwards  ;  stray  teeth,  roots,  or  portions  of  stopping  will, 
if  carelessly  dropped,  remain  on  or  at  the  side  of  the  tongue;  and 
coughing  and  retching  from  the  presence  of  saliva  or  an  enlarged 
uvula  will  not  be  liable  to  occur.  In  many  cases,  of  course,  this 
position  of  the  head  is  inadmissible  from  the  surgeon's  point  of 
view.  Under  such  circumstances  the  head  should  be  placed  in 
a  line  with  the  body  during  the  administration  and  lowered 
just  before  the  operation  begins.  I  find  a  small  air-cushion 
(which  can  be  deflated  at  the  moment  the  face-piece  is  removed) 
very  useful  when  the  position  of  tlie  head  has  thus  to  l>e 
changed.  When,  from  the  condition  of  the  patient,  the  A.C.E. 
mixture  or  chloroform  is  considered  to  be  preferable  to  nitrous 
oxide  or  ether,  the  dorsal  posture  should  be  enforced.  Such 
cases  are,  however,  extremely  rare. 

Mouth-Props. — Before  administering  an  anaesthetic  for  a 
dental  operation  it  is  customary  to  insert  some  form  of  mouth- 
prop,  in  order  to  avoid  delay  in  separating  the  jaws  when  the 
patient  is  under  the  aniesthetic.  The  plan  is  a  good  one  for 
very  short  operations  (20-60  seconds)  under  nitrous  oxide  or 
nitrous  oxide  and  ether.  But  when  a  more  prolonged  an^ts- 
thesia  (1-10  minutes  or  longer)  is  needed,  a  prop  should  not 
be  used.  Aniesthetics  are  not  taken  nearly  so  well  when  the 
mouth  is  propped  widely  open  as  when  it  is  closed,  owing  to 
the  tongue  being  forced  towards  the  pharynx,  and  so  favouring 
ditiicult  breathing.  In  a  very  short  administration  this  dith- 
culty  will  hardly  have  time  to  come  into  play.  The  mouth- 
prop  used  should  not  be  liable  to  slip;  it  should  be  very 
strong,  simple  in  construction,  and  capable  of  being  quicklv 
and  thoroughly  cleansed ;  and  lastly,  it  should  give  the 
operator  as  much  room  as  possible  in  the  mouth.  For  several 
years  I  have  been  attempting  to  devise  a  prop  to  fulfil  all  these 
requirements  ;  that  shown  in  Fig.  13,  p.  201,  is  in  my  judgment 
the  best.  Corks  are  liable  to  slip,  as  also  are  most  of  the 
ordinary  props  furnished  with  soft  rubber  ends.  The  former, 
moreover,  may  become  so  compressed  during  masseteric  spasm 
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that,  when  the  face-piece  is  removed,  the  mouth  is  not  suffi- 
ciently wide,  and  delay  ensues.  The  slipping  of  a  prop  during 
the  administration  of  nitrous  oxide  is  a  contretemps  which, 
though  trivial  in  itself,  should  be  guarded  against  as  much  as 
possible.  Should  it  occur,  the  best  plan,  as  a  rule,  is  to  let  the 
patient  come  out  of  the  anaesthesia  and  to  readjust  the  prop 
more  securely  ;  for  if  time  be  taken  up  in  opening  the  mouth 
of  a  patient  deeply  under  nitrous  oxide,  there  may  not  be  a 
sufficiently  lengthy  amesthesia  for  the  operation  to  be  pain- 
lessly performed.  When  both  sides  of  the  mouth  are  to  be 
operated  upon,  an  attempt  should  be  made  to  keep  the  mouth 
open  with  a  prop  which  will  allow  of  the  operation  being  per- 
formed without  its  being  removed.  Care  must  be  taken,  when 
inserting  the  Mason's  gag,  lest  teeth  be  injured,  or  a  mobile 
jaw  dislocated.  All  mouth-props  possessing  springs,  joints,  or 
other  complications  should  be  avoided,  not  only  because  of 
their  liability  to  break  or  get  out  of  order,  but  because  of  the 
difficulty  of  keeping  them  perfectly  clean. 

Should  the  patient  have  difficulty  in  opening  the  mouth, 
special  care  must  be  exercised  (see  Illust.  Case,  No.  37,  p.  450). 
As  a  general  rule  the  anjtsthesia  of  nitrous  oxide  is  not  ot 
sufficient  duration  to  allow  of  forcibly  opening  the  mouth  and 
of  extracting  the  offending  tooth.  The  teeth  should  be 
separated  as  far  as  the  patient  can  allow  by  means  of  a  small 
prop  (Fig.  10,  p.  199)  which  will  not  slip,  and  "gas"  followed 
by  ether  should  be  given.  When  the  face-piece  is  removed  the 
mouth  may  be  opened  to  the  desired  extent  by  a  Mason's  gag. 
It  should  be  a  cardinal  rule  never  to  give  an  aujvsthetic  to 
these  patients  without  either  inserting  a  small  prop,  or,  if  this 
be  impracticable,  without  having  at  hand  means  for  immedi- 
ately separating  the  jaws  should  occasion  require.  When  the 
teeth  can  only  be  separated  to  a  very  slight  extent,  it  is  an 
excellent  plan  to  insert  a  Mason's  gag  before  applying  the  face- 
piece  for  "  gas  "  or  "  gas-and-ether."  Care  must  be  taken  to 
exclude  air  where  the  pad  of  the  face-piece  crosses  the  arms  of 
the  gag.  When  a  sufficient  anasthesia  has  thus  been  induced 
the  mouth  may  be  readily  opened  without  loss  of  time. 

Prolonged  Dental  Operations. — When  numerous  difficult 
teeth  or  roots  have  to  be  removed  at  one  sitting,  and  an  ana?s- 
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thesia  of  some  minutes*  duration  is  needed,  the  antesthetist 
may  either  keep  up  continuous  unconsciousness  by  means  of 
nitrous  oxide,  employing  one  of  the  methods  referred  to  on 
p.  242,  or  he  may  use  this  agent  merely  as  a  preliminary  to 
deep  etherisation.  The  plan  of  prolonging  nitrous  oxide  anaes- 
thesia by  passing  a  catheter  through  the  nose  is  open  to 
obvious  objection.  The  oral  tube  through  which  a  current  of 
the  gas  may  be  transmitted  to  the  back  of  the  throat  is  liable 
to  get  in  the  way  of  the  operator,  and  it  is  practically  impos- 
sible for  the  anaesthetist,  unless  assisted,  to  simultaneously 
keep  up  the  gas  supply,  steady  the  head,  manipulate  the  ga*:, 
and  carefully  watch  the  patient.  The  method  of  prolonging 
nitrous  oxide  anaesthesia  by  the  nose-piece  is  the  best  of  it.s 
kind,  but  the  objection  last  mentioned  applies  to  it  as  to  other 
prolongation  methods.  It  is,  moreover,  impossible  to  obtain  a 
continuously  deep  anaesthesia  by  any  of  these  devices ;  so  that, 
although  ether  is  undoubtedly  open  to  the  objection  that  it5 
after-effects  are  often  unpleasant,  it  is  certainly  far  more 
manageable  than  nitrous  oxide  for  these  operations,  and,  in 
addition,  allows  of  steadier  and  better  operating.  After  a 
little  practice  the  anji^sthetist  will  find  that  he  can,  by  regu- 
lating the  length  and  degree  of  etherisation,  provide  the 
surgeon  with  an  available  anaesthesia  of  the  desired  duration, 
so  that  no  reapplication  of  the  inhaler  will  be  needed.  It  is 
a  good  plan,  in  these  major  dental  operations,  for  the  operatoi 
to  first  remove  the  lower  and  upper  teeth  of  one  side ;  a  larg^ 
sponge  is  then  tightly  wedged  between  the  gums  of  that  side; 
the  operation  is  completed ;  and  the  other  side  of  the  mouth  i^ 
similarly  plugged.  In  this  way  loss  of  blood  may  be  largeh 
prevented,  and  if  the  patient's  diet  has  been  carefully  regulated 
as  for  an  ordinary  surgical  operation  (p.  186),  after-effects  will 
be  reduced  to  a  minimum. 

C.   OPEBATIONS  IN  THE  BEGION  OF  THE  NECK  NOT 
mVOLYING  THE  AIB-PASSAGES 

In  administering  anjesthetics  for  operations  in  the  region 
of  the  neck  the  following  points  must  be  borne  in  mind : — 
(1)    Any    embarrassment   in    respiration    will    be    quicklj^ 
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followed  by  considerable  venous  turgescence,  which  may  in- 
convenience the  operator.  It  is  hence  desirable  to  avoid  all 
coughing,  straining,  and  hampered  respiration,  by  maintaining 
a  deep  anaesthesia. 

(2)  Ether  leads  to  gi*eater  vascularity  than  cliloroform. 
r»ut  when  ether  is  administered  with  a  sufficient  supply  of  air, 
and  when  respiration  is  regular  and  unembarrassed,  there  is 
very  little  difference  between  the  effects  of  the  two  anaesthetics. 
The  vascularity  under  ether  is  far  greater  in  the  first  ten 
minutes  of  the  operation  than  later  on. 

(:>)  In  some  cases  considerable  surgical  shock  may  arise 
during  the  operation  either  from  loss  of  blood  or  from  inter- 
ference with  important  vessels  and  nerves.^  In  addition  to 
Illust.  Cases,  No.  14,  p.  370,  No.  49,  p.  487,  and  No.  50, 
p.  488,  I  have  notes  of  one  other  in  which  considerable  circu- 
latory depression  took  place  under  ether  after  the  internal 
juEfiilar  vein  had  been  tied,  and  whilst  the  internal  carotid  was 
being  exposed  for  ligature. 

(4)  There  is  a  distinct  though  slight  risk  of  air  entering 
▼Bins  during  these  operations  (see  p.  489).  Sternberg^  has 
recorded  two  instances  in  which  gurgling  cardiac  sounds,  due 
to  the  presence  of  air  within  the  heart  cavities,  were  audible 
after  the  accident  had  occuiTcd. 

Patients  requiring  operations  upon  the  thyroid  gland  are 
not  unfrequently  the  subjects  of  dyspnrea  from  tracheal 
pressure  (see  p.  125). 

Ilecovery  from  the  effects  of  the  anji^sthetic  may  be  more 
tardy  than  usual  after  neck  operations,  owing  to  the  tight 
bandaging  which  is  often  necessary.  The  aniesthetist  should 
not  leave  his  pdtient  till  distinct  signs  of  returning  conscious- 
ness have  been  manifested. 

*  Mr.  Jacobson  (Operations  of  Surgery y  1st  edition,  p.  451)  says,  with  regard 
to  deep-seated  ofierations  iu  the  neck,  "Throughout  these  oi)eration8  which  may 
necessarily  be  prolonged  and  attended  with  loss  of  blood,  and  in.  which  ini})ortant 
(«rts  may  be  di8turl)ed  and  pulled  upon,  the  surgeon  should  keep  himself 
informed  as  to  the  effects  of  the  anaesthetic."  And  Mr.  Edmund  Owen  {Pradi- 
ti</ti€rj  Xov.  1891,  p.  324)  quotes  two  cases  in  which  it  is  probable  that  tlie 
dangerous  conditions  met  with  were  of  reflex  (vagal)  origin. 

2  Crntrahl.f.  Chir.  ^So.  11,  1899. 
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D.   OPERATIONS  INVOLVINa  THE  PLEUBA  OB  LUKQ 

Patients  requiring  these  operations  are,  as  a  rule,  suffering 
at  the  time  from  respiratory  difficulties  more  or  less  pro- 
nounced. The  reader  is  therefore  referred  to  the  previous 
chapter  (p.  126)  for  remarks  l)earing  upon  the  use  of  anaes- 
thetics in  persons  thus  affected.  But  although  the  condition 
of  the  patient  should  primarily  occupy  our  attention,  we  must 
also  take  into  account  the  possibility  of  circulatory  or  respira- 
tory difficulties  occurring  in  connection  with  the  operation 
itself. 

The  posture  of  the  patient  in  these  cases  is  a  matter  of 
importance.  Should  the  lateral  position  be  necessarj%  the 
affected  or  more  affected  side  should,  if  possible,  be  lowermost, 
in  order  to  allow  of  the  free  expansion  of  the  healthier  lung. 
Unfortunately,  many  operations  upon  the  pleura  or  ribs  cannot 
be  performed  unless  the  affected  side  be  uppermost,  or  the 
patient  be  lying  almost  prone.  The  prone  or  semi-prone 
position  is  an  unsatisfactory  one  under  any  circumstances,  as  it 
is  liable  to  interfere  with  respiration  ;  but  it  is  more  especially 
hazardous  when  a  considerable  proportion  of  the  trunk-weight 
is  allowed  to  tell  upon  the  only  efficient  lung.  The  adminis- 
trator should,  at  all  events,  induce  anaesthesia  whilst  the 
patient  is  lying  in  a  favourable  position ;  and  then  observe 
whether  any  effects  follow  the  change  of  posture.  In  chronic 
cases,  in  which  the  healthier  lung  has  become  enlarged  and 
accustomed  to  increased  work,  the  posture  of  the  patient  is  not 
of  nearly  so  much  importance  as  in  more  recent  cases. 

When  a  purulent  or  gangrenons  cavity  of  the  lung  or  pleura 
communicates  vvitii  the  bronchi,  special  attention  must  be  paid 
to  posture ;  otherwise  respiration  may  become  embarrassed  l)y 
pus,  gangrenous  matter,  or  blood  obstructing  the  air -ways 
(see  p.  454). 

During  the  withdrawal  of  fluid  from  the  pleuml  cavity  the 
circulation  of  the  patient  should  be  watched,  and  any  signs  of 
failure  reported  to  the  operator.  Syncope  is  said  to  have 
occurred  from  the  sudden  return  of  the  heart  to  its  proper 
position.     I  have  never  witnessed  any  symptoms  of  this  nature. 
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Operations  upon  the  lung  may  be  attended  by  hteinoptysis 
(luring  the  administration,  and  it  is  hence  especially  desirable, 
in  such  operations,  to  keep  the  patient  upon  his  affected  side, 
so  that  the  bronchi  of  the  unaffected  lung  may  remain  as  free 
as  possible  for  respiratory  purposes  (see  Illust.  Case,  No.  38, 
p.  454). 

With  regard  to  the  most  appropriate  anesthetic,  it  is  difficult 
to  lay  down  definite  rules.  The  condition  of  the  patient  must 
be  the  chief  guide.  From  the  point  of  view  of  the  surgeon 
chloroform  is  preferable  to  ether ;  but  there  are  many  cases  in 
which  this  latter  anaesthetic  should  be  used  in  preference  to 
chloroform.  Whenever  possible,  ether  or  an  ether  mixture 
should  be  chosen ;  for  although  it  may  cause  some  increase  in 
the  difficulty  of  breathing,  the  circulation  will  be  well  main- 
tained (see  Illust.  Case,  No.  8,  p.  311).  It  should,  of  course, 
be  given  by  a  semi-open  inhaler.  The  greater  the  respiratory 
difficulty  the  lighter  should  be  the  antesthesia 

E.  ABDOMINAL  OPEBATIONS 

The  successful  performance  of  abdominal  operations  is  not 
a  little  dependent  upon  the  skill  of  the  antesthetist.  In  the 
first  place,  patients  requiiing  these  operations  are  often  in  a 
verj"  unsatisfactory  condition.  Secondly,  the  operations  them- 
selves are  amongst  the  most  formidable  of  modern  surgery. 
Thirdly,  unless  the  level  of  anaesthesia  be  properly  adjusted, 
abdominal  rigidity,  laboured  breathing,  coughing,  "  straining," 
and  vomiting  will  be  liable  to  arise  and  to  seriously  embarrass 
the  operator.  And  lastly,  unless  care  be  taken  in  the  selection 
and  use  of  the  anaesthetic,  the  after-effects  may  be  such  as  to 
retard  or  possibly  prevent  the  recovery  of  the  patient. 

In  order  that  the  best  results  may  be  obtained,  attention 
must  be  paid  to  (a)  the  preparation  of  the  patient ;  (b)  the 
selection  of  the  an?esthetic ;  (c)  posture ;  (d)  the  depth  of 
anaesthesia ;  and  (e)  the  factor  of  surgical  shock. 

(a)  Preparation  of  Patient. — Unless  special  circumstances 
be  present,  the  diet  should  be  carefully  regulated  as  described 
on  p.  186.  When  the  stomach  is  distended  with  fluid,  as  is 
often  the  case  in  patients  suffering  from  intestinal  obstruction, 
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some  surgeons  consider  it  advisable  either  to  wash  this  organ 
out  before  administering  the  anaesthetic,  or  to  do  this  when 
partial  anaesthesia  has  been  induced^  (see  p.  174).  Special 
care  should  be  taken  to  wrap  the  patient  up  as  warmly  as 
possible.  For  desperate  cases  a  hot-water  bed  may  with  advan- 
tage be  used.  The  temperature  of  the  room  should  be  from 
65°  to  70"  Fah.,  and  there  should  be  no  draught  of  cold 
air.  With  the  object  of  not  keeping  their  patients  an  un- 
necessary length  of  time  under  the  antesthetic,  many  surgeons 
prepare  the  skin  by  washing,  antiseptic  compresses,  etc.,  before 
the  anaesthetic  is  given.  If  the  patient  be  kept  jinaesthetised 
for  from  ten  to  thirty  minutes  before  the  first  incision  is 
made,  he  may  pass  into  a  state  of  false  anaesthesia  or  anaesthetic 
sleep,  the  pupils  being  small,  the  cornea  quite  insensitive,  the 
breathing  good  and  quiet,  and  the  abdomen  apparently  relaxed  : 
and  great  may  be  the  surprise  of  the  inexperienced  aniesthetist 
when  the  first  incision  immediately  brings  back  brisk  corneal 
reflex,  movement  of  the  legs,  deep  breathing,  and  abdominal 
rigidity  (see  p.  57). 

{h)  Selection  of  Anaesthetics. — As  regards  the  choice  of 
anaesthetics  much  difference  of  opinion  exists.  One  surgeon 
prefers  ether,  another  chloroform,  a  third  the  A.C.E.  mixture, 
and  a  fourth  ether  followed  by  chloroform.  The  fact  is  that 
cases  differ  so  widely  in  themselves  that  no  generalisation  on 
this  point  can  be  definitely  adhered  to.  We  may  have,  at 
one  end  of  the  scale,  a  perfectly  healthy  and  vigorous  subject ; 
at  the  other  an  almost  moribund  patient,  with  stercoraceous 
vomiting  and  a  rapid  pulse.  When  the  patient's  general 
condition  is  fairly  good  the  "  gas  "-ether-chloroform  sequence 
seems  to  me  to  fulfil  all  requirements  (see  remarks,  p.  418). 
Considerable  practice  is,  however,  needed  in  order  to  obtain 
constant  and  good  results  by  this  system.  In  the  absence  of 
such  experience  the  anasthetist  may  employ  the  ether-chloro- 

^  We  are  indebted  to  Mr.  Oreig  Smith  for  some  valuable  remarks  in  this* 
comiection.  (See  Brit.  Med.  Joum.,  12th  March  1892,  for  an  abstract  of  Mr. 
(ireig  Smith's  |>ai)er  which  was  read  before  the  R03'.  Med.  and  Chir.  Soc.  on 
8th  March  1892,  and  was  entitled  *'  Enterostomy  in  Intestinal  Obstruction.") 
The  writer  urges  that  general  anaesthesia  should  never  be  induced  when  tho 
stomach  is  full  of  fluid.  The  stomach  should  be  artificially  evacuated  ;  or  a 
IocaI  anaesthetic  employed.  See  also  Lancet,  25th  September  1897,  p.  786,  for 
other  remarks  on  this  subject. 
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fomi  sequence  (p.  417),  which,  so  far  as  the  operation  is  con- 
cerned, is  equally  efficient,  or  he  may  use  ether,  the  A.C.E. 
mixture,  or  chloroform    throughout.      Ether    has    one    gi*eat 
advantage  in  abdominal  surgery :  it  can  be  pushed  very  pro- 
foundly so  as  to  abolish  all  inconvenient  reflexes ;  and  when 
the  operation  is  not  likely  to  be  long,  and  when  the  patient 
takes    this    anaesthetic    well,    there    is    no    reason    whatever 
against  its  being  given.     Ether  is  often  regarded  as  altogether 
out  of  court  in  this  branch  of  surgery,  because  of  the  laboured 
breathing    and    inconvenient    venous    engorgement    which    it 
produces ;  but,  when  properly  administered,  ether  will  produce 
a    condition  very   similar   to   that  obtainable   by  chloroform. 
The   A.C.E.   mixture  is  a  good  anaesthetic   for  children,  for 
elderly  and  obese  subjects,  and  for  those  whose  general  con- 
dition  is   unsatisfactory.     In   the  earlier  days  of  abdominal 
surgery,  when  it  was   customary  to  tie  down  the  legs  and 
arms  of  the  patient,  and  when  the  surgeon  was  satisfied  with 
what  we  now  term  a  light  aniesthesia  (see  p.  18),  chloroform 
or  the  so-called  "  bichloride  of  methylene "  seemed  to  fulfil 
every  requirement.     One  of  the  strongest  arguments  indeed 
against  the  view  that  fatal  surgical  shock  is  most  liable  to 
arise  during  a  light  anaesthesia  is,  to  my  mind,  to  be  found  in 
these   early  abdominal   cases.      Thousands   of  patients   were 
successfully  operated  upon  whilst  only  partially  anaesthetised 
in  the  present  sense  of  the  term ;  and  were  it  not  that  this 
level  of  anaesthesia  is  exceedingly  inconvenient  to  the  surgeon 
and  his  assistants,  anaesthetists  might  still  endeavour  to  main- 
tain their  patients  in  an  analgesic  rather  than  an  anaesthetic 
state.     We  have,  however,  advanced  with  the  requirements  of 
the  surgeon,  as  will  be  seen  below,  and  it  is  now  the  recognised 
duty  of  the  anaesthetist  to  exert  all  his  enei^es  in  maintaining 
as  deep  an  anesthesia  as  he  considers  to  be  compatible  with  safety. 
It  will  thus  be  seen  why  chloroform  is  not  as  satisfactory  an 
aniesthetic  to-day,  in  these  operations,  as  it  was  twenty  years 
figo.     In  other  words,  this  profound  degree  of  amesthesia  which 
is  essential   in   the   majority  of  abdominal  cases  is  only  to 
\ye  obtained,  with  chloroform,  by  keeping  the  patient  on  the 
very  threshold  of  respiratory  and  circulatory  depression — a 
feat  which  may  be  and  is  constantly  being  performed  by  those 
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who  have  had  large  experience  in  anaesthetising,  but  one  whicli 
can  hardly  be  expected  of  others.  It  may  therefore  be  said 
that,  as  a  routine  anjesthetic  for  use  by  those  of  averaore 
experience,  ether  and  the  A.C.E.  mixture  are  preferable  to 
chloroform  in  abdominal  surgery ;  whereas  chloroform,  prefer- 
ably preceded  by  "  gas-and-ether  "  as  recommended  on  p.  418, 
is  the  anaesthetic  for  those  anaesthetists  of  larger  experience. 

(c)  Posture. — There  are  a  few  special  points  to  be  borne 
in  mind  with  regard  to  posture  in  abdominal  operations  in 
addition  to  those  already  discussed  on  p.  138  <7^  seq,  Tren- 
delenburg's position  is  now  often  adopted  during  surgical 
procedures  of  this  class,  and  in  my  experience  answers  admir- 
ably, a  better  pulse  and  colour  being  present  than  when  the 
patient  is  horizontal.  The  dependent  position  of  the  head, 
moreover,  seems  to  me  to  be  advantageous  from  the  respiratory 
side,  good  inspiration  being  kept  up  owing  to  more  blood  than 
usual  reaching  the  respiratory  centres,  and  efficient  expiration 
being  maintained  by  reason  of  the  abdominal  contents  assisting 
the  descent  of  the  diaphragm.^  I  certainly  have  not  found 
breathing  inconveniently  hampered,  as  some  have  stated ;  but 
it  is  important  that  the  head  should  he  kept  in  a  line  with  thr 
body.  The  posture  in  cases  of  extreme  abdominal  distension 
has  been  already  considered  (p.  140).  The  insertion  of  a  sand- 
bag below  the  lower  ribs  in  operations  upon  the  liver  may 
somewhat  impede  the  action  of  the  diaphragm — a  point  worth 
bearing  in  mind.  And  lastly,  any  impairment  in  breathing 
(as  from  flexion  of  the  head  upon  the  sternum,  masseteric 
spasm,  etc.)  may,  by  causing  violent  diaphragmatic  action, 
interfere  with  the  manipulations  of  the  surgeon. 

{d)  Depth  of  Anaesthesia. — Considerable  experience  is 
needed  in  deciding  at  what  depth  or  level  of  anaesthesia  each 
patient  should  be  kept.  Generally  speaking,  it  may  be  said 
that  the  stronger  and  more  vigorous  the  subject  the  deeper 
should  be  the  anaesthesia,  and  vice  versa.  Feeble  and  ex- 
hausted patients,  those  who  have  been  taking  opium  for  the 

^  Descent  is  here  used  to  indicate  the  exact  reverse  of  the  ordinary  descent, 
for  the  patient  is  supposed  to  be  more  or  less  inverted.  I  have  notes  of  two 
cases  in  which  alwiominal  rigidity  was  less  in  Trendelenburg's  posture  than  when 
the  patient  was  horizontal,  probably  because  the  abdominal  muscles  had  less  to 
do  in  expiration. 
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relief  of  pain  or  other  causes,  and  those  who  have  become 
lethargic  as  the  result  of  the  absorption  of  poisonous  products 
from  the  intestinal  tract,  will  be  found  to  require  but  a  small 
« quantity  of  the  anaesthetic  to  produce  the  necessary  degree  of 
anaesthesia.  Such  patients  may  be  kept  comparatively  lightly 
under  the  aniesthetic  without  evincing  those  inconvenient 
manifestations  which  in  stronger  subjects  would  certainly  arise 
under  similar  treatment.  But  apart  from  these  exceptional 
cases  the  anaesthetist  should,  as  a  rule,  carry  the  administration 
to  its  fullest  degree,  with  the  object  of  avoiding  the  abdominal 
rigidity,  laboured  breathing,  coughing,  "  straining,"  and  vomit- 
ing which  are  so  prone  to  arise  unless  these  precautionary 
measures  be  taken.  The  manipulations  of  the  surgeon  within 
the  abdominal  cavity  are  very  likely  to  excite  reflex  rigidity, 
"  crowing,"  breathing  from  reflex  laryngeal  spasm,  and  other 
inconvenient  symptoms,  even  in  very  deep  anaesthesia.  In- 
deed, there  seem  to  be  certain  cases  in  which  complete 
abdominal  relaxation  is  only  to  be  secured  at  tlie  risk  of 
respiratory  depression.  This  is  not  to  be  wondered  at;  for 
whilst  inspiration  under  amesthetics  is  largely  diaphragmatic, 
expiration  is  often  to  a  great  extent  dependent  upon  the 
contraction  of  the  abdominal  parietes.  In  other  words,  it  is 
often  this  expiratory  action  of  the  abdominal  muscles  which 
the  surgeon  finds  inconvenient.  I  believe  I  am  right  in 
saying  that  whilst  it  is  safe  in  nearly  every  case  to  obtain 
complete  abdominal  relaxation,  it  is  not  safe  in  all ;  for  I  have 
notes  of  more  than  one  case  in  which,  wishing  to  lielp  the 
surgeon  as  much  as  possible,  I  have  carried  the  administration 
of  chloroform  to  the  point  of  incipient  respiratory  failure 
before  I  could  produce  thorough  muscular  relaxation.^  In 
some  cases  the  laryngeal  spasm  excited  by  the  surgical  pro- 
cedure may  become  so  intense  that  cyanosis  and  even  arrested 

*  The  cases  in  which  I  have  had  most  difficulty  in  this  direction  have  been 
those  in  which  considerable  retraction  of  the  alxlonien  has  taken  place  in  the 
course  of  some  affection  necessitating  gastrostomy.  The  most  persistent  and 
board-like  rigidity  I  ever  witnessed,  however,  was  in  the  case  of  a  lady  who  was 
very  wasted  from  malignant  disease.  Oophorectomy  was  being  performed  for 
recurrent  carcinoma  of  the  breast.  There  was  hardly  any  thoracic  respiration 
(ffrom  secondary  lung  affection),  and  although  chloroform  was  given  to  the 
fullest  degree  compatible  with  safety,  the  alKlominal  rigidity  j>ersisted  and 
rendered  the  ojieration  exceedingly  difficult. 
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breathing  may  result.  Curiously  enough,  there  is  a  gi-eater 
tendency  for  events  to  run  this  course  under  chloroform  than 
under  ether  (see  Illust.  Case,  No.  35,  p.  449)  ;  so  that,  should 
the  laryngeal  spasm  become  inconvenient  under  chloroform,  a 
change  to  ether  may  be  effected. 

(e)  Surgical  Shock. — For  remarks  on  this  subject  the 
reader  is  referred  to  pp.  142  and  481.  The  symptoms  of 
surgical  shock  are  often  so  closely  interwoven  with  those  pit)- 
duced  by  toxic  quantities  of  the  anaesthetic,  or  with  those 
dependent  upon  asphyxia  from  laryngeal  spasm,  that  they  may 
easily  be  attributed  to  wrong  causes,  and,  conversely,  the  toxic 
or  the  asphyxial  phenomena  may  be  erroneously  referred  to 
surgical  shock.  In  cases  of  the  last-mentioned  condition,  the 
pulse  invariably  begins  to  improve  as  the  abdomen  is  being 
closed. 

In  administering  an  anaesthetic  for  acute  intestinal  obstrac- 
tion  the  anaesthetist  incurs  no  small  share  of  responsibility  in 
the  case.  This  has  already  been  pointed  out  in  the  preceding 
chapter  (p.  132).  Patients  with  obstruction  of  the  bowels  are 
not  good  subjects  for  general  anaesthesia.  The  administrator 
should  make  it  a  rule  to  keep  the  patient's  head  well  upon  its 
side  throughout ;  for  vomiting  comes  on  very  quietly  in  these 
cases,  and  if  the  anaesthetist  be  not  on  the  watch  he  mav 
suddenly  find  his  patient  verging  on  asphyxiation  from  ejected 
fluids  having  entered  the  larynx.  In  desperate  cases,  and 
especially  in  those  in  which  the  patient  is  very  obese,  I 
generally  place  a  pillow  under  one  shoulder,  turn  the  head  well 
to  the  opposite  side,  insert  a  Mason's  gag  between  the  teeth  or 
gums,  and  have  at  hand  a  small  sponge  for  keeping  the  pharynx 
clear  of  fluid.  When  these  precautions  are .  taken,  the  risk 
of  vomited  fluids  entering  the  larynx  is  reduced  to  a  minimum. 
Another  point  worthy  of  mention  is  that  patients  requiring 
these  operations  will  often  be  found  to  be  partly  under  the 
influence  of  morphine  or  opium.  Tlie  anaesthetist  should 
ascertain  this  point ;  and,  should  an  opiate  have  been  given, 
very  little  of  the  aniesthetic  will  be  needed  (see  remarks  on 
p.  425).  Ether  often  cannot  be  employed  when  the  abdomen 
is  very  greatly  distended  and  the  respiration  hurried ;  the  best 
auiesthetic  under  such  circumstances  appears  to  be  the  A.C.E. 
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mixture,  given  upon  a  Skinner  s  mask,  as  described  in  Illust. 
Case,  No.  31,  p.  427.  Should  ether  be  preferred,  and  it  may 
often  be  advantageously  chosen  for  the  more  chronic  c«ises,  the 
asphyxia!  element  of  the  bag  inhaler  must  be  used  with  caution. 
If  the  patient  be  very  weak  the  semi-open  method  should  be 
employed. 

It  is  usually  taught  that  there  is  some  risk  of  heart  failure 
during  the  evacuation  of  fluid  from  a  distended  abdomen.  I 
have  never  seen  any  symptoms  of  this  nature,  although  I  have 
watched  for  them.  I  should  add,  however,  that  as  a  general 
rule  the  patients  have  at  the  time  either  been  under  ether  or  a 
mixture  containing  ether.  In  my  experience  the  respiration, 
and  with  it  the  pulse,  has  always  improved  during  and  imme- 
diately after  the  evacuation  of  fluid  (see  Illust.  Case,  No.  17, 
p.  394). 

There  is  one  more  point  worth  mentioning  in  connection 
with  abdominal  surgery.  I  refer  to  flushing  out  the  abdomen 
with  hot  water.  This  procedure  usually  improves  the  respira- 
tion, the  pulse,  and  the  colour  of  the  patient,  whilst  it  not 
uncommonly  sets  up  a  reflex  crowing  condition  of  the  breath- 
ing. But  after  the  flushing  is  over,  the  pulse  is  apt  to  flag ; 
and  I  have  known  rather  disconcerting  symptoms  to  be  thus 
initiated. 

F.   OPERATIONS  UPON  THE  GENIT0-UBINAB7  OBGANS 

AND  BEOTIJM 

In  these  operations  a  profound  anaBsthesia  is,  generally 
speaking,  necessary.  This  is  principally  owing  to  the  fact  that 
the  genito-urinary  organs  and  rectum  are  richly  supplied  with 
nerves  whose  sensibility  is  often  exaggerated  by  the  presence 
of  a  morbid  condition.  Moreover,  patients  suffering  from  these 
affections  are  often  highly  nervous  and  peculiarly  sensitive,  or 
unhinged  by  continued  pain  and  sleeplessness.  Eeflex  pheno- 
mena, such  as  loud  crowing  inspiration,  "  hesitating  "  expiration, 
general  muscular  rigidity,  etc.,  are  therefore  more  than  usually 
prone  to  make  their  appearance.  The  patient  should  never  be 
touched  by  the  surgeon  till  stertor,  relaxation,  and  other  signs 
of  a  deep  narcosis  are  present. 


_A 
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There  is  little  worthy  of  special  notice  concerning  operations 
upon  the  external  genital  organs  beyond  what  has  just  been 
said.  It  is  generally  believed  that  the  operation  of  castratiou 
is  liable  to  be  attended  by  grave  shock;  but  although  I  have 
watched  for  this  condition  in  a  large  number  of  cases  I  have 
never  seen  it.  I  have  once  or  twice  observed  a  distinct  chan*^ 
of  pulse,  undoubtedly  due  to  the  exposure  or  removal  of  the 
testes,  the  rate  becoming  abruptly  slower,  or  some  intermission 
taking  place.  Such  changes  are  probably  more  common  under 
chloroform  than  under  ether  (see  remarks,  p.  145). 

Patients  suffering  from  bladder  affections  are  usually  elderly, 
and  are  not  unfrequently  the  subjects  of  obesity,  emphysema, 
and  chronic  bronchitis ;  in  other  words,  they  are  not  always 
the  easiest  patients  to  anaesthetise.  Distension  of  the  bladder 
in  a  patient  whose  breathing  is  principally  diaphragmatic  will 
at  once  increase  the  rate  and  depth  of  respiration.  I  know  of 
no  greater  problem  in  the  administration  of  anaesthetics  than 
that  of  keeping  the  breathing  of  an  emphysematous  patieiu 
sufficiently  tranquil  to  meet  the  requirements  of  the  operator, 
when  the  bladder  and  rectum  have  been  artificially  distended 
preparatory  to  a  supra-pubic  operation.  It  is  in  such  cases  as 
these  that  ether  is  quite  inadmissible,  and  the  A.C.E.  mixture 
or  chloroform  becomes  necessary. 

In  operations  upon  the  kidney  there  is  often  considerable 
surgical  shock,  and  as  a  general  rule  ether  is  therefore  prefer- 
able to  chloroform.  The  shock  is  likely  to  be  greater  in  feeble 
than  in  moderately  healthy  persons  (see  lUust.  Cases,  No.  44, 
p.  484,  and  Xo.  45,  p.  484). 

A  few  words  may  be  said  concerning  the  use  of  amesthetics 
in  rectal  surgery.  Full-blooded,  well-nourished  patients  and 
those  in  average  health  pass  through  these  operations  without 
giving  any  anxiety  to  the  anaesthetist,  always  provided  that 
ether  be  employed,  and  the  deepest  aniesthesia  maintained. 
But  there  is  a  certain  type  of  patient,  with  whom  everj'  surgeon 
who  has  had  much  experience  in  this  department  must  be 
familiar,  who  requires  careful  handling.  He  is  rather  pale 
from  occasional  loss  of  blood,  of  spare  build,  and  from  having 
been  greatly  overworked  and  overtaxed  in  his  profession  or 
business,  and  worried   by  his   rectal  disorder,  he  has  become 
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nervous,  and  altogether  unhinged.  Such  a  patient  may  show 
signs  of  feeble  circulation  during  or  after  the  use  of  the 
anaesthetic.  The  symptoms  are  probably  reflex  in  character 
(see  p.  143).  There  is  always  some  degree  of  surgical  shock 
in  excision  of  the  rectum  and  in  Kraske's  operation.  In  the 
latter  procedure,  moreover,  the  anaesthetist  must  guard  against 
intercurrent  asphyxia  due  to  the  prone  postura  In  adjusting 
the  patient  for  this  operation  the  head  should  be  brought  to 
the  side  of  the  table,  and  it  is  sometimes  possible,  by  arranging 
small  pillows  under  the  shoulders  or  spines  of  the  pelvis,  to 
provide  against  undue  respiratory  embarrassment.  In  obese 
and  other  bad  subjects  for  this  operation  the  hampered  breath- 
ing may  be  quickly  followed  by  circulatory  depression. 


G.  OPERATIONS  UPON  THE  BBEAST 

There  is  a  greater  liability  to  surgical  shock  during  breast 
operations  than  is  generally  believed,  and  the  anaesthetist 
should  therefore  do  all  in  his  power  to  aid  the  surgeon  in 
preventing  and  treating  this  condition.  Signs  of  circulatory 
depression  may  appear  as  the  immediate  result  of  the  skin 
incision,  as  a  sequel  to  haemorrhage,  or  as  the  consequence  of 
the  exposure  and  manipulation  of  a  large  raw  surface.  The 
patients  most  liable  to  surgical  shock  are  those  whose  general 
condition  is  unsatisfactory ;  and  the  operations  most  likely  to 
induce  this  condition  are  those  in  which  a  large  surface  is 
exposed  and  a  good  deal  of  blood  lost.  The  symptoms  are 
most  likely  to  come  on  at  that  part  of  the  operation  which 
immediately  precedes  the  actual  removal  of  the  breast,  and  the 
state  of  the  patient  almost  invariably  begins  to  improve  im- 
mediately the  removal  has  taken  place.  The  etiology,  manage- 
ment, and  treatment  of  surgical  shock  are  fully  considered  in 
other  parts  of  this  work  (see  pp.  142  and  481). 

With  regard  to  the  best  anaesthetic,  this  must  be  decided 
by  a  careful  consideration  of  the  patient's  general  state  of 
health.  The  "  gas  "-ether -chloroform  or  ether -chloroform 
sequence  answers  well  in  most  cases.  For  patients  over  sixty- 
five  years  of  age,  and  for  very  obese  subjects,  the  C.E.  or  A.C.E, 
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mixture  gives  the  best  results.  Ether  answers  well  for  short 
operations  upon  young  and  middle-aged  patients  whose  general 
condition  is  satisfactory.  One  advantage  of  this  anaesthetic 
over  chloroform  in  mammary  surgery  is  that  there  is  little  or 
no  liability,  after  its  administration,  for  secondary  haemorrhage 
to  occur.  It  is  not  a  very  uncommon  event  for  a  good  deal 
of  oozing  to  take  place,  or  for  active  haemorrhage  to  arise,  in 
cases  in  which  chloroform  has  been  used  throughout.  The 
anaesthetist  should  see  that  the  patient's  body  is  not  more 
exposed  than  is  absolutely  necessary,  and  the  room  should  be 
kept  as  warm  as  for  an  abdominal  section. 

H.  OPEBATIONS  INVOLVING  THE  BBAIN  OB  SPINAL 

OOBD 

Patients  about  to  be  subjected  to  these  operations  are 
sometimes  more  or  less  drowsy  or  comatose  at  the  time  of 
administration ;  and  the  anaesthetist  should  therefore  carefully 
ascertain  the  exact  condition  of  the  patient  before  giving  the 
anaesthetic  (see  p.  133).  So  far  as  the  actual  performance  of 
the  operation  is  concerned,  the  best  results  appear  to  have  been 
obtained  by  the  use  of  chloroform.  The  mixed  narcosis  of 
chloroform  and  morphine,  which  was  for  some  time  employed 
in  these  cases,  is  now  rarely  used  (see  Chap.  XV.).  Should  a 
preliminary  injection  of  morphine  have  been  given,  the  anaes- 
thetist must  administer  chloroform  in  small  quantities  at  a 
time,  and  attempt  to  secure  an  analgesic  rather  than  a  true 
anaesthetic  state.  Should  no  morphine  have  been  administered, 
deep  anaesthesia  will,  at  all  events  at  first,  be  necessary.  When 
intracranial  pressure  is  abnormally  high,  respiration  may 
cease  during  the  induction  of  anaesthesia,  and  it  may  be 
necessary  to  relieve  the  tension  before  breathing  can  be 
re-established.^ 

The  chief  point  concerning  operations  upon  the  spinal 
column  and  cord  is  that  the  prone  or  almost  prone  posture 
may  introduce  asphyxial  complications.  In  some  cases,  more- 
over, there  may  be  no  thoracic  breathing;  and  the  thoracic 

^  See  a  case  reported  by  Dr.   Percy  Noble  {Lancet,   2Sth  April  1900,   p. 
1210). 
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viscera  may  be  much  interfered  with  by  the  spinal  deformity. 
Generally  speaking,  very  deep  anaesthesia  should  be  avoided  in 
the  prone  posture,  and  a  careful  watch  kept  upon  respiration 
and  circulation.  The  choice  of  the  anaesthetic  must  be  regu- 
lated by  the  general  circumstances  of  the  case.  Although 
chloroform  may  be  preferable  from  the  surgeon's  point  of  view, 
the  anaesthetist  may  find  it  advisable  in  bad  cases  to  employ 
ether,  either  alone  or  in  mixture  with  chloroform.  Operations 
for  spina  bifida  in  infants  are  best  performed  under  ether 
(see  footnote,  p.  116). 


I.    PABTTTBinON  AND  OBSTETBIO  OPEBATIONS 

Of  all  the  anaesthetics  at  present  known,  chloroform  is  the 
most  suitable  for  administration  during  natural  labotur.  It 
quickly  produces  an  analgesic  state  without  materially  affecting 
uterine  contractions.  The  patient  passes  into  a  dreamy  condi- 
tion, with  rather  deep  respiration,  and  a  pleasant  feeling  of 
numbness  in  the  extremities.  Speaking  generally,  chloroform 
should  not  be  pushed  beyond  this  point.  It  is  not  desirable 
to  commence  the  administration  until  there  is  distinct  evidence 
that  true  labour  pains  have  begun.  When  the  patient  shows  by 
her  movements  that  a  "  pain  "  is  approaching,  chloroform  should 
be  applied ;  as  little  as  possible  given ;  and  even  before  the 
**  pain  "  has  actually  passed  off  the  anaesthetic  should  be  with- 
drawn. The  patient  should  he  allowed  to  recover  completely 
from  the  analgesic  effects  of  the  drug  between  the  "pains"; 
and  in  these  periods  food  or  stimulants  may  be  taken.  During 
the  expulsion  of  the  fatus,  Spiegelberg  ^  recommends  that  con- 
sciousness should  be  allowed  to  return  iu  order  to  lessen  the 
risk  of  the  perineum  becoming  ruptured.  Most  obstetricians 
agree  that  if  chloroform  be  given  more  deeply  than  is  here 
suggested  there  is  a  risk  not  only  of  uterine  inertia,  and  a  pro- 
longation of  the  labour  ensuing,  but  o{  post-partum  haemorrhage, 
more  especially  in  persons  predisposed  to  this  condition.  Chloro- 
form should  not  be  employed  when  the  uterine  contractions  are 

^  A  Text-Book  qf  Midwife nj  (New  Syd.  Soc),  vol.  i.  p.  268. 
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feeble,  when  small  doses  of  the  drug  appear  to  retard  labour,^ 
or  when  any  great  respiratory  difficulty  is  present 

When  true  surgical  ansesthesia  is  required,  as  for  turning, 
instrumental  delivery,  craniotomy,  and  other  operations,  ether 
should,  as  a  general  rule,  be  given.  Though  the  use  of  chloro- 
form in  analgesic  doses  during  labour  may  be  said  to  be  free 
from  risk,  there  is  no  reason  to  suppose  that  when  this 
anaesthetic  is  pushed  to  its  fullest  degree  this  almost  absolute 
immunity  from  danger  is  to  be  relied  upon.^  But  seeing  that 
chloroform  has  been  very  largely  used  for  obstetric  operations 
requiring  deep  anaesthesia,  and  that  very  few  fatalities  have 
occurred,  it  would  seem  that  there  must  be  some  explanation 
of  this  freedom  from  accident.  When  fatalities  under  chloro- 
form have  occurred  in  surgical  practice  at  the  very  outset  of 
the  inhalation,  i.e,  before  consciousness  has  been  lost,  the 
elements  of  fright  and  apprehension  have  possibly  been  at 
work.  These  elements  are,  as  a  rule,  wholly  absent  when 
chloroform  is  given  to  relieve  the  pains  of  labour.  The 
patient  is  occupied  with  her  suffering,  and  the  prospect  of 
speedy  relief  from  pain  gives  rise  to  a  feeling  of  comfoi-t 
rather  than  to  one  of  .alarm.  The  view  that  the  physiological 
hypertrophy  of  the  heart  enables  this  organ  to  cope  with  any 
undue  strain  which  may  be  imposed  upon  it  is  probably  quite 
erroneous.  A  very  large  proportion  of  those  who  have 
succumbed  under  chloroform  have  had  healthy  and  vigorous 
hearts.  Moreover,  the  clinical  fact  is  established  beyond 
doubt  that,  in  surgical  practice,  the  best  subjects  for  chloro- 
form are  those  whose  general  vital  functions  are  somewhat 
impaired  by  illness.  In  the  comparatively  few  cases  in  which 
I  have  myself  administered  chloroform  to  its  full  extent  during 
or  immediately  after  labour,  the  patients  have  certainly  taken 
this  anaesthetic  remarkably  well.  There  has  seemed  to  be  a 
fuller  and  better  circulation  and  respiration  than  in  ordinary 

*  For  further  information  I  would  refer  the  reader  to  Dr.  Galabiu's  practical 
remarks.     See  A  Mamcal  of  Midwifery ^  2nd  edition. 

2  It  is  a  mistake  to  suppose  that  chloroform  accidents  during  child-birth 
are  unknown.  See  a  fatal  case,  Lccncety  2nd  Feb.  1889,  p.  249.  The  adminie* 
trator  had  given  chloroform  four  hundred  times  before.  See  also  an  article  by 
Dr.  Ballantyne  {Scot.  Med.  and  Surg.  Joum.,  Jan.  1897).  The  author  has 
collected  eight  deaths  during  labour  under  chloroform. 
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cases.  Dr.  Lombe  Atthill/  who  has  had  forty  years*  experience 
with  chloroform  in  obstetric  practice,  suggests  the  possibility 
of  the  safety  being  due  to  the  fact  that  "  in  these  cases  the 
involuntary  expulsive  eflforts  seldom  entirely  cease,  and  as  at 
the  expiration  of  each  of  these,  comparatively  deep  inspiration 
follows,  it  may  tend  to  prevent  asphyxia.  .  .  ."  Mr.  A.  H. 
Tubby  -  very  aptly  harmonises  Dr.  AtthilFs  clinical  facts  with 
recent  physiological  teaching;  and  his  remarks  are  very 
interesting.  There  can  be  no  doubt  that  in  many  cases  in 
which  chloroform  produces  unsatisfactory  effects,  the  difficulty 
seems  to  be  one  arising  in  the  first  instance  from  feeble  or 
hampered  respiratory  movements,  and  consequently  an  inade- 
quate pulmonary  circulation.  The  deep  respirations  of  labour 
would  obviate  this  sluggish  pulmonary  circulation  by  emptying 
the  right  heart  more  efficiently.  Dr.  Galabin  believes  that 
the  high  abdominal  pressure  which  is  necessarily  caused  by 
the  distension  of  pregnancy  prevents  that  undue  vaso-motor 
dilatation  which  might  otherwise  arise  under  chloroform.^ 


J.   OPHTHALMIC  OPEBATIONS 

There  are  special  reasons  why  the  maintenance  of  a 
perfectly  tranquil  anaesthesia  during  ophthalmic  operations  is  a 
matter  of  comparative  difficulty.  In  the  first  place,  the  head 
is  usually  adjusted  face  upwards  and  slightly  extended ;  so 
that  mucus  and  saliva  tend  to  flow  backwards  and  to  induce 
reflex  disturbances,  whilst  the  tongue  may  obstruct  breathing. 
Secondly,  the  depth  of  anaesthesia  is  liable  to  considerable 
fluctuations,  by  reason  of  the  anaesthetist  having  to  discontinue 
the  administration  from  time  to  time,  in  order  to  meet  the 
requirements  of  the  surgeon.  And  thirdly,  the  eyes  are  often 
unavailable  as  guides.  There  have  been  a  large  number  of 
chloroform  fatalities  in  ophthalmic  practice,  and  the  explanation 
of  the  fact  is,  I  think,  to  be  found  in  these  considerations. 

1  Brit.  Med.  Jmim.,  16th  Jan.  1892. 

2  Ibid.,  30th  Jan.  1892. 

3  For  fiirther  information  see  an  interesting  risuinA  of  the  whole  subject  by 
Mr.  H.  Bellamy  Gardner  {Brit.  Gyncccolog.  Joum.,  May  1896).  The  author 
points  out  that  there  is  no  decided  evidence  to  show  that  antesthesia  has  any 
injurious  influence  on  the  foetus. 


182  ANAESTHETICS  chap. 

Ether  is,  in  one  sense,  a  more  suitable  anaesthetic  than 
chloroform,  because  the  patient  can  be  placed  so  deeply  under 
its  influence  that  inconvenient  coughing,  swallowing,  straining, 
or  vomiting  may  be  prevented.  The  anaesthetic,  whatever  it 
may  be,  must  be  pushed  freely.  There  are,  of  course,  many 
cases  in  which,  from  the  patient's  age  or  general  condition,  the 
A.C.E.  mixture  or  chloroform  should  be  used,  either  in  prefer- 
ence to  ether  or  in  succession  to  that  anaesthetic.  Thus,  for 
iridectomy  in  elderly  people,  the  A.C.E.  mixture  answers 
admirably.  For  strabismus  operations  in  children,  ether  is 
unquestionably  preferable  to  chloroform.^  For  the  operation 
of  enucleation  the  choice  of  the  anaesthetic  must  depend  upon 
the  state  of  the  patient. 

K.  OPEBATIONS  UPON  THE  EXTBEMITIES 

Very  complete  musciilar  ilaccidity  is  essential  for  the  ex- 
amination of  stiff  and  painful  joints,  the  reduction  of  disloca- 
tions, and  the  setting  of  fractures.  Ether  certainly  seems 
specially  called  for  in  reducing  dislocations  of  the  shoulder,  for 
chloroform  has,  curiously  enough,  proved  particularly  lethal 
during  these  operations.^ 

For  orthopaedic  operations  deep  anaesthesia  is  also  essential. 
The  legs  and  feet  are  particularly  liable  to  reflex  movement, 
even  when  the  anaesthetic  has  been  freely  pushed.  This  is 
noticeably  so    in    the  case   of  nitrous  oxide.     Even    if   this 

*  Mr.  Brudenell  Carter,  in  a  very  able  letter  to  the*La}icet  (7th  August  1875, 
J).  227),  strongly  advocates  the  use  of  ether  in  preference  to  chloroform  iu 
ophthalmic  practice,  and  i*cfers  to  a  surgeon  who  lost  sixteen  patients  under 
chloroform  administered  for  operations  upon  the  eye. 

*  Lisfranc,  Vemeuil,  Biickel,  and  Guillon  have  all  drawn  attention  to  this 
fact.  They  believe  the  fatalities  to  have  arisen  in  consequence  of  the  **  unfavour- 
able position  of  the  i>atient "  during  the  administration,  by  which  I  suppose 
they  mean  that  respiration  is  likely  to  be  interfered  with  during  the  necessary 
manipulations.  We  must  remember,  too,  that  complete  relaxation  is  always 
essential,  in  other  words,  that  the  anre^thetic  has  to  be  j)ushed  very  freely  ; 
that  the  subjects  of  dislocated  shoulder  are  often  men  who  have  met  with 
the  accident  whilst  under  the  influence  of  alcohol  ;  that  food  is  likely  to  be 
present  in  the  stomach  when  anesthesia  is  induced  ;  and  lastly,  that  the 
administration  is  not  unfrequently  left  iu  unskilled  hands.  These  facts, 
together  with  the  suggestion  made  by  the  above  observers,  seem  to  me  to 
point  to  the  necessity  for  considerable  caution  in  administering  chloroform  for 
the  reduction  of  a  dislocated  shoulder. 
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anaesthetic  be  administered  with  oxygen  till  as  deep  an 
ansesthesia  as  possible  is  procured,  there  is  almost  invariably  a 
reflex  twitch  when  an  incision  about  the  leg  or  foot  is  made. 
The  best  plan  of  anfesthetising  small  children  for  short 
orthopaedic  operations  is  to  fit  a  bag  containing  half  a  gallon  of 
nitrous  oxide  to  a  charged  Clover's  inhaler  (see  p.  407);  to 
allow  the  patient  to  breathe  the  gas  backwards  and  forwards 
from  4he  beginning ;  to  gradually  turn  the  ether  indicator  to 
"  1  "  or  "  2  " ;  and  to  admit  a  breath  of  air  occasionally. 
Respiration  becomes  deep,  there  is  no  "jactitation,"  and  the 
muscles  quickly  relax.  The  incision  is  now  made.  An  ad- 
ministration of  three  minutes  suffices  for  an  operation  of  from 
one  to  two  minutes,  the  inhaler  being  finally  removed  just 
before  the  operation  is  really  completed.  This  plan  avoids  the 
"jactitation"  and  reflex  movement  so  common  with  nitrous 
oxide  alone.  In  adults,  and  especially  in  women,  better 
results  may  be  obtained  with  nitrous  oxide.  Indeed,  when 
this  gas  is  administered  with  oxygen,  most  women  may  be 
successfully  anaesthetised  for  operations  upon  the  extremities. 
Vigorous  young  men  are  liable  to  exhibit  reflex  movement,  but 
elderly  men  are  again  good  subjects. 


L.   OTHER   OPEBATIONS,  PBOCEDUBES,   OB  CONDITIONS 
FOB  WHICH  ANAESTHETICS  MAT  BE  BEQUIBED 

There  is  nothing  worthy  of  special  remark  concerning  the 
use  of  anaesthetics  during  other  sturgical  operations  and  procedures. 
A  few  words  may,  however,  be  said  with  regard  to  the  induc- 
tion of  partial  or  complete  anaesthesia  for  the  relief  of  certain 
painful,  spasmodic,  or  convulsive  conditions. 

General  anaesthetics,  and  more  particularly  chloroform,  are 
sometimes  employed  in  renal  colic,  biliary  colic,  and  other 
acntely  painftil  seizures.  In  such  cases  the  selected  agent 
should  be  administered  in  analgesic  rather  than  in  anaesthetic 
doses,  and,  as  when  exhibiting  chloroform  in  normal  labour 
(p.  179),  pain  should  be  relieved  without  wholly  destroying 
consciousness. 

Chloroform  has  been  very  extensively  used  in  the  treatment 
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of  puerperal  eclampsia.  In  these  cases  it  is  necessary  to  posh 
the  administration  somewhat  more  freely  than  when  the  mere 
relief  of  pain  is  desired.  Dr.  Galabin  ^  makes  the  following 
practical  remarks :  "At  first  the  patient  may  be  brought  pretty 
fully  under  the  influence  of  the  drug,  but  afterwards  it  may  be 
given  only  from  time  to  time,  and  in  partial  degree.  Any  pre- 
monitory signs  of  a  paroxysm,  such  as  increased  muscular  restless- 
ness, more  rapid  breathing,  or  contraction  of  the  pupils,are  indica- 
tions for  giving  more  of  the  chloroform,  and  so,  a  fortiori,  is  the 
recurrence  of  a  fit.  When  chloroform  is  given  judiciously,  in 
this  partial  degree,  the  administration  may  be  continued  for 
hours  togetlier,  without  danger."  Dr.  Playfair  ^  points  out  that 
chloroform  occasionally  fails  to  control  the  paroxysms.  The 
same  author  states  that  the  use  of  an  anaesthetic  is  contra- 
indicated  when  the  patient  is  cyanosed.  Spiegelberg '  refers  to 
a  case  in  which  sudden  death  took  place  during  the  use  of- 
chloroform  for  puerperal  eclampsia. 

Chloroform  quickly  relieves  the  spasms  of  Btryclmine  poisoning 
In  some  of  the  recorded  C€ises  it  was  only  necessary  to  give  the 
dmg  in  analgesic  doses ;  *  whilst  in  others  deep  anaesthesia  was 
produced.^  In  one  case  ^  chloroform  was  administered,  almost 
without  intermission,  for  seven  hours. 

In  the  treatment  of  tetanus,  chloroform  has  also  been  found 
distinctly  advantageous.^  As  in  strychnine  poisoning,  muscular 
spasm  subsides  before  true  anaesthesia  is  reached ;  so  that  it  is 
not  necessary  to  push  the  chloroform  very  far.  Sometimes  a 
considerable  interval  of  freedom  from  spasm  may  elapse  after 
the  inhalation,  in  which  case  no  more  of  the  anaesthetic  need  be 
given  till  the  tetanic  rigidity  recommences.  But  should  the 
spasms  be  nearly  continuous  the  administration  may  be  main- 
tained. One  case  is  recorded  in  which  a  child  was  kept  more  or 
less  under  the  influence  of  chloroform  for  thirteen  consecutive 

*  A  Manual  of  Midwifery^  2nd  edition,  p.  324. 

*  Science  and  Practice  of  Midwifery^  vol.  ii.  6th  edition. 

'  A  Text-Book  of  Midwifery  (Sydenham  Society),  p.  220. 

■»  BrU.  Med.  Journ.,  22nd  April  1882,  p.  575. 

^  Lancet,  vol.  ii.,  1875,  p.  310. 

«  Ibid.  vol.  ii.,  1867,  p.  118. 

7  See  Braahivaitcs  Betrospect,  vol.  ii.,  1877,  p.  59—**  On  the  State  of  Thfr»- 
jieuties  in  Tetanus."  See  also  Medical  Becordy  16th  June  1879,  p.  243  ;  ibJ 
Lancet,  31st  July  1880,  p.  171, 
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days,  100  oz.  being  used.  In  extreme  cases,  in  which  there  is 
intense  spasm  of  the  jaws,  neck,  thorax,  and  abdomen,  it  may 
be  difficult  or  impossible  to  administer  chloroform  without 
intensifying  the  existing  condition.^ 

*  A  case  occurred  at  the  London  Hospital  iu  March  1899,  in  which  several 
attempts  were  made  to  relax  the  tetanic  spasm  which  was  threatening  the  life  of 
the  patient  by  asphyxia.  On  each  occasion  the  chloroform  vapour,  even  though 
very  carefully  given,  seemed  to  aggravate  the  condition,  and  artificial  respiration 
became  necessary  in  re-establishing  breathing.  Eventually,  however,  the  tetanic 
spasm  got  the  upper  hand,  and  the  patient  died. 


CHAPTEE  VIII 

THE    CIRCUMSTANCES    OF   THE    ADMINISTRATION 

In  order  to  ensure,  as  far  as  possible,  a  successful  administra- 
tion, it  is  essential  that  attention  should  be  paid  to  numerous 
details. 

It  is  always  advisable  to  have  a  third  person  in  the  room 
■during  the  administration  of  an  anaesthetic. 

A.  HOUB  OF  ADMnnSTBATION :    BEGULATION 

OP  DIET 

Speaking  generally,  anaesthetics  should  be  administered  at 
or  about  the  time  that  patients  are  in  the  habit  of  taking  a 
meal ;  and  it  is  advisable,  in  regulating  the  diet  before  an 
operation,  that  the  usual  hours  for  food  should  be  interfered 
with  as  little  as  possible. 

It  is  generally  agreed  that  the  early  morning  (8  a.m.-9  a.iiL) 
is  the  best  time  for  the  administration  of  a  general  antnesthetic 
for  a  surgical  operation.  Putting  exceptional  cases  aside, 
patients  are  brighter  and  fresher  in  the  morning  than  in  the 
after-part  of  the  day.  But  the  most  important  reason  for 
choosing  the  time  indicated  is  that  in  most  cases  the  stomach 
is  then  empty.  Adult  patients  in  good  health  may  be  allowed 
their  usual  meals  the  day  before  the  operation,  provided 
nothing  be  taken  after  7  or  8  p.m.,  and  that  no  excess  either 
in  food  or  drink  be  indulged  in.  A  light  and  nutritious  meal 
at  or  about  7  o'clock  on  the  previous  evening  is  generally  to 
be  recommended.  I  have  known  patients  who  have  had  an 
exceptionally  good  dinner  the  night  before  the  operation,  and 
children  who  have  eaten  heartily  of  pudding  before  going  to 
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bed,  to  eject  a  considerable  quantity  of  semi-digested  food  after 
tlie  anaesthetic  on  the  following  morning,  even  though  nothing 
whatever  had  been  taken  during  the  night.  The  practice  of 
giving  a  cup  of  tea  or  coffee,  a  glass  of  milk,  an  egg  beaten  up 
in  milk,  an  egg  with  brandy,  or  in  fact  anything  whatever,  at 
6  A.M.  or  7  A.M.  (i.e.  two  hours  or  so  before  an  early  operation), 
is  open  to  much  objection.  Digestion  is  not  always  as  rapidly 
performed  as  is .  generally  believed,  and  when  nourishment  is 
taken  at  unusual  times,  the  process  may  be  greatly  retarded. 
Mental  disturbance,  too,  is  said  to  interfere  with  the  digestive 
functions. 

The  next  best  time  for  operations  is  probably  1.30  or  2  p.m., 
i.r,  about  the  patient's  usual  luncheon  or  dinner  hour.  If  this 
time  be  chosen,  tea  or  coffee  with  toast  may  be  taken  at  8  A.M., 
and  nothing  whatever  after. 

Should  the  operation  be  fixed  to  take  place  at  some  other 
time  than  those  above  indicated,  special  care  should  be  taken  to 
keep  the  stomach  as  empty  as  possible;  for  when  the  operation  is 
arranged  for  11  or  12  o'clock  in  the  morning,  or  for  3,  4,  or  5  in 
the  afternoon,  persons  are  liable,  unless  specially  warned,  to 
Imve  had  their  breakfasts  or  mid-day  meals  as  usual.  It  is 
better  to  err,  if  at  all,  on  the  side  of  abstinence.  Young  adults 
in  good  health  should,  for  example,  be  allowed  to  remain  with- 
out food  for  from  five  to  six  hours.  This  can  be  done  by 
arranging  a  light  breakfast  at  8.30  or  so,  and  the  operation  for 
3  P.M.  Should  the  operation  be  arranged  for  1 1  or  1 2  in  the 
morning — an  hour  open  to  objections — the  best  plan  perhaps 
is  for  the  patient  to  have  a  cup  of  tea,  coffee,  or  cocoa  and  dry 
toast  at  about  6-7  a.m. 

The  above  rules  can  hardly  be  adhered  to  when  we  have 
to  deal  with  exhausted  patients,  or  with  those  who  are  liable 
to  feel  faint  after  a  comparatively  short  abstinence  from  food 
or  stimulants.  Moreover,  patients  advanced  in  years  should 
not  be  kept  quite  so  long  without  food  as  younger  persons ; 
partly  because  they  more  readily  show  signs  of  exhaustion,  and 
partly  because  they  are  less  liable  than  their  juniors  to  after- 
nausea  and  vomiting.  Generally  speaking,  exhausted  and 
asthenic  subjects  who  are  to  be  operated  upon  in  the  early 
morning  should  be  allowed  some  clear  soup  during  the  night ; 
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and  in  extreme  cases  a  little  wine,  brandy,  or  whisky  may  at 
the  same  time  be  taken  with  advantage.  Similar  arrangements 
are  indicated  when  the  operation  is  fixed  to  take  place  during 
the  day,  i.e,  some  soup  should  be  given  about  three  or  four 
hours  before  the  administration.  Milk,  eggs,  and  ordinary 
beef  tea  are  not  so  suitable  as  clear  soup. 

As  a  general  rule  alcohol  should  not  be  given  by  the 
mouth  before  an  anaesthetic,  as  it  is  very  liable  to  interfere  with 
ansesthesia.^  There  are  some,^  however,  who  adopt  this  practice 
and  speak  well  of  it 

Should  the  patient's  circnlation  be  extremely  feeble,  it  is  a 
good  plan  to  give  an  enema  of  brandy  and  water,  or  brandy 
and  beef  tea,  a  short  time  (twenty  minutes  or  so)  before  the 
administration. 

Although  it  is  unnecessary  in.  the  case  of  nitrous  oxide 
that  the  diet  should  be  as  strictly  regulated  as  in  the  case  of 
ether  or  chloroform,  it  is  important  that  some  attention  should 
be  paid  to  this  point.  When  the  gas  is  administered  in  its 
pure  state,  an  interval  of  from  2  to  3  hours  after  the  last  meal  is 
advisable,  although  it  is  exceedingly  common  for  patients  who 
have  quite  recently  taken  food  to  pass  through  this  form  of 
anaesthesia  without  vomiting.  But  when  nitrous  oxide  is  to  be 
given  with  oxygen,  even  for  brief  operations,  the  diet  must  be 
carefully  regulated,  in  accordance  with  the  foregoing  principles. 
And  the  same  may  be  said  when  one  administration  of  pure 
nitrous  oxide  is  to  be  immediately  followed  by  another,  or 
when  this  gas  is  to  be  given  with  air  for  a  lengthy  operation. 

B.   STATE  OF  THE  BOWELS  AND  BLADDEB 

In  ordinary  surgical  cases,  the  best  plan  appears  to  be  to 
give  a  purgative  the  night  but  one  before  the  operation,  and 
an  enema  on  the  morning  of  the  operation.  If  a  purgative  be 
given  the  night  before  the  operation,  inconvenience  may  arise 

1  In  one  case,  in  which  a  patient  had  taken  some  champagne  two  hoars 
before  I  gave  him  nitrous  oxide  and  ether  for  a  dental  operation,  hesitating 
breathing,  masseteric  spasm,  coarse  moist  laryngeal  sounds,  and  other  incon- 
venient symptoms  arose,  and  caused  delay  and  difficulty. 

^  See  Clover,  Brit.  Med.  JounUy  14th  February  1874.  See  also  an  interest- 
ing letter  **  On  the  Value  of  Alcohol  before  Chlorofonn  "  {BrU.  Med.  Journ., 
20th  July  1889).     Also  Asclepiad,  January  1892. 
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during,  or  immediately  after,  the  administration.     Care  should 
be  taken  to  select  purgatives  appropriate  to  the  ease.     I  have 
on  one  or  two  occasions  satisfied  myself  that  certain  symptoms 
of  depression  ^  which  have  arisen,  during  or  after  the  use  of  an 
aufesthetic,  have  been  wholly  or  partly  dependent  upon  the 
violent  purgation  to  which  a  somewhat  feeble  patient  has  been 
subjected.     There  are,  of  course,  certain  cases  in  which  the 
use  of  strong  measures   is » highly  *8e8^pal3fe\/ The  so-called 
"bilious"  subjects,  those  w^o-afre' ^eneralFy*  constipated,  and 
young  peopl^  (pai^^alffrl^r  bOy^)'Of  ;^liit?;T^o2u^  Babll^;p«^$t:  be'  \: 
freely  purgea,-"b1KerWi'se"aft>ey-v6mitiHg' wiH   fee  3ik^ry<i).  bfe     ' 
troublesome.         :'*.  :••  :•:  'v  ;.   :       "/"*  »'» :  :  •••  •••  : 

The  bladder  86oul&inV<lriib}y'l)c.emptrea.bB&*e-afesesthesia 
is  induced.  This  rule  is  particularly  necessary  in  the  case  of 
children  who  are  about  to  be  anaesthetised  by  nitrous  oxide 
free  from  oxygen,  for  during  the  clonic  muscular  njovements 
micturition  is  liablQ  to  arise. 


0.   OEBTAm  8FE0IAL  PREPARATIONS 

Special  preparations  are  occasionally  adopted  before 
administering  a  general  ansesthetic.  For  example,  in  such 
operations  as  those  for  faectd  fistula,  it  may  be  necessary  to 
employ  rectal  feeding  for  one  or  two  days  beforehand.  Some 
surgeons  wash  out  the  stomach  prior  to  abdominal  section  for 
intestinal  obstruction  (p.  170).  In  cases  of  extreme  exhaustion, 
nutrient  and  stimulant  enemata,  the  subcutaneous  use  of 
strychnine,  or  even  the  intravenous  injection  of  saline  fluid  may 
be  indicated.  The  employment  of  morphine  in  association  with 
general  anaesthetics  is  specially  dealt  with  in  Chapter  XV. 
Lastly,  the  preliminary  application  of  cocaine,  in  the  form  of 
«pray,  to  the  nose  and  throat,  has  been  recommended,  partly 
with  the  object  of  preventing  or  lessening  the  cough,  holding 
of  breath,  and  irritation  often  produced  by  ether  and  chloro- 
form, and  partly  with  the  object  of  averting  the  early  reflex 
syncope    which    such    irritation   is   supposed    to   occasionally 

*  Snow  believed  that  free  purgation  the  night  before  a  rectal  operation  would 
be  likely  to  induce  syncope  during  anaesthesia ;  and  he  met  with  cases  which 
appeared  to  render  this  view  extremely  probable.     See  Snow,  op.  cit.  p.  104. 
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induce  (p.  91).  Eosenberg^  originally  proposed  this  method: 
and  it  has  been  thoroughly  tested  by  Gerster,*  Mayer,  and 
Theobald  of  New  York.  Whilst  there  can  be  no  doubt  that 
the  irritant  eifects  of  anaesthetic  vapours  may  be  to  a  great 
extent  averted  by  this  means,  experience  has  shown  that  it  is 
not  without  its  objections,  and  that  symptoms  of  cocaine 
poisoning  may  readily  be  induced.  Moreover,  as  we  shall 
subsequently  ■fe€;"4t  -Hs  :highlj«  doubtful  whether  chloroform 
vapour  is  capabfe*  of  •prodmihg*  fatal  reflex  syncope  by  its 
•|6clil:a<i?)n  {pr  ?4«}.::  :   r         :  r  •  :  -         . 


D.  mspEdiiQN  \asd  examination  *of  the  patient 

Bearing  in  mind  the  fact  that  the  phenomena  of  surgical 
anaesthesia  are  largely  dependent  upon  age,  temperament, 
physique,  habits  of  life,  quantity  and  quality  of  blood,  state 
of  the  respiration,  state  of  the  circulation^  and  other  factors 
(Chap.  VI.),  we  cannot  fail  to  recognise  the  advantages  of 
ascertaining,  as  far  as  circumstances  will  permit,  the  general 
condition  of  the  patient  entrusted  to  our  care.  In  the  majority 
of  cases  a  brief  inspection  is  all  that  is  needed.  The  more 
practice  the  anaesthetist  has  had,  the  less  need  wUl  there  be  for 
any  systematic  examination.  It  is  better,  however,  to  err  on 
the  side  of  an  unnecessarily  cautious  investigation,  than  to 
overlook  symptoms  which,  if  recognised,  would  be  of  service 
in  conducting  the  administration.  When  any  doubt  exists, 
therefore,  as  to  the  state  of  the  patient's  health,  it  is  a  good  plau 
to  employ  the  stethoscope,  or  to  adopt  any  other  means  that 
may  suggest  themselves  for  ascertaining  the  presence  of  any 
important  morbid  condition.  It  is  a  mistake  to  suppose  that  a 
prejudicial  state  of  alarm  is  brought  about  by  the  few  simple 
procedures  and  questions  which  are  advisable  on  these  occasions. 
A  patient  who  is  in  a  good  state  of  health  is  usually  fully  aware 
of  the  fact,  and  is  not  likely  to  feel  distressed  whilst  his  heart  is 
being  auscultated,  and  his  chest  expansion  tested.  Apprehension 
is  more  often  caused  by  the  manner  in  which  these  inquiries  are 
conducted  than  by  the  inquiries  themselves.     Nervous  persons 

*  See  Berliner  kUnisdie  JVorhenschriftj  Nos.  1  and  2,  1895. 
"^  See  Annah  of  Surgery^  Jan.  1896. 
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are  just  as  likely  to  gain  comfort  and  confidence  by  their  state 
of  health  being  properly  gauged,  as  to  suffer  from  increased 
dread  and  alarm.  But,  even  admitting  that  an  examination  of 
the  patient  is  open  to  objection  on  the  grounds  indicated,  we 
are  surely  not  justified  in  allowing  any  such  objections  to  carry 
weight.  Every  one  who  has  largely  administered  anaesthetics 
must  be  able  to  call  to  mind  cases  which  would  certainly  have 
gone  more  smoothly  had  some  particulftr  pre-existijig  peculiarity 
or  morbid  state  been  recognised  before  %tae  administration. 
Aortic  disease,  mitral  stenosisj^an  extremely  slow  -C8irdiac  actiouv 
or  emphyseina  maj:,foif  e;«ample;be  easily  overlooked  n)ite8stcar6 
be  taken.  It  is  certainly  erroneous  to  argoe  thai)  aaXhQ.  patient 
must  have  an  anaes^vhetic  there  ds.nbJieed.taasccrtain'his.'fitiiess 
for  it.  By  carefully  taking  into  consideration  the  condition  of 
the  patient,  we  not  only  place  oui'selves  in  a  better  position  to 
decide  what  anaesthetic  or  anaesthetic  mixture  should  be 
chosen,  but  we  are  often  able  to  anticipate  the  occurrence  of 
important  symptoms  during  the  administration.  When 
circumstances  permit,  therefore,  it  is  a  good  plan  for  the 
administrator  to  make  himself  acquainted  with  the  patient's 
general  state. 

A  great  deal  of  valuable  information,  both  positive  and 
negative,  is  afforded  by  the  general  appearance  ai^d  bearing  of  • 
the  patient.  Let  us  in  a  few  words  consider  what  may  be 
learnt  by  simply  observing  the  individual  before  us.  Should 
he  walk  to  the  operating  table,  couch,  or  chair,  his  mode  of 
progression  may  afford  us  information.  We  shall  notice 
whether  he  moves  actively,  or  whether  with  considerable 
hesitation  or  difficulty.  Should  the  exertion  be  followed  by 
breathlessness  we  ought  specially  to  bear  the  fact  in  mind. 
Should  the  patient  be  partially  or  wholly  recumbent  when  we 
are  called  upon  to  anaesthetise  him,  we  should  note  what 
l>osition  is  assumed  from  choice.  We  should  more  particularly 
pay  attention  to  the  number  of  pillows  the  patient  requires. 
Those  who  suffer  from  chronic  bronchitis,  emphysema,  other 
affections  of  the  air-passages,  or  extreme  abdominal  distension, 
almost  invariably  insist  upon  being  propped  up  to  a  greater  or 
less  degree.  Marked  orthopncea  will  attract  attention,  and 
should  be  regarded  as  a  very  unfavourable  symptom.      Patients 
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sufifering  from  unilateral  pulmonary  or  pleural  afifections  will 
probably  be  found  lying  upon  the  diseased  side.  Whilst 
observing  and  drawing  our  inferences  from  the  walk  or  posture 
of  the  patient,  we  are  able,  as  a  rule,  to  roughly  estimate  his 
age.  It  must  be  remembered  that  the  anaesthetist  is  concerned 
as  much  with  the  apparent  as  with  the  real  age  of  his  patient 
The  temperament,  too,  which  plays  an  important  part  in 
determining  th^:*tnaftn^:ijf:  which  an  anaesthetic  is  taken, 
usually  quickly  &hbw&  4t6flf--ei>  these  occasions.  This  is  more 
\:  'particjiJfiO'ljJJtheAiasft.-wrth  hystei^rat  /.It  nvust  .i^e-rfemembered, 
:  holvovef ,:  thit  Woih^  -x^ho  are*  iteblfe*  ta*  oUtinrstfi  iof  hysteria 
somejbirae&wiiQeal  <Ixeir  want  of-c^o<ii»o\  ^'Jefficiently  that  the 
obseivcak*  ftiAfeoBij^d^*  Xb^.w^rjvcy^diJand:  the  highly -strung 
patient  will  be  recognised,  and  should  be  treated  with  the 
utmost  gentleness  and  care.  Previous  excesses  in  alcohol,  as 
a  rule,  present  little  or  no  diflBculty  in  their  detection.  The 
general  physique  of  the  patient  will  be  observed.  Gross, 
flabby  individuals,  with  a  large  abdomen,  muddy  complexion, 
and  double  chin,  will  probably  not  be  easy  subjects  to  manage. 
Florid,  muscular  young  men,  who  live  an  outdoor  life  and  enjoy 
excellent  health,  are  also  liable  to  give  the  administrator  some 
diflBculty.  Persons  afflicted  with  extreme  obesity  may  also  be 
regarded  as  bad  subjects  for  certain  anaesthetics.  Conversely, 
patients  of  slim  build,  and  more  or  less  anaemic  in  appearance, 
do  particularly  well  during  general  anaesthesia.  The  colour  of 
the  patient's  face  and  lips  should  be  noted.  A  florid  rosy  tint 
denotes,  as  a  rule,  a  good  state  of  health  and  the  absence  of 
nervousness  or  respiratory  derangement.  The  hectic  flush, 
however,  must  not  be  allowed  to  deceive.  Florid  and  more 
especially  dusky-looking  and  congested  patients  will  be  very 
liable  to  show  cyanosis  under  nitrous  oxide  or  ether — in  fact 
under  any  anaesthetic,  if  air  be  withheld  even  to  a  slight  d^ree 
The  pallor  of  true  antemia  is  readily  recognised.  Apart,  how- 
ever, from  this  pallor,  we  must  remember  that  very  nervous 
and  apprehensive  subjects  are  prone  to  be  much  paler  than 
usual  at  the  time  of  administration ;  their  pallor  disappears 
when  anaesthesia  is  established ;  and,  often  to  the  surprise  of 
the  anaesthetist,  to  whom  the  patient  may  be  a  stranger,  a  good 
florid  colour  will  persist  throughout  the  administration.     The 


VIII        CIKCUMSTANCES  OF  ADMINISTEATION       193 


ansesthetist  should  take  special  note  of  the  maimer  in  which 
reBpiration  is  performed,  and  if  any  marked  abnormality  in  this 
direction  be  detected  a  further  examination  of  the  patient 
should  be  made.  If  there  be  no  obvious  shortness  of  breath  or 
distress  in  breathing,  and  if  the  respiratory  movements  .are 
quiet  and  the  colour  of  the  lips  good,  there  is,  as  a  rule,  no 
need  for  any  further  examination.  It  is  usually  a  good  plan, 
however,  to  ask  the  patient  to  take  a  deep  breath.  In  this 
way  the  administrator  will  see  whether  the  chest  expands 
freely,  and  whether  the  respiration  is  principally  thoracic  or 
abdominaL  By  getting  the  patient  to  take  a  deep  breath  the 
administrator  may  hear  if  there  is  any  sound  suggestive  of 
narrowing  of  the  air-way,  bronchial  catarrh,  emphysema,  etc. 
A  loose,  frequent,  or  hollow  cough  should  not  escape  attention. 
The  cough  of  simple  nervousness  is  easily  distinguishable.  The 
pulse  should  invariably  be  felt ;  and  as  a  general  rule  it  is  a 
good  plan  to  apply  the  ear  or  stethoscope  to  the  chest.  Any 
duskiness,  pallor,  or  breathlessness  should  suggest  a  stethoscopic 
examination.  Feebleness,  irregularity,  intermittency,  or  marked 
slowness  of  pulse  should  lead  to  further  inquiry. 

The  oral  cavity  should  be  inspected  by  the  anaesthetist. 
Artificial  teeth,  even  though  firmly  fixed  and  apparently  safe, 
should  always  be  removed.  It  is  important  that,  at  the  time 
of  administration,  there  should  be  nothing  within  the  mouth 
which  is  loose  or  likely  to  become  loose.  On  one  occasion 
during  the  administration  of  ether  I  discovered  a  tooth  lying 
loose  in  the  mouth.  My  attention  was  directed  to  it  by 
finding  a  little  blood  issuing  from  the  lips.  During  the 
closure  of  the  jaws  a  shaky  tooth  had  apparently  become 
dislodged.  It  is  hence  best  to  see  that  no  such  teeth  are 
present,  or  if  present  to  take  special  care  lest  they  become 
detached.  I  once  also  found,  loose  in  the  mouth,  a  portion  of 
tartar  about  the  size  of  a  large  pea,  which  must  have  been  left 
attached  to  the  gum  when  the  patient  removed  two  artificial 
teeth  before  the  administration.  A  "  quid  "  of  tobacco  has  been 
known  to  lead  to  asphyxial  symptoms  during  anaesthesia.  In 
the  case  of  children,  sweetmeats  may  possibly  be  present  in  the 
mouth  at  the  time  of  administration.  Should  the  patient  be 
the  subject  of  partial  or  complete  nasal  obstmction,  the  anaes- 
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thetist  must  take  note  of  the  fact,  as  the  condition  is  liable  to 
give  rise  to  some  difficulty  during  the  administration. 


E.  ATMOSPHEBIC  CONDITIONS:   TEMPEBATIJBE  OF 
BOOM:   CLOTHINO:   MAINTENANCE  OF  BODILT  HEAT 

As  already  pointed  out  (p.  42),  the  absorption  of  vapours 
and  gases  by  the  blood  is  directly  influenced  by  barometric 
pressure.  But  putting  aside  such  exceptional  cases  as  those  in 
which  the  pressure  is  artificially  raised  (as  in  Bert's  method  of 
administering  nitrous  oxide  and  oxygen  already  referred  to), 
and  those  in  which  it  is  naturally  lowered  (as  it  would  be  in 
administering  anaesthetics  at  high  altitudes),  the  fluctuations  in 
barometric  pressure  which  are  constantly  taking  place  have 
little,  if  any,  influence  upon  the  phenomena  of  anjesthesia. 
Further  research,  however,  upon  this  point  is  needed  before 
any  very  positive  statements  can  be  made. 

The  temperature  of  the  air  during  the  administration  of 
volatile  anaesthetics  is  of  considerable  importance,  a  compara- 
tively high  temperature  being  favourable  to  vaporisation  (see 
p.  42),  and  to  subsequent  elimination,  a  low  temperature 
having  an  opposite  influence.  Whenever  practicable,  the  room 
in  which  the  administration  is  conducted  should  be  from  65' 
to  70°  Fah.,  according  to  the  nature  of  the  operation  ;  it  should 
be  ventilated  but  free  from  draughts ;  it  should  have  a  fire- 
place ;  and,  unless  the  weather  be  very  warm,  a  fire  should  be 
burning. 

When  the  temperature  is  very  low,  delay  and  difficulty  in 
ansesthetisation  may  be  anticipated.^  Again,  according  to  the 
late  Sir  B.  W.  Eichardson,^  a  very  moist  atmosphere  may  also 
interfere  with  absorption  and  elimination,  whatever  the  teni- 
jjerature  may  be.  This  observer  believed  that  when  the  air 
was  surcharged  with  aqueous  vapour^  syncopal  attacks  under 
chloroform  were  particularly  prone  to  be  fatal,  and  that  pul- 

^  In  the  Dental  Cosmos  of  1869,  p.  669,  a  case  is  related  in  which  chloro- 
form anaesthesia  could  not  be  induced  when  the  temperature  of  the  room  was  at 
45"  Fah.,  whei*eas,  on  a  subsequent  occasion,  when  the  temperature  was  70"  Fah., 
the  same  patient  was  successfully  antesthetised.  I  have  myself  met  with  a 
.somewhat  similar  case.  ^  Aaclepittd,  1 892. 
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monary  CBdeuia  was  more  likely  to  result  than  if  the  air  were 
dry. 

Patients  certainly  seem  to  take  anaesthetics  better  when 
the  weather  is  warm,  dry,  and  bright  than  when  opposite 
conditions  prevail;  but  we  must  not  forget  that  catarrhal 
afifeptions  of  the  nasal,  pharyngeal,  and  laryngeal  channels  are 
much  more  common  in  cold  damp  weather,  and  that  these 
aflfectious,  even  though  slight,  may  readily  introduce  difficulties 
into  an  administration.  The  special  disadvantages  of  ad- 
ministering chloroform  in  small  rooms  heated  or  lighted  by 
gas  or  oil  lamps  have  already  been  considered. 

Patients  who  are  about  to  inhale  an  anaesthetic,  whatever 
that  anaesthetic  may  be,  should  invariably  be  loosely  but 
warmly  attired.  In  the  case  of  nitrous  oxide,  persons  are 
liable  to  thiuk  they  are  being  put  to  unnecessary  inconveni- 
ence by  being  obliged  to  unfasten  corsets,  belts,  collars,  etc., 
but  nothing  should  be  permitted  to  stand  in  the  way  of  such 
precautions  being  adopted.  It  does  not  follow  that  because  a 
patient  with  a  tightly-laced  waist  can  take  a  full  breath  she 
will  be  able  to  breathe  freely  under  nitrous  oxide ;  indeed,  the 
reverse  is  likely  to  be  the  case.  Anything  that  constricts  the 
waist  or  prevents  free  thoracic  or  abdominal  movement  should 
be  loosened.  The  front  of  the  dress,  or  the  coat,  as  the  case 
may  be,  should  be  unfastened.  Collars,  too,  should  be  un- 
buttoned or  removed.  Not  only  may  the  collar  be  uncom- 
fortable to  the  patient  if  his  head  should  be  thrown  backwards, 
but  it  may  interfere  with  the  upward  or  downward  movements 
of  the  larynx  which  usually  occur  during  deep  respiration. 
Corsets  should  always  be  unfastened.  All  these  precautions 
are  not  only  necessary  because  of  their  providing  for  free 
respiration,  but  they  are  desirable,  because,  should  any  unex- 
pected respiratory  embarrassment  occur  during  anaesthesia, 
remedial  measures  can  far  more  efficiently  be  carried  out  than 
when  the  patient  is  attired  in  constricting  clothing. 

The  maintenance  of  bodily  heat  is  of  great  importance  in 
all  cases  requiring  a  more  or  less  protracted  anaesthesia. 
Under  ether  and  chloroform  the  temperature  invariably  falls, 
sometimes  to  a  considerable  extent,  and  it  is  the  duty  of  the 
auajsthetist  to  do  his  best  to  counteract  this  fall.     Patients 
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1.  Instruments  for  opening  the  mouth  and  maintaining  it 
in  that  position. 

2.  A  pair  of  tongue-forceps. 

3.  A  small  basin,  a  towel,  and  a  small  piece  of  sponge. 

4.  Instruments  for  performing  tracheotomy. 

The  anaesthetist  should  always  be  prepared  to  open  the 
mouth  of  the  patient  without  delay.  There  are  some  forms  of 
respiratory  embarrassment  which  can  only  thus  be  relieved. 


Fig.  7. — Mason's  Gag. 


When  the  teeth  are  more  or  less  deficient,  all  that  is  necessary 
is  to  introduce  a  Mason's  gag.  The  gag  shown  in  Eig.  7  is,  in 
my  experience,  the  best.  The  spring  should  be  strong,  so  that 
the  blades  come  closely  together,  and  the  notches  for  the 
movable  catch  should  not  be  too  deeply  cut.  The  parts  of  the 
gag  which  come  in  contact  with  the  teeth  or  gums  should  be 
covered  with  rubber  tubing.  Should  there  be  any  dijfficulty 
in  introducing  this  gag,  which  is  not  unfrequently  the  case  in 


Fia.  8. — Wooden  Wedge  for  separating  clenched  teeth. 

muscular  subjects  with  good  teeth,  some  form  of  mouth-opener 
should  be  used.  The  wooden  wedge  of  Fig.  8  answers  well ; 
or  the  whistle-shaped  brass  wedge  of  Eig.  9  may  be  employed.* 
A  small  strong  mouth-prop,  so  made  that  it  cannot  slip  when 
placed  between  the  front  teeth  (Fig.  10),  is  often  of  use  either 
for  inserting  before  commencing  the  administration  or  for  in- 
troducing subsequently  should  it  be  found  advisable  to  keep 
the  teeth  apart. 

With  regard  to  tongue-forceps,  those  shown  in  Eig.  1 1    are 

•  See  BnU  Med.  Joum.,  15th  Jan.  1898. 


nil        CIKCUMSTANCES  OF  ADMINISTRATION        199 

as  efficient  as  any.     Some  adrainistraLors,  following  the  recom- 
mendation of  Lord  Lister,  iiae  h  Bimpte  pair  of  artery  forceps. 


Fl<i.  lO.^Mouth-prop  for 
keeping  the   teeth   «|iart 
Fio.  9.— The  snthor'i  during  the  administration 

Mouth -o|>eiier.  (aitual  siie). 

which  certainly  have  the  merit  of  not  being  liable  to  slip  when 
once  they  have  taken  hold  of  the  tongne. 

It  is  a  good  plan  to  fix  a  moist  piece  of  sponce  of  appro- 
priate  size  between  the  blades  of  the  tongue-forceps,  so  that 


the  mouth  may  be  sponged  out  if  necessary.  Tliis  is  parti- 
cularly important  in  cases  of  intestinal  obstruction  ottended 
by  vomiting. 

A  amall  basis  should  be  at  hand  in  case  of  vomiting,  the 
iion-occurrence  of  wliich  cannot  be  propliesied  witli  certainty 
in  any  instance. 

In  ordinary  surgical  practice  a  towel  will  be  found  useful 
for  wiping  out  the  corners  of  the  moutli,  for  nibbing  the  lips 
and  cheeks  (p.  361).  or  for  placing  beneath  the  cheek  of  the 
patient  as  it  lies  upon  the  pillow. 

Instnunemts  for  the  performance  of  tracheotomy  should 
always  be  at  hand.'  The  accompanying  drawing  shows  a 
'  A  case  occurred  in  my  own  practi™  Bonie  jears  »go  wliich  showed  tht 
necessity  of  being  prejATed  with  traelieotuiuy  iuatrunieiita  on  □//  oraisioiw. 
Had  I  not  hod  a  traclieotomy  tlilie  with  me.  it  is  higlily  probable  that  I  alioald 
not  have  been  able  to  reecuu  tlie  [laCicnt  from  imiuineTit  deittli.  The  cane  is 
fully  iiesoril)«l  on  p.  4S0. 
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convenient  smergency  cue  which  containe  not  only  the  appli- 
ances which  have  already  been  referred  to  (Masoa'a  g^ 
tongue-forceps,  wooden  month-opener,  and  mouth-prop),  hut 
instruments  for  the  performance  of  tracheotomy,  viz.  two 
tubes,  a  scalpel,  a  sharp  hook,  and  a  pair  of  dressing-forceps 
which  answer  iis  dilators' 


Km.  12. — Eniergeiicj'  Can:,  conCaiDiu^  Mbsou's  Gag.  Tou(!iie-forcei>s,  Woodeu  W»lge. 
Mouth-proi),  lj)Btnni;eut8forperfoniimgTrwlieotoiiiy,  Hypoilermic  SyriDge,  dii'l 
]wrtil!oD  for  reiiiv<Uta  Huch  U-i  Nitrite  al  Aniyl,  Dieitalil^  Strvchniiir.  etc. 

In  dental  practice  the  ana'gthclist  should  have  with  him 
several  montli-pTOpB  for  keeping  the  teetli  apart  dnring  the 
adniinistmtion  of  nitrous  oxide.  Having  tried  numerous  kinds, 
I  devised  the  prop  shown  in  Fig.  13.  It  is  made  of  aluminium, 
and  is  so  sliaped  that  it  adjusts  itself  to  the  angle  made  hy 
the  lower  jaw  receding  from  the  upper.  It  is  furnished  with 
detachable  rubber  pads,  which  can  lie  renewed  from  time  to 

'  Tliia  little  rase  is  manufoctuit^  by  Messrs.  Krohtie  and  Sesemann,  and  is 
s)>e[riiill3'  adapted  Tor  use  in  operating  theatres  and  elsewhere  uben  anaesthetics 
are  beiiiij  em|)lojed. 
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time.  When  in  position  it  engages  several  teeth,  so  that 
there  is  no  chance  of  a  faulty  loose  tooth  being  injured.  Five 
sizes  are  necessary.  All  props  containing  springs  or  screws 
are  liable  either  to  break,  to  get  out  of  order,  or  to  be  con- 
taminated with  blood  and  other  unpleasant  matters.  The 
props  shown  can  be  easily  sterilised  by  boiling.  All  wooden 
or  vulcanite  props,  although  apparently  less  cumbrous  than 
those  recommended,  will  be  found  to  more  frequently  slip  than 
the  props  shown  in  the  figure. 

2.  Remedies. — Various  medicinal  remedies  have  been 
advocated  for  the  treatment  of  alarming  symptoms  during  or 
after  anaesthesia,  and  opinions  are  still  divided  as  to  their 
relative  efficacy.     As  will  be  subsequently  pointed  out  (Part 


Fia.  13. — Set  of  five  of  the  author's  Mouth-props  for  use  in  deutal  practice 

(half  size). 

IV,),  the  establishment  of  a  free  air-way,  artificial  respiration, 
and  inversion  are  of  far  greater  value  than  any  other  restorative 
measures  with  which  we  are  acquainted.  The  question  never- 
theless arises.  Are  there  any  particular  remedies  which  we 
should  have  by  us  before  administering  a  general  anaesthetic 
— remedies  which  may  be  advantageously  used,  not  in  the 
place  of  those  all-important  measures  just  mentioned,  but  as 
secondary  or  subsidiary  means  in  the  treatment  of  alarming 
symptoms  ?  Of  the  drugs  most  likely  to  be  of  service,  strychnine 
and  nitrite  of  amyl  are  perhaps  the  most  reliable,  whilst  digitalis, 
in  the  form  of  digitaline,  may  be  indicated  in  certain  cases. 
The  anaesthetist  who  wishes  to  be  equipped  for  all  emergencies 
should  certainly  therefore  be  prepared  with  strychnine  for  hypo- 
dermic use,  and  with  nitrite  of  amyl  for  inhalation,  although 
it  is  to  be  remembered  that  such  remedies  are  chiefly  if 
not  wholly  applicable  to  the  treatment  of  collapse  from  other 
causes    than    the    anaesthetic.       Alcohol,    ammonia,    ether    for 
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subcutaueous  injection,  and  atropine  have  one  and  all  their 
advocates ;  but  in  my  experience  tliey  are  practically  useless 
in  the  treatment  of  any  condition  which  may  be  brought 
about  by  an  anaesthetic.  A  cylinder  of  compressed  oxygen 
may  with  advantage  be  kept  in  readiness  in  public  institutions 
in  which  anaesthetics  are  given  on  a  large  scale,  as  cases 
occasionally  arise  in  which  the  inhalation  of  this  gas  is  likely 
to  prove  of  value.  A  syringe  for  the  intravenous  injection  of 
saline  fluid  should  also  be  at  hand  when  dealing  with  cases 
likely  to  need  this  line  of  treatment. 

H.   ASEPTIC  PBECAUTIONS.      CLEANSINO  AND  DI8- 
INFECTmO  APPABATUS  AND  APPLIANCES 

Although  it  might  be  going  too  far  to  say  that  there  is 
as  great  a  need  for  the  observance  of  aseptic  and  antiseptic 
principles  in  the  administration  of  antesthetics  as  in  surgery 
proper,  it  is  highly  important  that  such  principles  should,  as 
far  as  possible,  be  adhered  to.  Whilst  in  the  ordinary  run  of 
surgical  cases  it  is  unnecessary  for  the  anaesthetist  to  do  more 
than  thoroughly  cleanse  his  hands  and  to  see  that  the  inhalers 
and  appliances  he  employs  are  scrupulously  clean  before  use 
and  carefully  washed  afterwards,  there  are  certain  cases  in 
which  special  care  and  precautions  must  be  adopted.  These 
will  be  presently  referred  to. 

All  inhalers  and  other  apparatus  should  be  capable  of 
being  thoroughly  washed,  and  any  whose  mechanism  might  be 
injuriously  affected  by  hot  water  should  be  discarded  as 
unsuitable.  It  would  be  impossible,  even  were  it  advisable, 
to  sterilise  after  each  administration  the  face-pieces,  bags,  etc., 
employed.  But  in  general  surgical  practice  it  should  be  a 
matter  of  routine,  immediately  the  administration  is  at  an 
end,  to  twice  wash  in  hot  water  everything  that  has  been 
used;  and  should  any  of  the  apparatus  employed  have  been 
contaminated  by  pus,  blood,  vomited  matters,  etc.,  hot  weak 
carbolic  lotion  (about  1:60)  may  be  advantageously  substituted 
for  the  plain  water.  It  is  a  mistake  to  suppose  that  Clover's 
inhaler  is  likely  to  be  damaged  by  this  simple  cleansing 
process.     It  has  for  years  been  my  practice  to  immerse  all 
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parts    of  this   inhaler    in    hot   water    immediately  after    the 
administration. 

Special  precautions  are  necessary  when  anaesthetising 
patieutB  for  operations  upon  the  head,  face,  mouth,  nose, 
throat,  neck,  and  shoulders.  In  such  operations  the  sui^eon 
and  anaesthetist  are  brought  into  close  relations  with  one 
another,  and  it  is  the  duty  of  the  latter,  by  preparing  his 
hands,  and  carefully  disinfecting,  and  if  possible  sterilising,  his 
appliances,  to  adapt  himself  to  the  requirements  of  the  former. 
Thus,  prior  to  an  operation  within  the  mouth,  nose,  or  throat, 
gags,  props,  and  mouth-tubes  should  be  boiled,  and  perfectly 
new  sponges,  which  have  previously  been  placed  in  1:20 
carbolic  lotion  and  have  subsequently  been  washed  out,  should 
be  in  readiness.  In  operations  about  the  face  and  neck,  the 
Skinner's  mask  should  either  be  sterilised  before  use,  or  its 
edges  protected  by  sterilised  lint  or  gauze  wound  round  the 
circumference  of  the  mask,  and  pinned. 
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CHAPTER    IX 


NITROUS    OXIDE 

In  the  infancy  of  nitrous  oxide,  that  is  to  say,  before  its 
ansesthetic  properties  were  fully  realised,  it  was  rarely  if  ever 
inhaled  in  a  state  of  purity.  Not  only  was  there  difficulty  in 
obtaining  it  in  this  state,  but  when  obtained  it  was  inhaled  in 
such  a  way  that  considerable  quantities  of  air  also  gained 
admission  to  the  lungs.  It  thus  happened  that  the  effects 
produced  were  usually  those  of  intoxication  rather  than  of 
Emaesthesia,  although,  as  on  the  memorable  occasion  when 
Horace  Wells  himself  inhaled  "laughing  gas,"  complete  un- 
consciousness was  sometimes  induced.  By  the  time  that  this 
anaesthetic  had  found  its  way  to  England,  Colton's  ^  experience 
bad  become  so  great  that  he  was  able  to  formulate  rules  for 
its  successful  administration  in  dental  practice.  He  urged 
the  necessity  of  excluding  all  atmospheric  air,  and  of  ad- 
ministering the  gas  by  means  of  an  apparatus  with  inspiratory 
and  expiratory  valves.  But  whilst  air -exclusion  was  thus 
rigidly  practised  when  employing  nitrous  oxide  for  such  short 
operations  as  those  of  dentistry,  cases  were  from  time  to  time 
recorded  in  which,  by  the  alternate  inhalation  of  nitrous  oxide 
and  air,  it  was  found  possible  to  maintain  more  or  less  complete 
anaesthesia  for  protracted  surgical  operations.^  Clover  pointed 
3ut  the  advantage,  in  such  cases,  of  allowing  air  to  be  breathed 
concurrently  with  the  nitrous  oxide ;  and  we  are  indebted  to 
liim  for  many  improvements  in  inhaling  apparatus.^  By 
bhe  use  of  a  nose-piece,  Clover  and  Coleman  introduced  the 

1  Brit.  JourTu  Dental  Sconce,  1868,  p.  257. 

2  See  Brit,  Joum,  Dental  Science,  1868,  pp.  393  and  485  ;  and  1869,  p.  46. 
Also  Brit,  Med,  Joum.,  2nd  May  1868.     Also  Tumbull's  Artificial  Anccsthesia, 

3  Brit.  jQum,  Dental  Science,  Sept.  1868,  p.  485. 
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system  of  maijataining.. anaesthesia  during  prolouged  dental 
oj)erations — ^  fO^I^  ]whtth  lj(i3,  in  more  recent  times,  been 
succesafiiJIy  Jeviyed^p.  242)..  In  1868  Dr.  K  Andrews^  of 
Qlu<5^  pabiishfei.-setet'al  raises  in  whica  by  mixing  oxygen 
witfi  nitrous  oxide,- Jie  Iv^d.  obtained  .a  more  satisfactory  form 
of  fiiflae5thQs|a:  th^^^witlt  njtrous , oxide  alone;  but,  curiously 
enougfi,  his  inteVesliug  bWervations  failed  to  attract  the  atten- 
tion they  deserved ;  and  it  was  not  indeed  till  ten  years  later 
that  Paul  Bert  again  drew  attention,  by  a  series  of  interesting 
experiments  to  be  subsequently  described,  to  this  system  ot 
anaesthetisation.  Bert's  researches  led  him  to  believe  that  in 
order  to  obtain  nitrous  oxide  amesthesia  in  the  presence  oi 
oxygen  or  air,  it  was  necessary  that  the  patient  should  l^ 
subjected  to  an  increased  atmospheric  pressure ;  but  experience 
has  proved  that  this  increased  pressure  is  not  absolutely 
necessary.  It  is  now  established  beyond  all  doubt  that  by 
employing  certain  percentages  of  atmospheric  air  with  nitrou> 
oxide  a  better  form  of  anaesthesia  can  be  obtained  than  with 
the  undiluted  gas ;  and  that  by  using  oxygen  instead  of  atmo- 
spheric air,  a  still  better  form  of  anaesthesia  is  obtainable. 
There  is,  in  fact,  no  doubt  whatever  that  the  complet*- 
exclusion  of  oxygen,  which  was  at  one  time  considered 
imperatively  necessary,  is  opposed  to  those  general  principle^ 
which  should  guide  us  in  administering  anaesthetics. 

It  will  be  convenient  to  consider  nitrous  oxide  under  tht* 
following  sections : — 

Section  I.  The  administration  of  pure  nitrous  oxide  ; 

Section  II.  The  administration  of  definite  mixtures  ut 
nitrous  oxide  and  air ; 

Section  III.  The  administration  of  nitrous  oxide  with  in- 
definite quantities  of  air : 

Section  IV.  The  administration,  at  ordinary  atmospheric 
pressures,  of  definite  mixtures  of  nitrous  oxide  and  oxygen  ; 

Section  V.  The  administration,  under  increased  atmospheric 
pressures,  of  definite  mixtures  of  nitrous  oxide  and  oxygen  (Paul 
Bert's  system) ;  and 

Section  VI.  The  administration,  at  ordinary  atmospheric 
pressures,  of  nitrous  oxide  with  varying  proportions  of  oxygen. 

^  Brit.  Joum,  Dental  Science,  1869,  p.  22. 
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Section  T. — The  Administration  of  Ppre  Nitrous  Oxide 

A.    APPAAATUB   AND   METHODS   OF   ADHIHISTBATIOH 

Nitrous  oxide  ia  supplied  by  the  nianufocttirers  in  iron  and  Bteel 
cylinders  whicli  contain  the  agent  in  a  liquid  state  under  considerable 
pressure.^  Those  yielding  50  gallons  of  gas  are  most  commonly  used  ; 
but  25-gallon  cylinders  are  prel'erable  when,  as  ia  often  the  case,  porta- 
bility is  a  mutter  of  consideration.  lOO-gatlon  cylinders  are  more 
adapted  for  hospital  practice.  Every  cylinder  ia  furniehed  with  a  label 
stating  ila  weight  when  empty  and  when  fully  charged  ;  so  that,  when 
weighed,  the  quantity  of  nitrous  oxide  present  may  always  be  ascertained 
if  desired.     7|  oz.  of  liquid  nitrous  oxide  will  furnish  about  25  gallons 


Fio.  14.— Two  Side-T&lve  Cyliiiilen,  with  Stood,  Double  L'liioti,  aad  Foot-key. 

of  g&s.  Full,  or  nearly  full,  cylindera  may  at  once  be  known  by  the 
liquid  sound  which  they  emit  when  sharply  tapped  with  the  foot-key  or 
some  similar  article.  It  ia  always  advisable  to  have  two  cylinders 
coupled  together,  in  case  one  should  work  badly  or  fall  short  during  the 
adciinist ration.  It  ia  also  a  good  plan  to  make  it  a  rule  on  all  wcaaions 
to  work  first  from  the  cylinder  of  one  side,  and  only  to  go  on  with  the 
second  or  reserve  cylinder  in  the  event  of  the  other  becoming  exhausted. 
If  the  administrator  work  indiscriminately  from  both  cylinders  be  may 
easily  allow  the  supply  of  the  ana-ethetic  to  fall  too  low.  Care  should 
be  taken  to  thoroughly  turn  olf  the  gas  after  eaeli  Administration,  other- 
wise leakage  will  gradually  occur  and  the  cylinder  become  empty.  Each 
cylinder  ia  furnished  with  a  screw-valve  or  tap,  by  turning  which  with  a 
foot  or  hand-key,  gaaeoiia  nitrous  oxide  escapes. 

Fig.    14    shows    two    cylinders    coupled    together.       I    have    had    a 

>  I  hare  been  informed  by  one  of  the  manufacturers  of  the  gas  tliat  the 
pressure  within  the  cylinders  which  tlicy  sujiply  often  registers  nenrly  1000  lbs. 
to  the  square  inch. 
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lengthened  experience  with  these  side-valve  cylinders,  and  believe  them 
to  be  better  than  any  others.  They  have  the  great  advantage  that  they 
require  but  a  very  simple  form  of  stand  to  render  them  perfectly  stable 
whilst  being  worked ;  and  when  fitted  with'  the  easily  acting  valves 
invented  by  Messrs.  Barth  and  Co.  they  answer  every  requirement.  It 
is  only  quite  recently  that  these  side-valve  cylinders  have  been  brought 
into  a  state  of  perfection.  When  they  were  first  used  they  were  not 
satisfactory  ;  and  to  the  late  Dr.  C.  E.  Sheppaid  belongs  the  credit  of 
removing  the  objections  which  were  formerly  attached  to  their  use.^ 

Some  years  ago  ^  I  made  a  special  study  of  the  various  methods  then 
in  use  for  administering  nitrous  oxide.  I  came  to  the  conclnsions — 
(1)  That  accurately  fitting  valves  wer#  essential  at  the  commencement 
of  the  inhalation,  in  order  to  make  sure  of  the  rapid  exit  of  air  from  the 
lungs  ;  (2)  that,  so  far  as  the  available  resulting  anaesthesia  was  concerned, 
there  was  a  decided  advantage  iu  allowing  a  certain  amount  of  re-breathing 
of  nitrous  oxide  towards  the  erid  of  the  inhalation  ;  (3)  that  although 
there  were  certain  hygienic  objections  to  this  re -breathing,  it  was 
nevertheless  very  convenient  to  be  able  to  resort  to  it  as  a  measure 
for  securing  a  longer  anaesthesia,  or  for  successfully  terminating  an 
administration  when  the  supply  of  nitix)us  oxide  had  imexpectedly  fallen 
short  There  was  no  apparatus  which  would  allow  of  two  valves  being 
in  action  for  the  earlier  or  middle  stages  of  the  administration  and 
would  subsequently  permit  re-bi*eathing.  I  therefore  devised  ^  and  used 
a  face -piece  with  thin  rubber  valves  which  could,  at  the  will  of  the 
administrator,  be  thrown  out  of  action,  and  allow  of  the  gas-bag  being 
used  very  much  as  Clover's  "supplemental  bag"  was  used,**  i.e.  for 
to -and -fro  bieathing.  Subsequently  I  placed  these  rubber  valves  in 
a  little  box  between  the  stopcock  and  the  face-piece,^  so  that  plain 
valveless  face-pieces  could  be  attached.  The  valves  were  thrown  Into 
and  out  of  action  at  will  by  turning  a  small  handle  surmounting  the 
valve-box.  A  short  trial  of  this  apparatus  led  to  my  placing  the  valves 
and  the  two-way  stopcock  in  one  chamber,  in  other  words,  to  the  apparatus 

^  See  an  interesting  pai)er  by  Dr.  C.  E.  Sheppard,  Ijancet,  21st  Feb.  1S91. 
p.  424 — **  Difficulties  connected  with  the  Use  of  Nitrous  Oxide  Bottles  in  tbf 
Horizontal  Position."  Dr.  Sheppard  found  that  the  50 -gallon  cylinders 
supplied  by  Messrs.  Barth  and  Co.  had  a  capacity  of  50*5  cubic  inches,  aud 
taking  the  sp.  gr.  of  the  liquid  to  be  '908  at  45°  F.  and  the  weight  of  the  jO 
gallons  of  nitrous  oxide  gas  thus  liquefied  to  be  15  oz.,  the  space  occupied  in 
the  bottle  by  the  liquid  was  28-6  cubic  inches,  roughly  thi-ee-fifbhs  of  the 
total  cajiacity.  He  argued  that  as  the  cold  produced  by  the  nitroua  oiddt 
j>assing  from  the  liquid  to  the  gaseous  form  is  very  intense,  superficial  solidi- 
fication of  the  nitrous  oxide  may  take  j>lace,  and  the  snow-like  body  thus 
formed  may  temf>orarily  choke  the  tube.  By  bringing  the  inner  orifice  of  ilrf 
exit  tube  above  the  level  of  the  liquid  in  the  cylinder,  all  choking  with  liquid 
or  solid  nitrous  oxide  is  obviated. 

2  See  "An  Inquiry  into  Several  Methods  of  administering  Nitrous  Oxide"" 
(Journ.  Brit.  Dent.  Assoc,  vol.  vii.,  1886,  p.  86). 

3  lAuicct,  9th  May  1885. 

•*  Brit.  Med.  Journ.,  14th  February  1874. 

^  See  Brit.  Med.  Jotini.,  27th  August  1887,  p.  452. 
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which  I  now  employ,  and  which  I  believe  to  be  better  than  all  others  for 
the  adminiatration  of  nilroue  oxide  (Figs.  15,  16,  and  17), 

The  apparatus  wMcta  I  have  found  to  give  the  best  resnlts  in 

the  administration  of  nitrous  oxide  is  shown  in  the  accompanying  figure. 
It  ia  made  for  me  by  Mesars.  Bartli  and  Conipuny,  From  the  single 
iiuion  (tu)  the  tube  (()  ijasses  to  join  the  bag  (B).'  A  little  atopcock  {»)  is 
u^ful  in  case  it  should  be  wished  to  Jiaconnect  a  full  bag  from  the  rest 


Flo.  15. — Complete  Appsratiu  for  tlie  Admiuistration  o(  Nitrous  Oxide  Oaa. 

at  the  apparatus.  The  bag  (B)  has  a  capacity  of  al>out  2  gallona. 
rhere  ia  certainly  na  advantage  in  having  the  hag  aa  near  aa  possible 
to  the  face-piece  ;  for  not  only  can  its  movementa  be  readily  watched, 
but  the  patient  can  take  the  most  forcible  inspirations  without  any  of 
Lhat  impediment  which  is  likely  to  be  eiperienced  when  a  tube  exists 
between  the  bag  and  face -piece.  The  valved  stopcock  (VS),  which  is 
the  most  important  part  of  the  apparatus,  connects  the  gaa-bag  (B)  to 
[he   face-piece  (F).      This  stopcock,  shown   more  in  detail  in  Figa   16 

>  Some  administrators  interjiose  wliat  is  known  bs  a  "  quieter"  between  the 
L.'os  cjliudera  and  this  tube,  but  wlien  projierly  managed  the  noise  of  issuing  gas 
s  ao  slight  as  to  render  such  a  com|ilicution  unnecessary. 
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IB,  — Tire  aulhc 
-ck,  witli  Face-)i 
iuisleriug  Nitrous 


thin  valves  of  sheet  inili a- rubber,  which  may  k 
at  action  by  turning  the  tap  T.  The  handle  H 
determines  whether  air  or  gas  U  ail- 
iiiitted  to  tiie  face-piece.  When  T 
and  H  are  arranged  as  in  Fig.  IB, 
air  enters  the  stopcock  and  ia  breathtd 
out  through  valves  in  the  direclion 
shown  by  the  arrows.  Fig.  17  ahu"-' 
in  diagram mntic  section  the  mechaii- 
ism  of  the  valved  stopcock.  It  bn 
two  slots  cut  out  ot  its  circumferenw. 
an  upper  slot  (US)  and  a  lower  slot 
(LS).  There  are  two  inner  cylinders 
which  revolve  iniinedietely  inside  the 

^  outer  casing  of  the  stopcock.  Tlif 
upper  inner  cylinder  (UIC)  is  worked 
Vslved  Slop-  by  T,  the  lower  (LIC)  by  H.  Tht 
;  «t«"  fo^  «1-  upper  cylinder  carries  tbe^  inspiratorr 
and  eipimtory  valves  (IV  and  E^  ■ 
The  lower  has  s  slot  in  its  walls  (shown  in  dotted  lines)  which  cm 
be  made  to  correspond  with  LS  by 
turning  H.  When  T  is  turned  as 
in  the  diagram  the  upper  slot  is 
open,  both  valves  act,  and  expira- 
tions escape  as  shown  by  tlie  arrow. 
When  T  iu  turned  completely  round, 
the  upper  inner  cylinder  rotates,  the 
valves  are  thrown  out  of  action,  the 
upper  slot  is  closed  (as  shown  by 
dotted  line),  and  to-aml-fro  breath- 
ing results.  Whether  air  or  nitrous 
oiide  be  admitted  to  the  face-piece 
is  deierniined  by  the  position  of  H. 
When  H  is  placed  as  in  the  digram 
the  inner  cylinder  which  it  controls 
allows  of  a  free  pasfALje  of  gas  from 
the  bag  to  the  lace-piece  (as  shown 
by  the  long  arrow).  Should  H  be 
moved  round,  the  inner  cylinder 
would  cut  off  the  way  to  the  Iwig 
and  would  open  the  air  slot  (LP), 
so  that  air  and  not  gns  would  bi- 
I'espireil  (Fig.  16).  The  vnlve.l 
stopcock  therefore  ]>BrmiIa — ■ 


(1)  Air  to  lie  breathed 


/■(«)  Ikrougk  vulva,  or 

\  (b)  bachni  rdt  and  Jbncardi. 


o  be  Ireathtd  (<;,''  ''"""J^  "'•■«,  " 

(('))  bacKK'ardt  and  jonoanit. 
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In  actual  practice  we  arrange  the  stopcock  so  that  the  patient  may 
first  of  all  breathe  air  through  valves,  and  then  nitrous  oxide  through 
valves  ;  and  we  only  call  into  play  the  to-and-fro  breathing  of  nitrous 
oxide  under  special  circumstances,  to  which  future  reference  will  be 
made.  Tlie  arrows  in  Fig.  16  indicate  the  direction  taken  by  the  air 
current  when  the  face -piece  is  applied  to  the  face,  i.e.  before  nitrous 
oxide  is  turned  on  by  the  handle  H.  The  valves  should  work  easily. 
They  should  be  examined  before  use  to  see  that  they  do  not  stick  and 
that  they  have  in  no  way  become  caught  in  the  orifices  which  they 
guard.  The  whole  stopcock  has  wide  channels  through  it,  in  order  that 
respiration  may  take  place  freely.  This  is  especially  necessary  with 
regard  to  the  air-hole,  so  that  when  the  apparatus  is  applied  to  the  face 
the  patient  may  feel  no  impediment  in  filling  his  chest  with  air.  Most 
of  the  older  forms  of  apparatus  have  channels  far  too  small  for  successfully 
administering  nitrous  oxide  gas.  The  face-piece  should  be  furnished  with 
a  broad  soft  air  cushion,  which  should  be  partly  distended  with  air  by 
means  of  the  little  tap  for  the  purpose.  Two  or  three  sizes  are  necessary. 
The  angle  of  the  face-piece  cushion,  into  which  the  bridge  of  the  nose 
fits,  should  be  acute,  in  order  that  the  face-piece  may  accurately  fit  the 
patient.  No  apparatus  can  be  considered  satisfactory  unless  it  allows  the 
j>atient  to  breathe  air  thrmcgh  valves  before  nitrous  oxide  is  turned  on. 
The  reason  for  this  statement  will  be  presently  discussed. 

In  adminiBtering  nitrons  oxide  the  following  directions  must 
be  observed : — 

1.  Make  sure  that  there  is  a  sujlcieiit  supply  of  gas  before  com- 
mencing. Patients  vary  as  to  the  quantity  of  nitrous  oxide 
required  to  produce  anaesthesia.  The  average  may  be  roughly 
placed  at  six  gallons  per  patient.  Tall,  plethoric,  or  alcoholic 
subjects  may  require  considerably  more  than  this.  When 
there  is  much  hair  around  the  mouth  it  is  often  difficult  to 
wholly  exclude  atmospheric  air,  and  hence  more  nitrous  oxide 
than  usual  may  be  needed.  In  such  cases  it  is  a  good  plan  to 
moisten  the  moustache  or  beard  before  applying  the  face-piece, 
and  to  keep  up  a  greater  pressure  than  usual  within  the  gas- 
bag. Anaemic  and  feeble  subjects,  as  well  as  children,  may 
usually  be  anaesthetised  by  three  or  four  gallons  of  the 
anaesthetic. 

2.  Run  a  small  qybantUy  of  nitrous  oxide  through  the 
apparatus  to  free  it  from  air  ;  fill  the  hag  to  about  tuv-thirds 
with  the  gas  ;  and  then  turn  off  the  screw -valve  of  the  cylinder. 
The  apparatus  is  now  charged  and  ready  for  use.  All  the 
above  arrangements  should  if  possible  be  made  out  of  sight  of 
the  patient. 
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3.  Breathe  through  the  face-piece  in  order  to  make  sure  that 
the  valves  are  acting  efficiently. 

4.  Adjust  the  mouth-prop,  should  one  he  necessary  (see  p.  164). 

5.  Gently  apply  the  face-piece  to  the  face  of  the  paiiefit. 
Success  in  giving  nitrous  oxide  largely  depends  upon  the 
accuracy  with  which  the  face-piece  fits.  The  best  test  as  to 
the  fitting  is  the  soft  regular  sound  made  by  the  valves.  It 
is  usually  a  good  plan  to  tell  the  patient  that  he  is  simply 
breathing  air,  and  to  request  him  to  take  "  long  deep  breaths, 
in  and  out,  through  the  mouth."  Should  the  face-piece  not 
fit  well,  the  particular  sound  made  by  the  particular  apparatus 
when  its  valves  work  freely,  and  when  it  fits  the  face,  will  not 
be  produced;  and  the  face-piece  must  be  readjusted.  Never 
turn  on  nitrous  oxide  till  it  is  quite  certain  that  the  face-piece  fits, 
and  that  the  patient  is  breathing  air  freely.  Some  patients  hold 
their  breath  and  pretend  to  be  breathing  deeply  when  in  reality 
they  are  not  doing  so.  Unless  the  patient  can  be  made  to  freely 
fill  his  chest  with  air  he  certainly  will  not  inhale  nitrous  oxide 
when  the  latter  is  substituted.  The  administrator  may  often 
get  a  patient  to  breathe  freely  by  showing  him  how  to  respire. 

6.  When  th^  patient  is  observed  to  be  freely  filling  his  ckai 
with  air  through  the  apparatus,  nitrous  oxide  may  be  turned  on. 
At  the  moment  that  this  is  done  the  gas-bag  must  not  be  over- 
distended  :  it  should  be  about  two-thirds  full.  In  some  form? 
of  apparatus  now  made,  the  patient,  in  the  first  instance, 
breathes  air  in  and  out  through  a  slot  and  not  through  valves. 
All  such  forms  of  apparatus  are  constructed  on  erroneous 
principles.  The  transition  from  air  through  valves  to  gas 
through  valves  is  hardly  noticed  by  the  patient ;  the  same 
sound  is  made  and  the  same  feelings  are  experienced  in  filling 
the  chest.  But  if  a  patient  is  first  allowed  to  breathe  air  in 
and  out  through  a  slot,  and  is  then  made  to  breathe  nitrous 
oxide  through  valves,  the  transition  is  more  noticeable  to  him, 
and  more  likely  to  disturb  his  breathing. 

7.  Tlte  bag  should-  be  kept  nearly  fidl  thrmigJwut  the  adminis- 
tration.  At  the  same  moment  that  nitrous  oxide  is  admitted, 
the  administrator  should  gently  allow  a  stream  of  gas  to  enter 
the  bag  from  the  bottle.  Fig.  1 8  shows  the  administration  of 
nitrous  oxide  for  a  dental  operation  by  means  of  the  apparatus 
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which  I  find  to  answer  best.  An  attempt  should  be  made  to 
give  the  gas  as  nearly  as  possible  slightly  above  atmoapheric 
pressure.  Any  evidence  of  excitement  must  be  followed  by 
a  alight  increase  in  the  pressure  of  the  b^,  as  such  symptoms 
are  probably  due  to  the  ingress  of  air  by  the  side  of  the  face- 
piece.  In  the  ease  of  tall  strong  men  it  is  best  to  keep  up 
a    slight   positive    pressure    throughout;    whereas   in   weakly 


patients  and  children  the  reverse  plan  may  be  followed.  In- 
creased pressure  in  the  gas-bag  probably  only  affects  the 
administration  in  so  far  that  it  prevents  the  smallest  quantity 
of  air  gaining  admission  with  the  gas,  whilst  with  diminished 
pressure  a  small  percentage  of  air  probably  obtains  admission. 
It  is,  at  all  events,  certain  that  whilst  a  small  quantity  of  air 
is  prejudicial  to  a  successful  anjesthesia  in  vigorons  subjects, 
such  a  dilution  of  the  gas  is  often  advantageous  in  fragile 
persons  and  children. 
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8.  To-and'fro  breathing  of  nitrous  oxide  should  not  he 
permitted  ejxept  under  certain  circumstances^  and  then  anl^ 
towards  the  end  of  the  administration,  A  great  deal  of  dis- 
cussion has  taken  place  as  to  the  propriety  of  allowing  the 
patient  to  re -breathe  nitrous  oxide.  The  matter  admits  of 
consideration  from  two  points  of  view,  which  may  be  called 
(a)  the  hygienic,  and  (6)  the  practical.  From  the  hygienic 
point  of  view,  we  must  all  admit  that,  as  a  routine  procedure, 
the  re-breathing  of  nitrous  oxide  is  not  to  be  recommended. 
It  is  next  to  impossible  to  thoroughly  cleanse  nitrous  oxide 
bags  after  every  administration ;  and  we  are  certainly  not 
justified,  whatever  may  be  the  advantage  of  the  plan,  in 
allowing  one  patient  to  inhale  from  a  bag  into  which 
another  one  has  just  been  breathing.  From  the  practical 
point  of  view,  however,  the  question  assumes  a  totally  different 
aspect.  I  am  not  referring  to  to-and-fro  breathing  early  in 
the  administration ;  this  is,  of  course,  inadmissible  by  reason 
of  the  dilution  of  nitrous  oxide  which  would  result  from  it5 
admixture  with  the  considerable  proportion  of  atmospheric  air 
previously  contained  in  the  air -passages  of  the  patient.  I 
refer  to  to-and-fro  breathing  towards  the  end  of  the  adminis- 
tration, i.e.  when  most  of  the  air  has  been  washed  out  of  the 
air-passages  by  the  free  inhalation  and  exhalation  of  nitrous 
oxide  through  valves.  For  the  sake  of  clearness  let  us  suppose 
tliat  we  have  six  gallons  of  nitrous  oxide  ready  for  an  adminis- 
tration. We  allow  the  patient  to  breathe  four  gallons  of  this 
through  valves,  so  that  his  lungs  rapidly  lose  nearly  all  the 
air  which  they  contained,  and  all  expirations  escape  into  the 
surrounding  atmosphere.  The  valve -action  is  now  stopped, 
and  the  patient  is  made  to  breathe  the  remaining  two  gallons 
of  nitrous  oxide  backwards  and  forwards  into  the  bag. 
Anaesthesia  will  take  a  little  longer  to  become  established 
than  usual,  because  of  a  small  percentage  of  oxygen  (from 
the  residual  air  of  the  lungs)  being  still  in  the  to-and-fro 
current.  Had  no  to-and-fro  breathing  been  permitted,  the 
phenomena  of  nitrous  oxide  anaesthesia  would  have  come  on 
earlier,  because  of  the  quicker  expulsion  of  all  oxygen.  Now, 
the  longer  inhalation  leads  to  a  longer  available  anaesthesia,  so 
that  from  some  points  of  view  this  plan  of  administering  nitrous 
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oxide  has  distinct  advantages.  That  the  re-breathing  towards 
tJic  end  of  the  administration  has  no  bad  efifect  upon  the  patient 
I  have  proved  by  a  very  large  number  of  administrations. 
I  have  found,  it  is  true,  that  the  recovery  is  not  quite  so  rapid 
as  when  nitix)us  oxide  is  continuously  inhaled  in  the  usual 
maimer ;  but  this  slight  difference  is  connected  with  the  longer 
period  of  inhalation.  The  longer  we  allow  a  patient  to  inhale 
an  anaesthetic,  the  longer,  as  a  rule,  will  he  be  in  regaining 
complete  control  and  consciousness.  Some  have  objected 
that  this  method  of  re -breathing  towards  the  end  is  more 
"  asphyxiating "  than  the  ordinary  method.  But  the  reverse 
is  more  correct  if  by  "asphyxiating"  is  meant  the  occurrence  of 
symptoms  dependent  upon  the  deprivation  of  oxygen.  Were 
it  not,  therefore,  for  the  hygienic  objections  above  alluded  to, 
the  plan  of  administering  nitrous  oxide  just  described  would 
certainly  have  advantages  over  others.^ 


B.   THE  EFFECTS  PBODUCED  BT  NITBOUS  OXIDE  WHEN 
ADMINISTEBED  FBEE  FBOM  OXYGEN 

Owing  to  the  rapidity  with  which  the  phenomena  of 
nitrous  oxide  narcosis  make  their  appearance,  there  is 
greater  difficulty  in  arranging  them  in  groups,  and  in  recog- 
nising degrees  or  stages  in  the  administration,  than  in  the 
case  of  ether  or  chloroform.     But  from  the  fact  that  nitrous 

'  I  have  analysed  the  contents  of  the  gas-bag,  at  the  end  of  an  administra- 
tion, after  to-and-fro  respiration,  and  have  found  from  1*2  to  2*4  jier  cent  of 
oxygen  in  a  two -gallon  gas-bag  which,  from  the  moment  when  to-and-fro 
breathing  commenced  to  the  termination  of  the  administration,  remained  full  or 
nearly  full.  Full  details  of  the  experiments  are  given  in  the  Jaum,  Brit.  Dent. 
Assoc,  vol.  vii.,  1886,  p.  86.  I  once  administered  nitrous  oxide  to  a  patient 
on  six  different  occasions.  On  three  of  these  I  adopted  the  ordinary  method, 
allowing  the  valves  to  act  throughout,  and  all  expirations  to  escape.  On  the 
three  other  occasions  the  jiatient  was  anaesthetised  by  allowing  her  expirations 
for  the  first  and  major  part  of  the  inhalation  to  escai)e,  and  then,  when  the  lungs 
had  been  well  washed  out  with  gas,  to-and-fro  bi*eathing  was  permitted.  The 
times  (a)  of  inhalation  and  (6)  of  resulting  amesthesia  were  taken  on  each 
occasion,  and  are  of  much  interest  as  showing  the  slight  but  disthict  gain  in 
available  aniesthesia  when  to-and-fro  breathing  is  permitted  towai-ds  the  close 
of  the  administration  (see  Jmiim.  Brit.  Dent.  Assoc,  vol.  vii.,  1886,  p.  342). 
The  average  available  anaesthesia  in  the  absence  of  to-and-fro  breathing  was 
39  seconds  ;  whilst  when  to-and-fro  breathing  was  permitted,  as  described,  a 
workable  antesthesia  of  56  seconds  was  obtained. 
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oxide,  more  particularly  when  administered  with  oxygen, 
closely  resembles  ether  and  chloroform,  it  has  been  thought 
best  to  adopt  the  same  plan  that  will  be  followed  when 
describing  the  phenomena  which  attend  the  administration 
of  the  last-named  agents.  In  order  that  comparisons  may 
be  drawn  between  nitrous  oxide  on  the  one  hand  and 
ether  or  chloroform  on  the  other,  we  must  either  disr^ard 
as  not  bearing  upon  the  question  those  phenomena  which  in 
the  case  of  nitrous  oxide  administered  'per  se  are  dependent 
upon  temporary  absence  of  oxygen,  or,  better  still,  we  must 
compare  the  anaesthesia  of  nitrous  oxide  phis  oxygen  (see 
p.  258)  with  the  anaesthesia  of  agents  which  are  also 
administered  with  this  gas,  i.e.  with  atmospheric  air. 

First  Degree  or  Stage. — Nitrous  oxide  has  a  peculiar 
sweetish  taste  which  is  by  no  means  unpleasant  Great 
variation  will  be  found  to  occur  in  the  sensations  which 
patients  experience  during  the  inhalation  of  this  agent. 
When  administered  in  the  proper  manner,  and  with  due 
attention  to  details,  these  sensations  will  be  more  likely  to  be 
of  an  agreeable  than  of  a  disagreeable  character.  Should  the 
apparatus  possess  valves  which  do  not  work  easily,  or  should 
the  channels  through  which  the  gas  is  made  to  pass  be  too 
small,  or  should  the  patient  from  want  of  confidence  or 
knowledge  breathe  in  a  shallow  and  restrained  manner,  an 
unpleasant  experience  may  result.  A  feeling  of  warmth  in 
the  lips,  and  an  indescribable  though  pleasant  numbness  over 
most  of  the  body,  are  amongst  the  first  sensations  noticed. 
The  patient  has  an  irresistible  desire  to  breathe  more  deeply 
and  quickly.  These  sensations  are  rapidly  followed  by  a 
peculiar  and  pleasurable  "  thrilling  "  which  hardly  admits  of 
description.  Almost  identically  the  same  sensations  mark  the 
first  stage  of  chloroform  inhalation.  Some  tinnitus  may  be 
present,  and  curious  sensations,  such  as  fulness  and  expan- 
sion of  the  head,  are  occasionally  experienced.  As  a  general 
rule,  however,  loss  of  consciousness  comes  on  before  the 
patient  has  time,  so  to  speak,  to  define  his  feelings.  The 
respiration  will  be  observed  to  be  deepened  and  quickened  in 
response  to  the  desire  of  the  patient  just  alluded  to.  The 
pulse,  as  Sir  George  Johnson  pointed  out,  grows  fuller  nnder 


IX  NITROUS  OXIDE  219 


the  finger ;  and,  according  to  Dr.  George  Oliver/  its  calibre  is 
somewhat  increased  at  this  stage.  The  increased  fulness  is 
probably  due  to  constriction  of  the  systemic  arterioles.  The 
power  of  hearing  persists  throughout  this  stage.  The  time 
which  elapses  between  the  commencement  of  the  inhalation 
and  loss  of  consciousness  is  extremely  short,  being  probably 
about  20-30  seconds  on  the  average. 

Second  Degree  or  Stage. — With   the   loss   of  normal 
consciousness,  disturbed   psychical  states  are   liable  to  arise. 
As  a   general  rule  the  patient  gives  little  or  no  evidence  of 
such    disturbance,  more  especially  if  allowed  to  remain  per- 
fectly   quiet.      If   roughly   handled    he   is    liable  to   become 
excited  and  to  move  his  arms  or  legs.     When  nitrous  oxide  is 
properly  administered  symptoms  of  excitement  are,  with  the 
rarest  possible  exceptions,  conspicuously  absent.     Any  injury 
inflicted    during    this    stage    may    produce    immediate    reflex 
effects,  such  as  shouting,  co-ordinate  or  inco-ordinate  move- 
ment, but  would  not  be  accurately  remembered  by  the  patient. 
Nitrous  oxide  is  often  accused  of  producing  imperfect  anaes- 
thesia, because  operations   are   sometimes  commenced  at  this 
stage.     Dreams  are  frequent,  but  are  rarely  distinctly  remem- 
bered.    Sometimes  they  are  so  pleasant  that,  at  the  conclusion 
of  the  administration,  the  patient,  who  is  unaware  of  having 
been  deeply  anaesthetised,  is  sorry  to  be  disturbed.     On  other 
occasions  dreams  are  of  the  most  disagreeable  character.     It  is 
a  curious  fact  that  unpleasant  dreams  are  more  common  under 
nitrous   oxide  per  se   than  under  nitrous  oxide  administered 
with  oxygen — probably  because  the  ansesthesia  in  the  latter 
case  is  deeper,  so  that  operations  or  other  interferences  which 
in  the  case  of  nitrous  oxide  itself  might  leave  some  disturbed 
impressions,  are  not  capable  of  doing  so  when  the  narcosis  is 
more  profound.     Erotic  dreams  are  occasionally  experienced.^ 
The  respiration  is  still  quicker  and  deeper  than  normal,  and, 
save  perhaps  for  an  occasional  act  of  swallowing,  is  perfectly 
regular.     In  some  cases  a  spurious  form  of  stertor  may  occur 
and  is  to  be  disregarded.     The  pulse  is  still  full  and  a  trifle 
quicker  than  in  the  previous  stage.     The  conjunctiva  is  quite 
sensitive  to  touch.     The  pupils  usually  grow  larger  as   the 

1  Pulse-gaugingj  1895,  p.  82.  ^  See  Lancet ^  vol.  ii.,  1872,  p.  721. 
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administration  proceeds.  The  features  gradually  lose  their 
normal  colour.  Duskiness  or  lividity  is  most  common  in 
patients  of  a  florid  type,  anaemic  and  sallow  persons  showing 
very  little  alteration  in  appearance.  The  eyelids  are  usually 
affected  by  slight  twitching ;  and  as  the  inhalation  proceeds 
they  exhibit  a  tendency  to  separate  and  to  display  the  sub- 
jacent globes. 

Third  Degree  or  Stage. — The  first  indication  that  the 
patient  is  passing  or  has  passed  into  the  third  stage  of  anaes- 
thesia is  usually  afforded  by  the  respiration.  The  breathing, 
which  has  hitherto  preserved  its  rhythm,  now  loses  it,  and  a 
peculiar  and  characteristic  throat-sound,  sometimes  described 
as  "  stertor,"  becomes  audible.^  This  sound  is  most  probably 
due  to  irregular  and  spasmodic  elevations  of  the  larynx 
towards  Xhe  epiglottis  and  base  of  the  tongue,  and  indicates  a 
tendency  to  obstruction  in  the  air-way  at  this  point  Deep 
snoring  or  snorting  breathing  may  be  met  mth  in  certain 
cases,  and  may  either  necessitate  the  withdrawal  of  the 
aufiesthetic  before  the  time  has  come,  so  to  speak,  for  the 
deeper  throat-sound,  or  may  altogether  mask  the  latter.  As 
has  been  pointed  out,  the  position  of  the  head  and  the  con- 
formation of  the  upper  air-passages  will  have  an  important 
bearing  on  the  presence  or  absence  of  stertor.  At  or  about 
the  moment  at  which  the  characteristic  guttural  sound  occurs, 
the  rhythm  of  breathing  is  liable  to  be  further  interfered  with 
by  clonic  spasm  of  thoracic  and  abdominal  muscles.  Sometimes, 
indeed,  a  sudden  irregularity  in  breathing,  totally  independent 
of  laryngeal  closure  or  "  stertor,"  and  entirely  the  outcome  of 
this  muscular  spasm,  may  be  the  first  indication  of  deep 
anaesthesia.  It  occasionally  though  rarely  happens  that, 
instead  of  respiration  undergoing  the  changes  mentioned,  it 
becomes  somewhat  feeble ;  or  expiration  becomes  prolonged 
and  rather  stridulous.  These  phenomena  should,  in  the  pre- 
sence of  other  signs  of  anaesthesia,  be  taken  to  mean  that  the 
administration  has  been  pushed  sufficiently  far.  I  found  by 
timing  60  consecutive  nitrous  oxide  administrations  that 
the  average  number  of  respirations  required  to  produce  deep 
anaesthesia  was  29*2.     The  lowest  recorded  number  was  6; 

'  The  word  "stertor  "  should,  I  think,  be  confined  to  snaring  sounds. 
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the  highest  72.  It  need  hardly  be  pointed  out  that  it  is  very 
exceptional  for  deep  anaesthesia  to  follow  after  only  six  inspira- 
tions of  the  gas ;  but  the  number  is  quoted  in  illustration  of  the 
fact  that  a  very  small  quantity  of  this,  as  of  other  anaesthetics, 
is  sometimes  needed  in  order  to  produce  the  usual  phenomena. 

The  circtilation  is  well  maintained  during  nitrous  oxide 
narcosis,  provided  that  care  be  taken  to  prevent  too  great  a 
degree  of  asphyxiation.  From  the  observation  of  a  consider- 
able number  of  cases  I  have  found  that,  in  most  instances, 
the  heart's  action  becomes  more  and  more  accelerated  as  the 
administration  proceeds,  and  that,  when  the  usual  phenomena 
of  nitrous  oxide  narcosis  occur,  the  pulse  is  often  very  rapid, 
especially  in  those  whose  cardiac  action  was  quick  at  the 
commencement  of  inhalation.  A  pulse  of  120  immediately 
before  the  administration  may,  for  example,  rise  to  160  or 
more  when  clonic  movements,  etc.,  occur ;  whereas  a  pulse  of 
80-90  at  the  beginning  of  the  inhalation  will  often  not  exceed 
100  or  110  in  the  third  stage.  As  the  pulse  increases  in 
frequency  it  loses  its  previous  fulness ;  and  this  change  is  of 
course  n^ost  conspicuous  in  patients  with  quick  cardiac  action. 
According  to  the  late  Sir  George  Johnson,^  the  small  pulse 
observed  at  the  acme  of  the  inhalation  is  due  to  less  blood 
reaching  the  left  side  of  the  heart.  Immediately  air  is 
admitted  by  the  withdrawal  of  the  anaesthetic,  the  pulse 
undergoes  a  marked  change.  It  at  once  becomes  slower  and 
fuller.  A  pulse  of  140  at  the  acme  of  anaesthesia  may  thus 
suddenly  drop  to  about  80  per  minute  before  the  effects  of 
the  anaesthetic  have  passed  oK  As  consciousness  becomes 
restored,  the  pulse-rate  again  rises,  being  influenced  by  mental 
conditions,  after-pain,  etc. 

With  regard  to  the  muscular  phenomena  considerable  varia- 
tion exists.  The  extremities  are  sometimes,  though  by  no 
means  invariably,  flaccid.  When  respiration  undergoes  the 
changes  above  referred  to,  the  arm,  if  raised  by  the  adminis- 
trator, will  generally  fall.  But  there  is  a  tendency,  when 
nitrous  oxide  has  been  administered  to  its  fullest  extent,  for 
clonic  muscular  contractions  to  occur  in  all  cases,  and  for 
tonic   spasm   to  arise   in  many.     In   the   course  of  a   recent 

>  Brit.  Med.  Journ.,  21st  and  28th  April  1894. 
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investigation  I  showed  ^  that  the  so-called  "  jactitation "  of 
nitrous  oxide,  which  may  vary  from  a  slight  subsultns  to  a 
widely-diffused  epileptiform  seizure,  is  an  intercurrent  condi- 
tion due  to  want  of  oxygen,  and  not  an  essential  feature 
of  true  nitrous  oxide  anaesthesia.  In  some  cases  the  facial 
muscles  are  chiefly  affected  by  the  convulsive  seizure ;  in 
others  the  whole  body  mildly  oscillates,  the  spasm  apparently 
chiefly  affecting  the  trunk  muscles ;  in  others,  the  hands, 
legs,  and  arms  alone  may  twitch  ;  whilst  in  a  fourth  group 
of  cases  the  neck  may  be  affected  by  barely  perceptible  clonic 
spasm,  so  that  the  head  is  felt  to  move  with  fine  rhythmic 
jerks  in  one  or  other  direction. 

There  is  little  doubt  that  the  intermittent  elevation  of  the 
larynx,  the  irregular  contractions  of  the  thoracic  and  ab- 
dominal muscles,  and  the  clonic  movements  of  the  extremities 
are  correlated.  Tonic  muscular  contraction  is  sometimes  very 
pronounced,  not  only  in  the  extremities  but  in  the  neck,  back, 
and  other  parts  ;  some  patients,  indeed,  pass  into  an  opis- 
thotonic  condition  during  this  stage.  Micturition  very  rarely 
occurs,  but  is  sometimes  met  with  in  children  when  the  clonic 
movements  are  at  their  height.  Defsecation  is  extremely 
uncommon.  Victor  Horsley  has  shown  '^  that  in  deep  nitrous 
oxide  narcosis  the  superficial  plantar  reflex  is  abolished,  but 
the  deep  patellar  reflex  is  maintained.  Eulenburg's  experi- 
ments ^  also  show  that  in  the  asphyxial  state,  whether  induced 
mechanically  or  by  drugs  such  as  nitrous  oxide,  the  superficial 
reflexes  disappear  before  the  deep.  Dr.  Buxton  *  found  that 
one-third  of  the  men,  and  nearly  one-third  of  the  women, 
amesthetised  by  him  at  the  Dental  Hospital  displayed  ankle- 
clonus  under  nitrous  oxide. 

The  pupils  in  the  majority  of  cases  are  dilated  in  deep 
nitrous  oxide  anaesthesia.  In  some  cases,  even  though  the 
anaesthetic  has  been  freely  administered,  they  remain  of 
moderate  size  or  even  contracted. 

*  See  "  On  the  Effects  produced  in  the  Human  Subject  by  the  Adniinistrf- 
tion  of  Definite  Mixtures  of  Nitrous  Oxide  and  Air,  and  of  Nitrous  Oxide  aad 
Oxygen  "  {Trans,  Royal  Med.  Chi.  Soc.  vol.  Ixxxii.  p.  163). 

-  BraiUt  vol.  vi.  p.  369. 

•^  CentnUblatt  fiir  mcd.  Wissensrh.  No.  6,  1881, 

*  BrU.  Med.  Journ.,  24th  September  1887. 
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The  coAJTinctival  reflex,  which  will  have  persisted  during 
most  of  the  administration,  now  either  becomes  less  marked 
or  disappears.  It  cannot  be  depended  upon  as  a  guide,  for  it 
may  sometimes  be  elicited  even  when  wide  dilatation  of  the 
pupils,  and  other  signs  indicative  of  the  anaesthetic  having 
been  pushed  as  far  as  is  advisable,  are  present.  The  corneal 
reflex  usually  persists. 

The  colour  of  the  features  is  invariably  altered,  the  change 
being  most  noticeable  at  the  height  of  the  muscular  phe- 
nomena. Flabby  and  apoplectic -looking  patients  usually 
become  deeply  cyanosed  when  fully  anaesthetised  by  nitrous 
oxide. 

C.   TIME  TAKEN  TO  PRODUCE  DEEP  ANiESTHESIA 

The  time  taken  to  produce  deep  anaesthesia  varies  con- 
siderably in  dififerent  subjects.  In  the  investigation  above 
alluded  to,  I  found,  by  adopting  special  precautions  against 
the  admission  of  air,  and  by  working  with  perfectly  pure  gas, 
that  the  average  inhalation  period  of  20  cases,  the  patients 
ranging  from  39  to  13  years,  was  55*9  seconds.  The  longest 
inhalation  was  72  seconds,  the  shortest  33  seconds. 

Children  and  anaemic  patients  may  sometimes  be  deeply 
anaesthetised  in  15  or  20  seconds;  whereas,  in  the  case  of 
robust  and  vigorous  subjects,  the  administration  may  have  to 
be  carried  on  for  from  1  to  2  minutes  before  signs  of  deep 
anaesthesia  are  witnessed. 

If  the  bag  from  which  the  gas  is  being  inhaled  be  kept 
slightly  distended,  anaesthesia  will  ensue  more  mpidly  than  if 
the  supply  of  the  anaesthetic  be  less  freely  maintained.  This 
is  probably  owing  to  the  impossibility  of  any  atmospheric  air 
gaining  admission  to  the  lungs  whilst  a  positive  pressure  is 
being  kept  up  in  the  gas-bag.  We  should  endeavour  to 
administer  nitrous  oxide  as  nearly  as  possible  at  atmospheric 
pressure,  neither  allowing  the  bag  to  become  too  much  dis- 
tended nor  permitting  it  to  become  so  nearly  exhausted  as  to 
cause  a  slight  exertion  on  the  part  of  the  patient  in  drawing 
out  the  gas  from  the  bag. 
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D.  THE  DEPTH  OF  ANiESTHESIA  NECESSABT  FOB 

SUBGICAL  OPEBATIONS 

When  pure  nitrous  oxide  is  administered  in  such  a 
manner  that  every  expiration  escapes  into  the  surrounding  air, 
it  is  often  a  matter  of  some  difficulty  to  decide  at  what 
particular  moment  anaesthesia  is  at  its  height.  As  a  general 
rule  it  is  best  to  wait  until  stertor  or  slight  clonic  muscular 
twitching  is  produced.  In  dental  practice  the  administration 
may  be  conducted  till  two  or  three  stertorous  breaths  have 
taken  place,  but  when  the  oral  or  nasal  cavity  is  not  ,to  be 
involved  in  the  operation  the  surgeon  may  commence  his 
incision  or  any  other  procedure  when  stertor  first  becomes 
audible.  For  reasons  already  given  (p.  216),  to-and-fro  breath- 
ing towards  the  close  of  a  nitrous  oxide  administration  is 
advantageous  in  many  cases,  postponing  as  it  does  the  onset 
of  stertor  and  jactitation,  and  therefore  leading  to  a  more 
lengthened  available  anaesthesia- period.  In  the  absence  of 
any  re -breathing,  asphyxial  phenomena  are  prone  to  arise 
before  conjunctival  reflex  is  lost;  but  when  re-breathing  is 
permitted,  the  administration  may  usually  be  continued  till 
the  conjunctiva  loses  its  sensibility,  and  as  there  will  be  less 
stertor  and  muscular  movement,  the  results  will  be  better 
from  the  surgical  point  of  view.  With  some  patients,  and 
especially  with  children,  alcoholic  subjects,  and  those  who  from 
some  special  reason  have  become  very  susceptible  to  oxygen 
deprivation,  asphyxial  symptoms  may  ensue  before  the  gas 
has  had  time,  so  to  speak,  to  produce  anaesthesia,  and  if  a 
tooth  be  extracted  or  an  incision  made  at  what  would  appear 
to  be  the  height  of  anaesthesia,  reflex  phenomena  of  an  incon- 
venient kind  will  arise.  I  have  met  with  two  or  three  cas^ 
in  the  course  of  my  experience  in  which  it  seemed  to  be 
impossible  to  produce  that  absolute  and  dreamless  uncon- 
sciousness which  is  attainable  with  other  anaesthetics. 

Operations  should  never  be  begun  till  as  deep  an  ana-s- 
thesia  as  possible  has  been  secured ;  and  should  the  anaesthesia 
prove  to  be  of  insufficient  duration  for  the  completion  of  the 
operation,  the  latter  should  be  discontinued  before  the  patient 
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passes  into  the  analgesic  state  which  immediately  precedes 
recovery. 

Although  the  extraction  of  a  tooth  during  imperfect 
amvsthesia  may  not  give  the  patient  the  sensation  which  we 
call  pain,  the  operation  may,  under  such  circumstances,  pro- 
duce such  a  horrible  and  ill-detined  feeling,  or  give  rise  to 
such  an  unpleasant  dream,  that  it  is  questionable  when  any- 
thing has  been  gained  by  the  inhalation.  In  addition  tq 
these  considerations,  the  performance  of  an  operation  during 
imperfect  anaesthesia  may  be  attended  by  much  inconvenient 
tonic  muscular  spasm,  which,  in  dental  surgery,  is  objection- 
able from  the  liability  of  extracted  teeth,  etc.,  to  fall  back- 
wards during  opisthotonos. 

In  one  or  two  cases  I  have  known  prolonged  and  some- 
what difficult  expiration  to  replace  other  signs  of  narcosis.  I 
have,  moreover,  met  with  cases  in  which,  just  at  the  acme  of 
anaesthesia,  the  patient  has  made  a  sudden  attempt  at  retch- 
ing. Under  such  circumstances  as  these,  the  administration 
should  be  discontinued.  Any  marked  feebleness  of  the  pulse 
or  respii-ation  should  also  be  taken  as  an  indication  to  re- 
move the  inhaler.  Dilatation  of  the  pupils  is  usually  present 
in  deep  nitrous  oxide  anaesthesia,  though  it  cannot  be  relied 
upon  as  a  guide. 

From  the  foregoing  considerations  it  is,  I  think,  perfectly 
clear  that  pure  nitrous  oxide  administered  in  the  customary 
manner  is  not  a  satisfactory  anaesthetic  from  the  surgical 
point  of  view.  In  order  to  obtain  the  best  results  from  this 
agent  it  is  necessary  to  eliminate  the  intercurrent  asphyxial 
symptoms  which  accompany  its  inhalation,  and  this  can  be 
effected  by  mixing  either  air  or  oxygen  with  the  anaesthetic 
gas  {vide  infra), 

E.  BECOVEBT-PEBIOD  :  DUBATION  OF  ANiESTHESIA 

AFTER  INHALATION 

With  the  removal  of  the  face-piece,  or  with  the  admission 
of  air  by  other  means,  the  recovery  period  commences.  Some- 
times, and  especially  in  patients  who  have  become  markedly 
stertorous,  the  withdrawal  of  the  anaesthetic  does  not  neces- 
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sarily  involve  tlie  immediate  admission  of  air  to  the  lungs. 
In  other  words,  a  more  or  less  occluded  state  of  the  upper 
air-passages  may  persist  for  a  while  and  so  retard  the  usual 
process  of  recovery.  Other  things  being  equal,  the  more 
rapidly  and  freely  atmospheric  air  gains  access  to  the  lungs, 
the  more  quickly  will  the  patient  recover.  One  of  the  first 
effects  of  the  admission  of  air  is  observed  in  the  pulse,  which 
suddenly  becomes  much  slower  and  fuller.  Stertor,  anoxsemic 
convulsion,  and  lividity  now  quickly  vanish ;  and  the  dilated 
pupils  begin  to  grow  smaller.  A  secondary  dilatation  of  the 
pupil  may  often  be  observed  during  the  recovery  period. 

The  aniesthesia  which  persists  after  a  single,  continuous 
administration  of  pure  nitrous  oxide  is  known  in  dental 
practice  as  the  available  anssthesia.  In  the  course  of  the 
investigation  above  referred  to,  I  found  that  the  20  patients 
gave  an  average  available  ansesthesia  of  30*3  seconds,  the  longest 
anaesthesia  being  45  seconds,  and  the  shortest  15  seconds. 
There  is  considerable  difficulty  in  deciding  when  true  anivs- 
thesia  actually  terminates,  and  this  no  doubt  accounts  for  the 
discrepancies  in  the  statements  made  by  various  authors. 
The  period  of  available  anaesthesia  is  to  a  certain  extent 
dependent  upon  that  of  the  inhalation ;  a  long  inhalation 
being  followed,  as  a  general  rule,  by  a  long  anaesthesia,  and 
vice  versa.  Moreover,  in  dental  opemtions  the  duration  of 
anaesthesia  will  not  unfrequently  be  found  to  be  influenced  bv 
the  position  of  the  patient's  head,  and  more  especially  by  the 
position  of  his  tongue,  during  the  extraction.  Should  the 
head  be  fully  extended  and  the  operation  upon  the  upper  jaw, 
nitrous  oxide  will  have  every  chance  of  quickly  escaping,  and 
consciousness  may  thus  be  rapidly  regained.  If,  however, 
the  head  be  more  or  less  vertical  in  the  chair  and  the  opera- 
tion upon  the  lower  jaw,  nitrous  oxide  may  not  escape  st> 
freely,  by  reason  of  the  tongue  being  pressed  backwards. 

F.  DANGERS  CONNECTED  WITH  THE  ADMINISTBATION 

From  the  physiological  and  clinical  facts  to  which  refer- 
ence has  already  been  made  it  is  clear  that  nitrous  oxide, 
when  administered  in  its  pure  state,  and  in  such  a  manner 
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that  all  expirations  escape  into  the  surrounding  atmosphere,  is 
respirable  only  up  to  a  certain  point.  When  this  point  has 
been  reached,  oxygen  must  be  admitted  to  the  lungs,  otherwise 
respiration  will  not  proceed.  When  nitrous  oxide  is  clumsily 
administered  so  that  the  face -piece  fails  to  fit  accurately, 
when  more  or  less  re-breathing  is  permitted,  or  when  the 
apparatus  is  faulty  in  construction,  this  gas  may  appear  to  be 
continuously  respirable.  But  when  all  oxygen  is  rigidly 
excluded,  and  at  each  inspiration  pure  nitrous  oxide  enters 
the  lungs,  asphyxial  phenomena  rapidly  supervene,  and  it  is 
these  phenomena,  whose  occurrence  is  incidental  rather  than 
essential,  that  have  to  be  taken  into  account  in  considering  the 
accidents  and  dangers  to  which  the  patient  is  liable.  As  will 
be  presently  pointed  out,  the  asphyxial  symptoms  of  an 
ordinary  nitrous  oxide  inhalation  become  attenuated,  or  even 
altogether  vanish,  when  air  or  oxygen  is  added  to  the  anaes- 
thetic gas  in  suitable  proportions ;  and  there  can  be  no  doubt 
that,  in  employing  the  pure  agent,  we  are,  in  a  sense,  com- 
mitting a  physiological  error.  Why  should  the  patient  be 
subjected  to  an  intercurrent  state  of  asphyxia  when  that  state 
is  not  essential  to  the  ana?sthesia  ?  In  other  words,  why 
should  we  not,  whenever  we  wish  to  obtain  unconsciousness 
by  means  of  nitrous  oxide,  obtain  that  unconsciousness  by 
administering  the  gas  with  a  suitable  proportion  of  air  or 
oxygen  ? 

Before  considering  the  dangerous  conditions  which  may 
arise  under  pure  nitrous  oxide,  it  will  be  well  to  say  something 
of  the  fatalities  which  have  been  recorded  in  connection  with 
the  use  of  this  anjesthetic.  After  carefully  searching  through 
the  medical  and  dental  journals  of  the  past  40  years,^  and  in- 
stituting inquiries  in  other  directions,  I  have  only  been  able 
to  find  records  of  30  fatalities,  and,  as  will  be  seen  from 
the  subjoined  classification,  several  of  these  may  be  excluded. 
On  the  other  hand,  there  is  every  reason  to  believe  that  many 
more  deaths  have  taken  place  than  those  which  have  been 
reported. 

*  1  am  much  indebted  to  Mr.  Bellamy  Gardner  and  Mr.  Nolan  Daly  for 
assistance  in  this  work. 
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Classified  Summary  of  all  the  obtainable  Records  of  Deaths 
attributed  wholly  or  partly  to  Nitrous  Oxide 

Class  A.  Deaths  undoubtedly  due,  partly  or  wholly,  to  nitrous  oxide. 

Case  1. — 22nd  January  1873:  Exeter:  F.  38:  stout:  enlarge*! 
tonsils  and  uvula  :  dental  operation  :  semi-recumbent :  double  adminis- 
tration:  asphyxia.  Case  2. — 27th  March  1877:  Manchester:  M. 
middle-aged  or  elderly  :  obese  :  dental  operation  :  double  administration  : 
asphyxia.  Case  3. — 15th  September  1883:  London:  M.  57:  tongue 
enlarged  by  morbid  growth  and  fixed  :  dental  operation :  convulsive 
tremor  and  rigidity  :  asphyxial  syncope.  Case  4. — Reported  in  1885  : 
Paris:  M.  about  50:  dental  operation:  **s\'ncope."  Case  5. — 1st 
October  1887:  Edinburgh:  F.  71:  stout:  corsets  tight:  food  in 
stomach:  dental  operation:  probably  asphyxia.  Case  6. — 1890: 
Montreal:    M.   24:  dental   operation:    "syncope."      Case  7. — 1st   May 

1892  :  Buflfalo,  U.S. A.  :  F. :  mother  of  two  small  children  :  dental 
operation:  mode  of  death  uncertain.  Case  8. — ?  1893  :  Batley  :  M.  39: 
small  and  deformed  lower  jaw  :  dental  operation  :  asphyxia.     Case  9. — 

1893  :  ?  place  :  F.  ?  age  :  dental  operation  :  asphyxia,  probably  favoureil 
by  morbid  state  of  upjier  air- passages.  Case  10. — 21st  February  1894 
London  :  M.  26  :  enlarged  tonsils :  receding  lower  jaw  :  short  neck 
dental  operation:  asphyxia.  Case  11. — 12th  January  1895:  Preston 
F.  23  :  tight  corsets  :  full  stomach  :  dental  operation :  asphyxia.  Case 
12. — 7th  October  1895  :  New  York  :  F.  22  :  dental  operation  :  ?  mode 
of  death.  Case  13. — Prior  to  1896  :  Chestnut  Hill:  M.  ?  age  :  dental 
operation:  asphyxia.  Case  14. — March  1899:  Birmingham:  M,  12: 
large  abscess  in  base  of  tongue  :  fixed  lower  jaw :  horizontal  posture : 
extension  of  head  :  opening  abscess  :  asphyxia.  Case  15. — Reported  tu 
me  in  1899:  London:  M.  7  :  very  delicate:  old-standing  pericaitiiti? 
and  pleurisy  :  dorsal  posture  :  operation  for  adenoids :  nitrous  oxide  given 
with  air :  head  over  end  of  table :  syncope  :  no  obstruction  in  breath- 
ing. Case  16. — 15th  June  1899:  London:  F.  27  :  food  in  stomach: 
operation  on  elbow :  double  administration  :  vomiting  :  dusky  pallor : 
"syncope."  Case  17. — November  1900:  M.  36:  suppuration  of  neck : 
left  tonsil  swollen  :  incision  of  neck  :  nitrous  oxide  with  air  first  given  : 
then  pure  nitrous  oxide  :  cessation  of  respiration  :  death  from  asphyxia : 
at  necropsy  larynx  found  to  be  edematous. 

Glass  B.  Cases  in  which  deaih  is  stated  to  have  occurred  under  nitrous 
oxide,  but  of  which  7W  parlicxdars  are  given. 

Case  1. — 1864:  ?  place:  young  woman  :  dental  operation.  Case 
2. — About  1868  or  1870:  Louisville.  Case  3. — October  1871: 
Chicago. 
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Class  C.  Deaths  doubtfully  due^  partly  or  wholly^  to  nitrous  oxide. 

Case  1. — 12th  October  1889:  Philadelphia:  M.  46  :  dental  operation: 
died  with  symptoms  of  apoplexy  five  hours  after  administration.  Case 
2. — ?  1864:  New  York:  M.  ?  age :  lungs  much  diseased:  dental 
operation :  died  with  pulmonary  symptoms  two  hours  after  administra- 
tion. Case  3. — ?  1893:  Erie:  F.  ?  age :  bad  state  of  health:  dental 
operation :  recovery  of  consciousness :  death  soon  after  from  "  oedema  of 
lungs," 

GUiss  D.  Deaths  due  to  foreign  bodies  entering  the  larynx  during 
or  after  the  inhalation  of  nitrous  oxide. 

Case  1. — Before  2nd  February  1867:  ?  place:  M.  13:  dental 
operation  :  cork  (used  as  prop)  entered  larynx  :  asphyxia.  Case  2. — 
27th  April  1882 :  Preston :  M.  10 :  dental  operation :  molar  tooth 
entered  larynx:  asphyxia.  Case  3. — {B.M.J.,  18th  February  1899): 
tooth  entered  bronchus :  death  in  twelve  days. 

Class  E,  Self-administration, 

1893:  London:  M.  ?  age :  asphyxia  from  continued  application  of 
face-piece. 

Cktss  F.  Deaths  wrongly  attributed  to  nitrous  oxide. 

Case  1. — Before  26th  February  1864  :  Allentown,  Pa.  :  F.  :  died  a 
few  hours  after  inhalation.  Case  2. — 1864  :  Swanton  Falls,  Vt :  F.  17  : 
died  after  inhaling  nitrous  oxide  at  the  hands  of  a  travelling  dentist. 
Cased. — 20th  March  1872:  New  York:  F. :  nitrous  oxide  given,  but 
imtient  became  conscious  and  dental  operation  then  performed  :  faintness  : 
vertical  posture  :  fatal  syncope. 

There  are  several  interesting  points  in  connection  with  the 
17  cases  of  Class  A.  Of  the  first  13  cases,  in  all  of  which 
dental  operations  were  performed,  7  were  males  and  6  were 
females.  This  is  an  interesting  fact,  seeing  that  of  the  patients 
who  require  nitrous  oxide  for  dental  operations  the  great 
majority  are  females.  The  preponderance  of  males  in  the  table 
is  no  doubt  dependent  upon  the  greater  tendency  to  dangerous 
asphyxial  spasm  in  men.  The  average  age  of  the  cases  in 
which  the  age  is  given  is  33.  Perhaps  the  most  interesting 
and  important  fact  in  connection  with  these  deaths  is  that 
there  was  in  most  of  the  cases  some  condition  present,  before 
the  administration,  which  rendered  the  patient  liable  to  a  more 
marked  degree  of  asphyxia  than  would  ordinarily  attend  an 
administration  of  pure  nitrous  oxide.      Thus,  in  Case  1  the 
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patient,  wha  was  stout,  had  large  tonsils,  and  was  anaesthetised 
in  the  semi-recumbent  posture  (see  p.  150).  In  Case  3  the 
tongue  was  enlarged  and  fixed.  In  Case  5  the  patient,  who 
was  stout,  had  tightly-fitting  corsets  and  food  in  the  stomach 
In  Case  8  the  patient  had  a  deformity  of  the  lower  jaw.  hi 
Case  9  there  was  post-mortem  evidence  of  a  morbid  state  of 
the  upper  air-passages.  In  Case  1 0  there  were  enlarged  tonsils, 
and  the  patient  had  a  short  neck  and  receding  lower  jaw. 
The  corsets  were  tight  and  the  stomach  full  in  Case  11.  In 
Case  14  the  air- way  was  much  encroached  upon  by  an  abscess 
in  the  base  of  the  tongue;  in  Case  16  the  stomach  contained 
food ;  and  in  Case  1 7  one  tonsil  was  enlarged  and  there  was 
oedema  of  the  larynx.  It  is  thus  clear  that  in  at  least  50  per 
cent  of  the  fatalities  undoubtedly  attributable,  wholly  or  in 
part,  to  nitrous  oxide,  some  pre-existing  condition  was  present 
which  rendered  the  deprivation  of  oxygen  exceedingly  hazardous. 
The  large  majority  of  the  patients  undoubtedly  died  with 
asphyxial  symptoms ;  and  it  is  quite  conceivable  that,  even  in 
those  in  which  the  circulation  is  reported  to  have  failed  before 
the  respiration,  some  unrecognised  embarrassment  to  breathing 
was  present. 

It  will  be  convenient  to  consider  the  dangerous  phenomena 
which  may  attend  the  use  of  pure  nitrous  oxide  under  three 
main  headings:  (1)  Primary  respiratory  failure,  circulation 
subsequently  ceasing ;  (2)  Primary  circulatory  failure,  respira- 
tion subsequently  ceasing;  and  (3)  Simultaneous  cessation  of 
both  respiration  and  circulation.  I  purposely  avoid  speaking, 
in  this  clinical  section,  of  cardiac  failure. 

( 1 )  Primary  Respiratory  EmbarrasBment  and  Failure.— 

When  an  overdose  of  nitrous  oxide  is  administered  to  a  healthy 
subject  (Fourth  Degree  or  Stage),  the  breathing  becomes  em- 
barrassed and  then  ceases,  the  immediate  cause  of  the  embarrass- 
ment and  failure  usually  being  convulsive  muscular  spasm, 
anoxicmic  in  its  nature.  In  some  cases  obstructive  stertor,of 
spasmodic  origin,  asserts  itself  and  brings  breathing  to  a  standstill, 
whilst  the  conjunctiva  is  yet  sensitive  and  the  patient  not  fullv 
antes thetised.  In  other  cases  asphyxial  spasm  of  thoracic  and 
abdominal  muscles  constitutes  the  main  element  in  the  arrest  of 
breathing.  The  more  vigorous  the  patient,  the  more  powerful  will 
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be  the  spasm.  In  tall  muscular  young  men,  for  example,  an 
opisthotonic  state  may  be  induced.  Defecation  or  micturition 
may  occur.  Kespiratory  failure  from  paralysis  of  the  nervous 
mechanism  of  respiration  is  rarely  if  ever  met  with,  at  all 
events  in  its  pure  form,  in  healthy  patients  subjected  to  an  over- 
dose of  this  anaesthetic.  At  the  moment  when  breathing  ceases 
the  colour  is  usually  markedly  cyanotic  or  livid,  the  eyeballs 
generally  turned  upwards,  the  lids  separated,  and  the  pupils 
widely  dilated.  The  character  of  the  pulse  at  this  juncture 
will  depend  upon  circumstances.  For  example,  should  obstruc- 
tive stertor  have  come  on  rather  earlier  than  usual,  and  be 
the  immediate  cause  of  arrested  breathing,  the  pulse  may  show 
but  slight  evidences  of  depression.  But  should  more  of  the 
anaesthetic  have  been  introduced  before  breathing  ceases,  the 
pulse  will  probably  be  quick  and  small  at  the  moment  of  the 
arrest  Under  any  circumstances,  however,  in  patients  with  a 
good  circulation,  the  condition  induced  by  an  overdose  is  one 
of  primary  respiratory  failure.  The  length  of  time  the  heart 
will  hold  out  against  such  asphyxial  symptoms  will  depend  to 
a  great  extent  upon  its  previous  nutrition  and  strength.  In 
the  case  of  young  and  vigorous  subjects  experience  shows  that 
a  comparatively  long  period  of  suspended  breathing  elapses 
before  the  heart*s  action  becomes  seriously  depressed  ;  whereas, 
in  debilitated  or  flabby  subjects,  with  dilated,  fatty,  or  feeble 
hearts,  any  marked  interference  with  respiration  would  much 
more  quickly  lead  to  final  cardiac  arrest. 

Patients  with  any  pre-existing  narrowing  or  abnormality  of 
the  upper  air-passages  are  particularly  prone  to  pass  into  a 
state  of  dangerous  asphyxia  when  nitrous  oxide  is  pushed  to 
its  fullest  extent.  This  is  well  exemplified  by  the  fatal  cases 
to  which  I  have  referred,  and  also  by  Illustrative  Case,  No.  37, 
p,  450,  a  case  in  which  I  was  obliged  to  perform  tracheotomy 
in  order  to  resuscitate  the  patient.  Elderly,  obese  subjects  are 
liable  to  pass  into  a  state  of  completely  obstructed  breathing, 
by  reason  of  the  engorged  tongue  being  spasmodically  drawn 
towards  the  pharyngeal  wall.  Patients  with  enlarged  tonsils, 
adenoid  growths,  etc.,  are  similarly  liable  to  arrested  breathing. 
The  numerous  other  conditions  capable  of  favouring  primary  re- 
spiratory failure  are  elsewhere  fully  considered  (p.  443  et  seq.). 
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The  passage  of  foreign  bodies  into  the  larynx,  trachea,  or 
bronchi  during  nitrous  oxide  anaesthesia  may  set  up  asphjxiai 
symptoms  of  a  grave  or  fatal  character  (see  p.  452). 

(2)  Primary  Circulatory  Depression  or  Failure. — There 
is  every  reason  to  beheve  that  in  moderately  healthy  subjects 
nitrous  oxide  is  incapable  of  producing  symptoms  of  circulatorv 
depression  except  as  a  sequel  to  respiratory  embarrassment.  For 
close  upon  20  years  I  have  kept  careful  notes  of  every  interest- 
ing or  abnormal  case  of  anaesthesia,  and,  on  looking  through  mr 
notes,  I  am  unable  to  find  a  single  instance  of  primary  pulse 
failure  wholly  dependent  upon  the  action  of  this  gas. 

It  has  been  alleged  that  there  is  a  grave  risk  of  cai*diac 
syncope  from  the  performance  of  surgical  operations,  and 
particularly  dental  operations,  upon  patients  imperfectly 
anaesthetised  by  nitrous  oxide.  But  when  we  consider  that 
hundreds,  and  possibly  thousands,  of  persons  are  daily  subjected 
to  dental  operations,  whilst  in  the  first  and  second  degrees  of 
anaesthesia,  it  is  probable  that  the  risk  of  syncope  from  this 
cause  has  been  over-estimated.  That  reflex  circulatory  effects 
may  arise  when  patients  are  emerging  from  nitrous  oxide  ana«- 
thesia  and  the  operation  is  still  in  progress,  in  other  words, 
that  patients  may  become  "  faint  '*  from  the  distinct  or  in- 
distinct perception  of  pain,  is  certain  ;  that  similar  effect^ 
may  manifest  themselves  even  when  consciousness  is  wholly 
abolished  is  quite  possible ;  but  that  a  fatal  issue  is  thus 
prone  to  arise  lias  not  up  to  the  present  been  proved.  In 
nearly  every  recorded  nitrous  oxide  death  some  disturbance 
of  breathing  would  appear  to  have  been  present ;  and  it  is 
in  the  highest  degree  probable  that,  in  many  of  the  dangerous 
and  fatal  cases  in  which  the  symptoms  have  been  regarded  as 
primarily  cardiac  or  circulatory,  some  undetected  asphyxial 
factor  was  present. 

(3)  Simultaneous  Depression,  or  Failure  of  Respiration 
and  Circulation. — This  condition  is  fortunately  very  rare.  It 
is  most  likely  to  arise  in  patients  with  valvular  or  other  forms 
of  cardiac  disease.  Instead  of  the  circulation  being  well 
maintained  up  to  the  point  at  which  anoxaemic  spasm  or 
stertor  arises,  the  pulse  becomes  feeble  or  imperceptible,  a  bluish 
pallor    is    observed,    and    the    respiration,    instead    of    being 
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stertorous  or  jerky,  is  markedly  shallow.  There  is  apparently 
a  direct  relation  between  the  feeble  circulation  and  feeble 
breathing.  Given  that  the  general  circulation  is  satisfactory, 
the  anoxsemic  state  induced  by  nitrous  oxide  leads  to  excessive 
rattier  than  to  diminished  discharges  from  the  respiratory 
centre.  But  when,  from  any  particular  cause,  sucli  as  the 
presence  of  valvular  or  other  cardiac  disease,  the  cerebral 
circulation  becomes  defective,  the  respiratory  centre  appears  to 
be  more  affected  by  the  deficiency  than  by  the  quality  of  the 
blood  which  reaches  it,  and  it  hence  happens  that  the  breathing 
1  »ecomes  shallow,  without  stertor  or  spasm.  I  have  neveir  seen 
this  condition  become  so  grave  as  to  threaten  life ;  although 
it  is  quite  obvious  that  it  might  do  so.  In  Case  15,  Class  A 
of  the  above  group,  the  patient  was  the  subject  of  an  adherent 
pericardium  and  old-standing  pleurisy — two  conditions  which 
would  certainly  render  the  administration  of  nitrous  oxide  some- 
what hazardous.  In  this  particular  case,  I  am  informed  on 
good  authority  that  death  occurred  without  any  indications  of 
obstruction. 

Post-mortem  Appearances. — The  post-mortem  appear- 
ances of  death  from  nitrous  oxide  will  naturally  depend  upon 
the  presence  or  absence  of  pathological  conditions  during  life 
and  upon  the  precise  mode  of  death. 

In  7  of  the  cases  included  in  Class  A  in  the  above  list  post- 
mortem records  are  available.  Speaking  generally,  these  records  point 
to  death  by  asphyxia.  As  a  good  example  of  the  usual  appearances, 
those  found  in  Case  2  may  be  studied.^  The  cerebral  membranes  were 
distended  with  serous  fluid,  the  cerebral  veins  intensely  congested,  and 
the  cerebral  ventricles  full  of  fluid  ;  the  lungs  were  very  dark  and  in- 
tensely congested  ;  the  right  side  of  the  heart  was  full  of  dark  fluid  blood 
and  the  left  side  empty.  In  Case  3  each  ventricle  contained  a  little 
blood  ;  the  auricles  were  empty  ;  and  there  was  pulmonary  and  renal  con- 
gestion. In  Case  8  the  right  side  of  the  heart  was  full  of  dark  fluid 
blood  ;  the  heart  substance  was  flabby  and  fatty  ;  the  lungs,  brain,  and 
kidneys  were  congested.  In  Case  9  the  ventricles  were  flrmly  con- 
tracted ;  there  was  a  dark  clot  in  the  mitral  valve  ;  the  lungs  and  spleen 
were  congested.  In  Case  10  all  cavities  of  the  heart  were  empty,  except 
for  a  small  quantity  of  fluid  blood  in  the  right  ventricle  ;  the  veins  of 
the  chest  were  all  full  of  dark  fluid  blood ;  the  lungs  were  engorged  and 
nearly  airless  ;  and  there  was  venous  engorgement  of  the  cerebral  hemi- 


*  Lancet,  vol.  !.,  1877,  p.  544. 
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i>phert:«.  In  Caite  15  then;  were  considerable  pericardial  adhesions  ;  thr 
heart  ha*l  undergi^ne  5li.:bt  fatty  de^neration ;  and  the  left  pleural 
caritT  was  obliterated  bv  adhesionsw  In  addition  to  the  details  here 
given,  there  were  in  many  of  the  ca^es  certain  pathological  states,  such  a- 
enlar^nient  of  tonsil*,  catarrhal  and  utdematous  conditions  in  different 
parts  of  the  air-passa;^rA,  enlar^ment  of  bronchial  glands,  etc  The^ 
states,  however,  are  of  interest  as  yr^di^pijting  causes  of  the  asphyxial 
seizure. 

It  must  l)e  borne  in  mind  in  considering  poet-mortem 
appearances  ( 1 )  that  difl'erences  in  the  method  of  performing 
autopsies  may  of  themselves  introduce  differences  in  the 
api)earauces  observed;  and  (2)  that  artificial  respiration,  in- 
version, and  other  movements  to  which  the  body  may  have 
been  subjected  immediately  after  death,  may  alter  the  con- 
ditions of  the  great  vessels,  heart  cavities,  and  lungs,  more 
particularly  as  regards  the  quantities  of  blood  contained  witliin 
these  parts  at  the  actual  moment  of  dissolution. 


a.  AFTEB-EFFECT8 

For  reasons  which  have  already  been  given,  the  administra- 
tion of  pure  nitrous  oxide  is  necessarily  exceedingly  short,  ar.J 
it  hence  happens  that  disagreeable  after-effects  are  generallv 
completely  absent  The  intercurrent  asphyxial  phenomena,  1»t 
limiting  the  intake  of  the  aniesthetic,  not  only  prevent  a  ppj- 
longed  administration,  but  a  deep  form  of  anaesthesia.  Transiezit 
giddiness  or  headache  occasionally  occur ;  and  lassitade  or  sleepi- 
ness may  be  experienced.  Although  the  presence  of  undigesttl 
food  within  the  stomach  is  not  nearly  so  likely  to  lead  to 
vomiting  as  when  ether  or  chloroform  has  been  employed,  it  i? 
nevertheless  important  that  attention  should  be  paid  to  the  diet 
(see  p.  188).  Some  patients  invariably  suffer  from  nausea  or 
even  actual  vomiting  after  nitrous  oxide ;  but  such  eases  are 
very  exceptional.  So-called  "  bad  travellers "  are  often  tbui 
affected.  A  double  administration  of  the  gas  with  an  interval 
of  consciousness  is  prone  to  lead  to  after-sickness,  especially  in 
dental  practice.  When  re-breathing  has  been  practised,  recoverv 
will  not  take  place  (^uite  so  rapitUy  as  usual,  and  headache  and 
nausea  may  be  thus  initiated.  Headache  unattended  by  nausea 
sometimes  follows  the  administration  when  food  is  present  iu 
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the  stomach.  Should  blood  be  swallowed  during  or  after  the 
operation,  after-sickness  will  be  likely  to  follow. 

Feelings  of  fEtintnees  are,  as  a  general  rule,  dependent  upon 
some  gastric  disturbance  brought  about  by  the  administration. 
Such  feelings  are,  as  will  be  gathered  from  what  has  just 
been  said,  most  common  when  the  diet  has  not  been  properly 
regulated. 

Hysterical  oatbnrsts,  or  transient  states  of  hallucination  and 
struggling,  are  sometimes  met  with  after  the  administration  of 
nitrous  oxide,  but  are  very  exceptional. 

Protracted  stupor,  cataleptic  states,  hemiplegia,^  and  even 
inBanity  ^  have  one  and  all  followed  the  administration  of 
nitrous  oxide ;  but  such  sequelae  are  exceedingly  rare. 

Temporary  glycosuria  and  even  true  diabetes^  are  also  said 
to  liave  been  produced  by  the  inhalation  of  nitrous  oxide ;  but 
the  evidence  in  favour  of  such  charges  cannot  be  regarded  as 
conclusive. 

Betinal  li»morrhage,  from  intense  venous  engorgement,  has 
been  known  to  occur  under  the  influence  of  pure  nitrous 
oxide.'* 

SEcnrioN  II. — The  Administration  of  Definite  Mixtures 

OF  Nitrous  Oxide  and  Air 

A  careful  study  of  the  phenomena  resulting  from  the 
jidniiiiistration  of  nitrous  oxide  with  definite  proportions  of 
atmospheric  air  is  obviously  essential  before  we  can  discuss  the 

*  A  curious  case  is  reiwrted  by  Dr.  Ash  ford  {Amer.  Joum.  Med.  Scien.  New 
Series,  vol.  Ivii.,  1869,  p.  408).  A  girl  of  sixteen  l>ecame  insensible  for  two 
hours  after  the  exhibition  of  nitrous  oxide.  Headaclie,  dizziness,  and  left 
hemiplegia  followed.  Dr.  H.  C.  Wood  also  refers  to  another  case  {Brit,  Med. 
Journ.y  16th  Aug.  1890,  p.  38.5),  which  occurred  in  Philadelphia:  "A  gentle- 
man arose  from  the  dentist's  chair  after  an  inhalation  of  nitrous  oxide,  staggered, 
and  fell  in  an  apoplexy." 

2  See  an  interesting  paper  by  Dr.  Savage,  **  Insanity  following  the  Use  of 
Am^sthetics  in  Operations"  {Brit.  Med.  Jcnini.,  3i*d  Dec.  1887,  p.  1199),  in 
which  is  mentioned  the  case  of  a  young  woman,  a  chronic  alcoholic,  and  liable 
to  hysterical  attacks,  who,  after  the  extraction  of  teeth  under  nitrous  oxide  gas, 
was  attacked  by  delirious  mania,  which  lasted  for  three  weeks  and  terminated 
in  dementia.  Dr.  Savage  regards  the  anpesthetic  as  the  immediate  cause  of  the 
attack. 

3  See  BrU.  Med.  Joum.,  16th  August  1890,  p.  385. 

*  Mr.  J.  Tweedy  informs  me  that  he  has  seen  a  case  of  this  kind.  The 
hjeinorrhage  was  extensive  and  '*  about  the  }>osterior  }>ole  of  the  fundus." 
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use  of  this  anaesthetic  with  unknown  proportions  of  air. 
therefore  propose,  in  this  section,  to  give  a  brief  sumniarv  (] 
the  results  which  I  obtained  in  the  course  of  the  investigati<«i 
referred  to  on  p.  222.  As  will  be  pointed  out  in  the  foUowin] 
section,  it  has  been  customary,  ever  since  the  ana»8theii< 
properties  of  nitrous  oxide  became  generally  recognised,  t 
administer  this  agent  in  conjunction  with  atmospheric  aii 
more  particularly  with  the  object  of  maintaining  insensibility 
for  prolonged  surgical  operations ;  but,  so  far  as  I  am  awart 
no  cases  have  been  recorded  in  which  definite  mixtures  o 
nitrous  oxide  and  air  have  been  administered. 

I  employed  in  the  investigation  a  specially  made  gasometei 
by  which  I  could  eidminister  any  desired  percentages  of  nitroui 
oxide  and  air.  The  following  administrations  were  conducted 
carefully  timed,  and  recorded  : — 


Caaes. 

Citrous  oxide 

with 

3    per  cent  air 

5 

5              „                .          . 

10 

6 

6 

7 

6 

10 

10 

12 

5 

14 

4 

15 

9 

16 

5 

18 

12 

20 

4 

22 

14 

25 

8 

30 

4 

33J 

1 

106 


Great  care  was  exercised  in  conducting  each  administratioD 
in  precisely  the  same  manner,  and  records  were  made  as  to 
(1)  the  duration  of  inhalation  necessary  fm*  the  productiwi  ij 
anaesthesia  for  a  shoi^t  dental  oyeratimi ;  (2)  the  avei'age  duratm 
of  anaesthesia  after  inhalation ;  (3)  the  average  quantity  of  th 
mixture  tised ;  (4)  the  degree  of  anoxa'mic  convulsion  (Jactiifi 
tion)]  (5)  alterations  in  the  colour  of  the  features;  (6)  sitrior : 
(7)  phonation;  (8)  reflex  and  exciteme7it  movements;  and  (Pi 
after-effects. 
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the  proportion  of 
inhalation  period 
L'sthesia  appeared. 
and  5  per  cent  of 
erage  inhalation 
69  sees. ;  with 
at  of  air  it  was 
The  duration  of 
nivsthesia  for  an 
peration  was  dis- 
]ger  than  after 
ide  alone.  The 
iL'Sthesia  was  met 
employing  3  per 
■  (30-8  sees.)  and 
nt  of  air  (29-7 
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being    recorded 

per   cent,   16    per 

22    per    cent   of 

ipective  durations 

percentages  being 

40"5    sees.,    42 

sees.,  and  4  2 '6 

sees.      It   is  an 

interesting   fact 

■    that   there  was 

more  anoxiumic 

.  Ifl.— specially  constmcUil  OMomeler  by  which  .letiuiU   COnvulsioU  With 
miitarei  of  Nitroua  Oiiile  ami  Air  aiid  of  Nitrons  OxiUt:    .1  •       . 

■ad  Oiygen  were  a.lniinistereil.  ■'      *"**      "^      P^'' 
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cent  of  air  than,  with  pure  nitrous  oxide,  the  explanation 
being  that,  in  the  absence  of  all  oxygen,  obstructive  stertor 
comes  about  so  quickly  as  to  cut  short  the  intake  of  the  anaes- 
thetic gas  before  the  blood  has  become  sufficiently  altered  to 
induce  any  marked  convulsive  seizure.  With  higher  per- 
centages of  air  the  anoxaemic  muscular  phenomena  progressively 
lessened,  disappearing  alto<^ether  with  30  per  cent  of  air. 
With  moderate  percentages  of  air  the  clonic  movements  were 
but  feebly  marked.  Lividity  and  cyanosis  were,  like  anoxitmic 
convulsions,  more  evident  with  small  percentages  of  air  than 
with  pure  nitrous  oxide,  and  for  the  same  reason.  With  *5«' 
per  cent  of  air  there  was  but  little  alteration  in  the  normal 
colour.  The  tendency  to  stertor  progressively  lessened  as  the 
percentages  of  air  rose.  With  mixtures  poor  in  air  the  stertor 
was  coarser  and  more  irregular  than  with  those  containin: 
moderate  percentages.  Very  interesting  changes  in  the  iyj«c 
of  stertor  were  observed  as  the  percentages  of  air  inereasevL 
There  was  somewhat  less  phonation  during  dental  opera- 
tions performed  under  nitrous  oxide  mixed  with  small  jier- 
centages  of  air  than  under  nitrous  oxide  itself;  but  with 
mixtures  containing  more  than  10  per  cent  of  air  phouatini] 
was  common.  Keflex  and  excitement  movements  were,  on  the 
whole,  less  marked  than  with  pure  nitrous  oxide ;  and  this  wu- 
especially  noticeable  with  moderate  percentages^  for  with  sucL 
percentages  the  best  types  of  anaesthesia  were  attainable,  Sj 
far  as  the  general  results  of  these  cases  are  concerned,  tbf 
investigation  showed  that  with  percentages  of  air  between  14 
and  22  a  very  distinct  improvement  was  manifest  over  tLt 
ordinary  nitrous  oxide  cases.  With  percentages  below  1 4  and 
above  22  the  improvement  in  general  results  was  less  marke»i 
The  conclusion  at  which  I  arrived  in  the  course  of  this  in- 
vestigation was  that  the  best  definite  mixture  for  men  was  ont 
containing  from  14  to  18  per  cent  of  air,  whilst  the  best  for 
women  and  children  was  one  containing  from  18  to  22  per 
cent  of  air. 

I  am  not  aware  that  administrations  of  nitrous  oxide  and 
air,  thus  accurately  mixed,  have  been  conducted  upon  any  largt 
scale  in  our  hospitals ;  but  it  seems  to  me  that  it  would  l-e 
worth  while  to  employ  such  mixtures  in  preference  to  pure 
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itrous  oxide.     The  chief  drawback  of  the  system  undoubtedly 
t  the  necessity  for  large  gasometers. 


Section  III. — The  Admimstkation  of  Nitrous  Oxidk 

WITH    INDEFINITE    QUANTITIES    OF    AlR 

The  effects  produced  by  administering  nitrous  oxide  with 
idefiuite  quantities  of  air  will  necessarily  depend  upon 
umerous  circumstances.  The  most  important  of  these  is  the 
roportions  existing  between  the  various  gases  inhaled.  Putting 
n  one  side  for  the  moment  all  plans  of  administration  in 
rhich  re-breathing  is  possible,  and  taking  it  for  granted  that 
he  gases  presented  to  the  lungs  are  inspired  and  expired 
hrough  accurately  working  valves  and  through  orifices  of 
ufficiently  large  calibre,  it  may  be  said  that,  strictly  speaking, 
here  are  two  distinct  systems  by  which  nitrous  oxide  may  be 
dministered  with  indefinite  quantities  of  air.  In  the  first  of 
hese  the  anaesthetist  administers  the  pure  gas  as  already 
lescribed,  till  his  patient  is  partially  or  completely  aniesthetised; 
le  then  admits  one  or  more  breaths  of  air  by  turning  the 
topcock ;  and  he  continues  to  thus  alternately  administer 
iitrous  oxide  and  air  till  (as  in  general  surgery)  the  operation 
8  completed,  or  till  (as  in  oral  or  nasal  surgery)  sufficiently 
leep  anaesthesia  has  been  induced.  In  the  second  system 
>f  conducting  the  administration  the  anaesthetist  aims  at 
idministering  nitrous  oxide  and  air  concurrently  rather 
han  alternately,  and  with  this  object  he  employs  some 
dmple  expedient  or  contrivance  which  will,  from  the  com- 
nencement  to  the  end  of  the  administration,  allow  of  suffi- 
jient  air  gaining  access  to  the  lungs  to  obviate  any  marked 
isphyxiation  from  the  nitrous  oxide.  In  actual  practice 
ihese  systems  are  often  combined  or  used  indiscriminately 
— the  patient  at  one  moment  breathing  pure  nitrous  oxide, 
it  another  nitrous  oxide  mixed  with  air,  and  at  another  air 
tself. 

Should  to-and-fro  breathing  be  permitted  during  any  part 
)f  a  gas-and-air  administration,  a  more  complex  result  than 
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that  obtainable  when  accurately  working  valves  ai-e  present 
will  necessarily  ensue,  for  instead  of  the  excreted  carbonic  acid 
escaping  as  it  would  under  ordinary  circumstances,  it  is  inter- 
cepted, so  to  speak,  in  the  inhaling  bag,  and  its  quantity  will 
progressively  increase  within  that  bag  so  long  as  to-and-fn» 
breathing  is  permitted.  Moreover,  the  quantity  of  this  re- 
spiratory product  present  in  the  bag  at  any  given  moment 
will  depend  upon  the  extent  to  which  air  has  been  admitted 
with  the  nitrous  oxide  (see  p.  217). 

From  time  to  time  during  the  last  thirty  years,  and  par- 
ticularly in  the  United  States,  cases   have   been   recorded   in 
which  general  surgical  operations,  varying  in  duration  from  a 
few  minutes  to  an  hour  or  longer,  have  been  performed  under 
nitrous  oxide  administered  in  one  or  other  of  the  ways  abovt- 
described ;    and    in    this    country    Clover    and    others     have 
chronicled  similar  results.      The  tirst  systematic  endeavour  t«. 
administer  nitrous  oxide  and  air  concurrently  appears  to  have 
been  made  by  Dr.  George  Brush  of  Brooklyn,^  who  employed 
an  apparatus  with  a  sliding  valve  which  could  be  so  arranged 
as  to  admit  atmospheric  air  according  to  the  needs  of  the 
patient.      Operations  lasting  upwards   of  an    hour  were  per- 
formed under  the  iutiuence  of  anaesthesia  thus  induced.      Bui 
there  is  little  to  be  said  in  favour  of  such  a  line  of  practice, 
save   perhaps   for  very   exceptional   cases ;   for   the   resulting 
anivsthesia  is  liable   to   be   uneven  and   unsatisfactory  in  its 
type,  owing  to  the  physical  characters  and  peculiar  physio- 
loj^ical   action    of    this   anaesthetic — in   other   words,    to   the 
rapidity  with  which   the  patient  passes  from  the  extreme  of 
auiesthesia  and  asphyxia  to  that  of  intoxication  and  recoverr. 
Had  we  no  better  means  at  our  disposal  for  inducing  and 
maintaining  antesthesia,  we  should  have  to  be  content  wiih 
the    results    thus    obtainable.       But    as    compared    with    th6 
anivsthesia   of  ether   or   chloroform    that  which   thus  results 
from  the  inhalation  of  pure  nitrous  oxide  and  air  cannot  be 
regarded  with  favour.     At  the  same  time  there  are  undoubtedly 
certain  special  cases  in  which  the  use  of  this  system  is  ^^s 
tinctly  advantageous.      For   example,  when  an  anaesthesia  of 


'  Brooklyn  Med.  Jouim,,  May  1890. 
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from  one  to  five  or  ten  minutes  is  needed,  when  absolute 
immobility  and  complete  muscular  relaxation  are  not  essential, 
and  when  there  is  some  special  reason  for  avoiding  ether  or 
chloroform,  this  plan  of  anaesthetisation  may  be  employed.  It 
certainly  has  the  great  merit  that  it  is  rarely  followed  by 
after-efifects;  but  it  cannot  be  recommended  when  deep 
anaesthesia,  in  our  modern  sense,  is  essential  to  success ;  nor 
caji  it  be  regarded  as  appropriate  for  all  types  of  subjects.  As 
already  pointed  out,  there  are  numerous  patients  in  whom  the 
asphyxial  condition  incidental  to  many  methods  of  anaesthet- 
ising must  be  studiously  avoided,  and  although  it  is  theoretic- 
ally possible  to  obtain  a  non- asphyxial  anaesthesia  by  this 
system,  such  an  anaesthesia  is  not  always  obtainable.  In 
conducting  the  administration  of  nitrous  oxide  and  air  for  an 
ordinary  surgical  operation,  the  anaesthetist  may  either  adopt 
the  cUtenicUe  plan,  or,  by  keeping  the  air-hole  of  the  stopcock 
slightly  open,  he  may  concicrretitly  administer  the  nitrous  oxide 
and  air.  The  longer  the  administration  has  proceeded, 
the  larger  may  be  the  quantity  of  air  allowed.  By 
carefully  watching  the  patient's  symptoms,  the  precise 
junctures  at  which  the  change  from  nitrous  oxide  to  air 
should  be  efifected,  or  at  which  more  air  should  be  allowed, 
will  be  readily  ascertained.  An  endeavour  must  be  made 
to  maintain  a  snoring,  regular  breatliing,  with  moderate 
duskiness. 

As  nitrous  oxide  is  unquestionably  of  special  utility  in 
dental  surgery,  it  is  not  surprising  that  a  great  deal  of  attention 
has  been  directed  towards  improving  the  methods  of  administer- 
ing this  anaesthetic  for  the  extraction  of  teeth.  Not  only  have 
attempts  been  made  to  improve  the  type  of  anaesthesia,  but 
many  ingenious  devices  have  been  proposed  for  prolonging  the 
insensibility  ordinaiily  produced.  Although,  as  will  be 
presently  shown,  the  best  form  of  anaesthesia  is  attainable 
only  when  oxygen  (and  not  atmospheric  air)  is  mixed  with 
the  nitrous  oxide,  "  gas-and-air "  aniesthesia  is  distinctly  pre- 
ferable to  that  produced  by  nitrous  oxide  alone.  This  has 
been   specially  pointed  out  by   Mr.   George  Rowell.^     Wlien 

1  See  Jaui-n.  Brit.  Dent.  Assoc.,  15th  October  1892,  p.  669. 
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from  ten  to  twenty  breaths  of  the  pure  gas  have  been  taken, 
Mr.  Rowell  admits  one  breath  of  air,  and  subsequently  repeats 
this  procedure  about  every  fifth  breath.  A  longer  and  better 
form  of  anaesthesia  results  than  when  pure  nitrous  oxide  is 
continuously  inhaled.  In  the  majority  of  cases  a  commencing 
irregularity  in  breathing  without  either  stertor  or  muscular 
twitching  is  the  sign  that  proper  anjesthesia  has  been 
induced. 

With  regard  to  the  prolongation  of  anaesthesia  for  pro- 
tracted dental  operations,  the  first  attempt  appears  to  have 
been  made  by  Clover  and  Coleman,  who  devised  and  used  a 
nose-piece  through  which  the  administration  of  the  gas  might 
be  kept  up  during  the  operation  within  the  oral  cavity.  The 
next  step  in  this  direction  was  taken  by  Mr.  S.  Coxon/  who, 
after  inducing  anaesthesia  in  the  ordinary  way,  places  a  metal 
tube  in  the  mouth  and  keeps  up  a  supply  of  "  gas  "  during  the 
operation.  It  is  advisable,  according  to  Dr.  McCardie,"  to  close 
the  anterior  nares  when  employing  a  mouth-tube,  and  if'  this 
be  done,  anaesthesia  of  several  minutes'  duration  may  bt^ 
obtained.  Quite  recently  Mr.  Alfred  Coleman  ^  has  successfully 
revived  the  use  of  the  nose-piece ;  and  working  upon  Mr. 
Coleman's  suggestions,  Mr.  Herbert  Paterson'*  has  obtaineii 
results  which  are  certainly  encouraging  from  many  points  of 
view. 

By  working  the  foot-key  of  a  nitrous  oxide  cylinder,^  the  hberated  ga^ 
is  made  to  enter  a  small  bag,  to  which  is  attached  a  two-way  stopcock 
(Fig.  20).  From  this  stopcock  a  couple  of  tubes  pass  to  supply  a  metal 
nose-piece,  fitted  with  a  rubber  air-pad  to  allow  of  accurate  adaptation. 
The  bag  having  been  nearly  filled  with  "  gas,"  a  mouth-prop  is  inserted,  the 
nose-piece  carefidhj  adjusted,  and  the  stopcock  turned  on.  A  stream  •■! 
"  gas  "  now  passes  into  the  nasal  passages  during  each  inhalation.  The 
patient  thus  breathes  nitrous  oxide  through  the  nose,  and  a  variabK 
amount  of  air  through  the  mouth.  As  anaesthesia  approaches,  the  breath- 
ing as  a  rule  becomes  entirely  nasal,  practically  no  air  gaining  acce>- 
through  the  mouth.     After  the  firet  few  breaths  it  may  be  necessary  u- 


*  CI inicdl  Journal,  1st  June  1898,  p.  116. 

2  Ibid.,  29th  March  1899,  p.  37. 

3  Ibid.,  25th  May  1898,  p.  92. 

*  ircst  Loiuion  Medical  Joumai,  July  1899. 

^  I  am  indebted  to  Mr.  Patei*son  for  this  description. 
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alighlly  distemi  tbe  bag.  The  operatiou  is  conniienced  in  about  40 
seconils.  The  anasthesia  can  be  inaintaiiieil  as  long  aa  xa  desireJ,  but  it 
is  iiects-iary  to  turn  off  the  stopcock  about  once  in 
every  four  or  five  breaths,  so  •=  '"  ="""■  'i—  --"i;"-' 
to  obtain  a  breath  of  air  tli 
the  stopcock  (H).  Only  the  I 
iiess  is  net-essary,  stertor  and 
by  giving  auliicient  air.  In 
piece,  there  is  an  independent 
fitted  witli  one  (expiratory) 
required  when,  aa  occasions 
ditficulty  in  eatablishing  nosa 
be  needed  to  shorten  the  peric 
the  mouth-piece  anrestheeia 
U  obtained  in  15  or  20 
seconds.  In  the  ni^ority  or 
L'us«3  its  use  is  not  re(|uire(), 
ami  from  the  patient's  point 
of  view  it  is  undesirable,  as 
the  administration  is  more 
pleasant  tvithout  it.  As  re- 
gards the  <juantity  of  "  gas '' 
used,  the  method  is  eco- 
nomical From  8  to  10 
^allotiM  of  gas  are  required 
lur  an  ordinary  administra- 
tion. Antesthesia  can  be 
maintained  for  10  minutes 
with  from  25  to  30  gallons 
..fgaa. 

The  results  obtameil 
by  this  and  other  methods 
of  prolonging  nitrous  ox- 
i<.le  ana'Sthesia  for  dental 
operations  are,  from  the 
patient's  point  of  view, 
remarkably  satisfactory ; 
fur     not    only    may    aii 

absolute   iniiuunity   from  Fla.  20.— Paterson's  A|.pnratn!  for  arlmiiiislpriiig 
.  .„]  („,  ,!,„„„  Nitrous  Glide  for  ProlongeJ  Operationii  williiii 

secured  for  three,        ^^  ^.^^t  j^^  Mouth. 
four,  or  five  minutes,  or 

even  longer,  but  disagreeable  after-effects  are  rarely  met  with. 
The  type  of  anitsthesia,  however,  can  hardly  be  regarded  as 
satisfactory  in  the  modern  sense ;  and  in  order  that  the  best 
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results  may  be  obtained,  a  third  person — that  is  to  say,  some 
one  in  addition  to  the  surgeon  and  the  anaesthetist — is  needed 
to  steady  the  patient,  insert  and  adjust  the  Mason's  gag,  and 
sponge  out  blood,  etc.  It  is  quite  possible  that  in  a  short  time 
certain  improvements  may  render  this  system  of  anaesthetisa- 
tion  more  successful  than  it  is  at  present,  and  should  this  be 
80  a  great  step  will  have  been  achieved. 


SEcnoN  IV. — The  Administration,  at  Ordinary  Atmo- 
spheric Pressures,  of  Definite  Mixtures  of  Xitrous 
Oxide  and  Oxygen 

From  what  has  been  said  in  the  preceding  sections  of  this 
chapter  it  is  clearly  possible,  by  the  simple  dilution  of  nitrous 
oxide  with  air,  to  more  or  less  completely  prevent  lividity. 
tumultuous  breathing,  and  jactitation,  without  interfering  with 
anaesthesia.  But  there  is  one  formidable  objection  to  the  use 
of  air  as  an  oxygenating  agent,  viz.  that  it  contains  such  a 
large  percentage  of  nitrogen.  Although  this  latter  gas,  wheu 
given  alone,  will  produce  anaesthesia  by  excluding  oxygen,^  it 
cannot  in  any  way  contribute  towards  nitrous  oxide  anaesthesia 
in  the  presence  of  that  percentage  of  oxygen  which  is  capable 
of  preventing  cyanosis  and  clonic  muscular  spasm.  If  we 
administer  with  nitrous  oxide  a  percentage  of  air  wliich  will 
prevent  lividity  and  the  other  symptoms  referred  to,  we  shall, 
in  most  cases,  also  prevent  deep  anaesthesia,  owing  to  the  small 
percentage  of  nitrous  oxide  which  would  be  possible  in  such  a 
mixture.  For  example :  a  mixture  of  40  per  cent  of  air  and 
60  per  cent  of  nitrous  oxide  would  contain  about  8  per  cent 
of  oxygen  and  about  32  per  cent  of  nitrogen;  and  although 
the  8  per  cent  of  oxygen  would  be  sufficient  to  nearly  or  com- 
pletely preserve  the  natural  colour  of  the  patient's  face,  and  to 
suppress  clonic  muscular  spasm,  the  60  per  cent  of  nitrous 
oxide  would  be  insufficient  to  produce  tranquil  anaesthesia.  If, 
however,  instead  of  using  air  for  oxygenating  purposes,  we 
employ  oxygen,  we  shall  be  able  to  replace  the  32  per  cent  of 

*  The  reader  is  referred  to  pp.  382  and  383,  where  he  will  find  details  of 
several  cases  in  which  I  administered  nitrogen  for  tooth  extraction. 
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useless  nitrogen  by  a  corresponding  quantity  of  useful  nitrous 
oxide,  and  the  proportion  of  the  latter  will  now  rise  to  92  per 
cent.  With  such  a  large  percentage  of  nitrous  oxide,  anaesthesia 
is  almost  certain  to  become  established,  and  the  percentage 
of  oxygen  remaining  the  same  as  in  the  nitrous  oxide-and-air 
mixture,  cyanosis  and  other  evidences  of  diminished  blood 
oxygenation  will  be  prevented.  These  few  considerations 
will  act  as  a  link  to  connect  the  preceding  with  the  present 
section. 

As  already  mentioned  (p.  208),  Dr.  E.  Andrews  of  Chicago 
was  the  first  to  employ  oxygen  in  conjunction  with  nitrous 
oxide,  and  to  obtain  a  non-asphyxial  form  of  anaesthesia  by  this 
means.  It  was  not,  however,  till  ten  years  later,  when  Paul 
Bert  published  his  interesting  observations,  that  this  system  of 
aniesthetisation  began  to  attract  attention.  Bert's  researches 
led  him  to  regard  nitrous  oxide  as  an  agent  which,  as  custom- 
arily given,  could  only  produce  anaesthesia  when  administered 
pure,  i.e,  free  from  air  or  oxygen.  He  came  to  the  conclusion 
that,  whilst  it  was  desirable  to  avoid  all  asphyxial  phenomena 
by  mixing  oxygen  with  nitrous  oxide,  it  was  impossible  to 
produce  anaesthesia  by  such  a  mixture  without  increasing  the 
atmospheric  pressure  (see  p.  248).  But  in  spite  of  Bert's  views 
it  soon  became  clear  from  the  observations  of  Klikowitsch,^ 
Winckel,  Doderlein,  Zweifel,  Hillischer,  and  the  author  that 
such  an  increase,  although  it  was  doubtless  capable  of  in- 
tensifying the  effects,  was  not  absolutely  necessary  for  the 
production  of  anaesthesia. 

Before  proceeding  to  the  consideration  of  Bert's  results 
(Section  V.),  and  to  the  description  of  the  best  means  for 
producing  non-asphyxial  nitrous  oxide  anaesthesia  at  ordinary 
pressures  (Section  VI.),  I  propose  to  give  a  brief  summary  of 
the  results  at  which  I  arrived  when  administering  various 
definite  mixtures  of  nitrous  oxide  and  oxygen. 

In  the  course  of  my  investigation^  I  conducted  the 
following  administrations : — 

1  For  references  to  the  works    of  these  observers,  see  my   book   on    Tht 
AdmitiiatrcUion  of  Nitroits  Oxide  and  Oxygen  for  Dental  OperalionSf  p.  10. 
'^  See  footnote,  p.  222. 
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As  in  the  air  cases,  these  mixtures  were  accurately  prej>ai-eil 
and  accurately  administered  under  precisely  similar  circum- 
stances, by  means  of  an  apparatus  with  accurately  working 
valves,  great  care  being  taken  to  exclude  the  minutest  pro- 
portions of  atmospheric  air.  Records  were  taken  with  r^ml 
to  the  various  points  referred  to  on  p.  236.  The  duration  of 
inhalation  necessary  for  the  perfonnance  of  a  dental  operation 
increased  as  the  percentage  of  oxygen  rose,  that  is  to  say.  a 
sliorter  inhalation  was  necessary  with  small  percentages  of 
oxygen  than  with  large.  For  example,  with  3  per  cent  oi 
oxygen  the  average  inhalation  period  was  96*6  seconds: 
whereas  with  20  per  cent  of  oxygen  it  was  22:V5  seconds. 
There  was  a  very  marked  contrast  between  the  short  inhalation 
period  of  pure  nitrous  oxide  (55*9  seconds)  and  that  of  mixtures 
of  nitrous  oxide  and  oxygen.  It  is  interesting  to  note  that  deep 
anaesthesia  was  obtainable  even  when  the  proportion  of  oxygen 
was  as  great  as  that  in  atmospheric  air.  With  regard  to  the 
duration  of  anaesthesia  after  inhalation,  this  was  distinctly 
longer  than  when  mixtures  of  nitrous  oxide  and  air  were 
employed,  just  as  the  anaesthesia  with  these  latter  mixtures 
was  greater  than  when  pure  nitrous  oxide  was  used.  Thus, 
the  lowest  average  anaesthesia  (39*7)  was  very  little  below  the 
highest  (42*6)  of  the  air  cases.  The  best  results,  so  far  as  a 
lengthy  available  anaesthesia  is  concerned,  were  met  with  when 
using  7  per  cent  of  oxygen,  the  average  duration  of  anaesthesia 
after  inhaling  nitrous  oxide  mixed  with  this  percentage  of 
oxygen  being  50*1  seconds.  A  very  interesting  result  of  the 
investigation   was  to   show   that  anoxaemic  convulsions    were 
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readily  prevented,  even  by  small  percentages  of  oxygen. 
During  the  inhalation  of  nitrous  oxide,  either  pure  or  with 
oxygen  up  to  4  per  cent,  some  degree  of  anoxaemic  convulsion 
is  very  common.  But  when  once  5  per  cent  of  oxygen  is 
reached,  very  little  convulsive  movement  is  observed,  and  with 
6  per  cent  and  over  there  is  no  such  movement  visible.  The 
anoxii^mic  convulsion  of  pure  nitrous  oxide  becomes  progressively 
attenuated  and  weakened,  so  to  speak,  as  the  proportion  of 
oxygen  mixed  with  the  aniiesthetic  gas  increases.  With 
regard  to  alterations  in  the  patient's  colour,  1  found  that  with 
less  than  1 1  per  cent  of  oxygen  some  degree  of  lividity  was 
present ;  but  with  this  percentage  and  over,  the  normal  colour 
was  retained.  With  8,  9,  and  10  per  cent  of  oxygen  the 
alteration  was  very  slight.  With  smaller  percentages  the 
lividity  was  of  course  greater.  The  effects  of  even  small  per- 
centages of  oxygen  in  preventing  stertor  were  very  marked. 
Thus,  with  3, 4,  and  5  per  cent  of  oxygen  the  ordinary  stertor 
of  pure  nitrous  oxide  loses  its  irregular  character,  and  becomes 
replaced  by  a  regular  snoring  sound,  similar  in  its  type  to  that 
of  ether  or  chloroform.  With  somewhat  higher  percentages  of 
oxygen,  snoring  becomes  less  pronounced.  With  20  per  cent 
of  oxygen  the  snoring  altogether  vanishes.  Phonated  sounds 
are  far  less  common  under  nitrous  oxide  and  oxygen 
than  under  nitrous  oxide  and  air.  They  are  most  likely 
to  arise  with  very  small  or  with  very  large  percentages. 
Reflex  and  excitement  movements  are  imcommon  with 
small  percentages  of  oxygen ;  but  are  likely  to  assert 
themselves,  and  possibly  to  become  inconvenient,  when  the 
percentage  of  oxygen  rises  to  1 0  per  cent  or  more.  Stamp- 
ing, kicking,  side-to-side  movements,  etc.,  are  very  common 
with  from  10  to  20  per  cent  of  oxygen.  As  regards  the 
general  result :  the  best  mixtures  for  adult  males  were  those 
containing  5,  6,  or  7  per  cent  of  oxygen ;  and  mixtures 
containing  7,  8,  or  9  per  cent  were  best  for  females  and 
children. 

The  chief  drawbacks  to  the  use  of  definite  mixtures  of 
nitrous  oxide  and  oxygen  are — (1)  that  they  are  difficult  to 
prepare  with  accuracy  and  in  sufficient  quantities ;  (2)  that 
different  subjects  require  different  percentages  ;    and  (^^)  that 
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the  proportion  of  oxygen  cannot  be  increased  or  decreased  to 
meet  special  conditions  arising  during  the  administration.  At 
the  same  time  it  is  interesting  to  know  the  phenomena  which 
are  associated  with  dififerent  percentages ;  for  it  is  only  upon  a 
basis  of  this  kind  that  we  can  successfully  administer  nitrous 
oxide  and  oxygen  for  protracted  operations  (see  p.  255).    • 

Section  V. — The  Administration,  under  increased  Atmo- 
spheric Pressures,  of  definite  Mixtures  of  Nitrous 
Oxide  and  Oxygen  (Paul  Bert's  Method) 

The  following  extract  from  the  writings  of  Paul  Bert  will 
express  the  views  which  he  held  ^ : — 

My  experiments  have  demonstrated  that,  in  an  animal  breathing 
pure  nitrous  oxide,  when  anaesthesia  is  established,  100  volumes  of  arterial 
blood  contain  45  volumes  of  nitrous  oxide.  If,  then,  we  introduce  intc 
the  blood  46  volumes  of  nitrous  oxide  for  every  100  volumes  of  blood,  we 
shall  obtain  anaesthesia.  Now,  when  pure  nitrous  oxide  is  contained  in  a 
bag  under  ordinary  pressure  this  gas  is  at  the  tension  of  100.  But  if  the 
bag  of  gas  is  placed  in  an  air-tight  chamber,  the  pressure  in  which  i> 
raised  to  two  atmospheres,  the  tension  of  the  gas  in  the  bag  will  be  200. 
And  if  this  bag  within  the  air-tight  chamber,  instead  of  containing  100 
per  cent  of  nitrous  oxide,  viz.  this  gas  in  a  state  of  perfect  purity,  contain 
only  50  per  cent,  the  tension  of  this  50  per  cent  of  nitrous  oxide  will  be 
equal  to  100,  that  is  to  say,  the  quantity  of  nitrous  oxide  will  be  exactly 
that  which  is  necessary  to  induce  anaesthesia.  The  other  50  per  cent  can 
therefore  be  occupied  by  another  gas  for  sustaining  life,  viz.  oxygen,  and 
it  will  therefore  be  possible  to  carry  out  prolonged  operations.  I  have 
chosen  these  figures  to  render  the  explanation  of  the  method  at  which  I 
have  aimed  more  intelligible.  But  they  must  not  be  considered  as  indi- 
cating the  proportions  of  the  oxygen  and  nitrous  oxide  to  be  employed. 
The  proportion  of  oxygen  would  be  too  high, — in  fact,  we  know  that  air 
contains  only  2 1  per  cent.  The  problem  therefore  resolves  itself  into  a 
very  simple  calculation.  By  mixing  85  parts  of  nitrous  oxide  with  15 
parts  of  oxygen  it  is  only  necessary  to  raise  the  pressure  to  89*5  cm. 
Supposing  the  barometrical  pressure  to  be  76  cm.,  an  extra  pressure  of 
only  13*5  cm.  of  mercury  is  required  to  induce  anaesthesia.  Under  these 
conditions  the  animal  operated  upon  soon  falls  asleep  and  into  deep 
anaesthesia.  The  circulation  and  respiration  are  in  no  way  influenced  bj 
the  nitrous  oxide,  though  the  perceptive  faculties  are  suspended,  and  if 
the  quantity  of  the  gaseous  mixture  inhaled  by  the  animal  is  aufficienU 
it  is  possible  to  maintain  the  most  absolute  ansesthesia  for  several  hours. 

1  Progres  Midicaly  No.  9,  1880.     See  also  TraiU  cCAnesthisie  Chirurgicale, 
by  J.  B.  Rottenstein,  Paris,  1880,  p.  303. 
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After  a  series  of  satisfactory  experiments  upon  lower 
animals,  Bert  put  his  theory  to  a  practical  test.  He  had  con- 
structed for  him  a  metal  chamber  in  which  the  atmospheric 
pressure  could  be  raised  to  the  desired  extent.  The  chamber 
was  large  enough  to  contain  several  persons.  A  mix'ture  of 
85  per  cent  of  nitrous  oxide  and  15  per  cent  of  oxygen  was 
administered  to  a  patient,  and  an  extra  pressure  of  13*5  cm. 
(^i.e,  a  total  pressure  of  89*5  cm.)  was  employed.  The  first 
operation  during  nitrous  oxide  and  oxygen  anaesthesia  under 
pressure  was  performed  by  M.  L4on  Labb^  on  15th  February 
1879.  An  in-growing  toe-nail  was  painlessly  removed  during 
tranquil  anaesthesia  free  from  all  traces  of  asphyxia.  On 
20th  March  1879,  M.  P(5an  amputated  a  leg  with  equal 
success.  Numerous  other  operations  were  performed.  In 
the  large  majority  of  cases  anaesthesia  is  said  to  have  been 
of  the  most  perfect  type.  There  was  no  alteration  of  colour, 
the  breathing  was  tranquil,  and  the  pulse  good  and  regular. 
In  a  few  cases,  however,  excitement  and  nausea  were  noted. 


The  accompanying  drawing  shows  a  chamber  which  M.  Claude 
Martin  of  Lyons  has  used  successfully.^  The  follov/ing  are  its  chief 
parts : — A.  Air-tight  metal  chamber  with  windows.  B.  Sliding  doors. 
C.  Arrangement  for  introducing  anything  into  chamber  without  lower- 
ing internal  pressure.  D.  Canvas  bag  for  holding  the  mixed  gases.  E. 
Tap  through  which  the  mixture  passes  to  inhaling  apparatus.  F. 
Receiver  containing  mixed  gases  under  greater  pressure  than  that  inside 
chamber.  QQ.  Taps  through  which  the  mixed  gases  pass  to  the  bag 
inside  the  chamber.  H.  Intermediate  receiver  for  compressed  air  charged 
prior  to  the  administration  through  the  tap  K.  By  using  this  inter- 
mediate receiver  the  compressed  air  which  has  been  warmed  by  the  action 
of  the  pumps  is  allowed  to  cool,  and  can  be  transmitted  to  the  chamber 
when  required  through  the  taps  II.  J.  Tap  for  lowering  pressure  in 
chamber,  should  occasion  require.  M.  Martin  found  that  he  obtained 
best  results  when  working  with  percentages  and  pressures  somewhat 
different  from  those  advocated  by  Paul  Bert  He  uses  88  per  cent  of 
nitrous  oxide  with  1 2  per  cent  of  oxygen,  and  maintains  an  atmospheric 
pressure  within  the  chamber  of  110  cm.  With  the  percentages  and 
pressure  recommended  by  Paul  Bert  he  met  with  considerable  excite- 
ment, which  led  him  to  modify  the  details  of  the  method. 


1  M.  Martin  has  very  kindly  given  me  permission  to  reproduce  this  drawing. 
The  reader  will  find  much  interesting  information  in  M.  Martin's  }>amphlet, 
De  V Anesth^sie  par  le  Protaxyde  d^ Azote  avec  ou  sans  tension,  1888. 
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It  is  unnecessary  to  further  describe  Paul  Bert's  method. 
The  apparatus  is,  as  will  be  gathered  from  the  drawing,  too 
complicated,  too  costly,  and  too  cumbrous  to  allow  of  its  being 
widely  used.  I  am  informed,  too,  on  good  authority,  that  the 
increased  pressure  within  the  chamber  not  unfrequently  pro- 
duces considerable  discomfort  to  those  engaged  in  the 
operation. 

The  question  naturally  arises :  Is  the  anaesthesia  thus 
obtained  more  satisfactory  in  its  type  than  that  which  can 
be  secured  by  administering  these  two  gases  together,  in 
proper  proportions,  at  ordinary  atmospheric  pressures,  and  by 
varying  the  percentage  of  oxygen  to  meet  the  special  circum- 
stances of  each  case  ?  That  an  increase  in  atmospheric 
pressure  is  serviceable  in  preventing  or  treating  excitement 
has  been  proved  by  those  who  have  employed  Bert's  method — 
notably  by  Dr.  C.  Martin  of  Lyons ;  but,  until  further  experi- 
ments have  been  made,  it  is  difficult  to  say  whether,  at 
ordinary  atmospheric  pressures,  such  excitement  cannot  equally 
well  be  avoided  or  allayed  by  decreasing  the  proportion  of 
oxygen  in  the  mixture. 


Section  VI. — The  Administration,  at  Ordinary  ATxMO- 
spHERic  Pressures,  of  Nitrous  Oxide  with  Varying 
Proportions  of  Oxygen 

The  first  successful  attempt  to  administer  nitrous  oxide 
and  oxygen  at  ordinary  atmospheric  pressures  by  means  of  an 
apparatus  capable  of  regulating  the  proportions  of  the  two 
gases  was  made  by  Hillischer^  of  Vienna;  and  it  was  the 
report  of  his  work  that  first  directed  my  attention  to  the 
subject.  In  1886  I  commenced  a  series  of  experimental 
administrations  at  the  Dental  Hospital  of  London ;  I  tried  a 
large  number  of  different  methods  of  procedure^;  and  I 
carefully  tested  Hillischers  apparatus.  I  found  that  by 
Hillischer*s   method   it   was   impossible   to   finely   adjust    the 

1  See  a  pamphlet  by  Dr.  Hillischer,  Schla/gas, 

2  In  a  paper  which  I  read  at  the  Odontological  Society  (Trans,  Odont.  Soc., 
June  1892)  I  described  in  detail  the  various  methods  which  I  tried. 
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oxygen  supply ;  that  the  channels  through  the  apparatus  were 
too  narrow  to  allow  of  free  respiration ;  that  the  administrator 
required  the  services  of  an  assistant  in  order  to  keep  the  gas- 
bags properly  filled ;  and  that  the  apparatus  was  not  sufficiently 
portable  to  fit  it  for  the  requirements  of  English  practice.  1 
therefore  devised  an  apparatus  which  was  free  from  these 
objections ;  and  as  it  has  for  many  years  fulfilled  its  require- 
ments to  my  satisfaction,  I  pi-opose  to  devote  the  remainder 
of  this  section  to  describing  its  action  and  the  type  o! 
aneesthesia  which  it  is  capable  of  producing. 


The  Author's  Method  of  Administration 

A.  AFPABATU8 

Two  cylinders  of  liquefied  nitrous  oside  and  one  of  compreased  oiygsn 
are  needed.  The  stand  which  I  Hse  is  shown  in  Fig.  22.  It  is  cod 
structed  with  the  object  of  being  aa  portable  as  possible,  the  oiygcn 
cylinder  being  placed  above  two  nitrous  oiide  cylinders.  When  the 
aitroue  oxide  is  released  by  working  the  foot-key,  it  passes   ioto  lb; 


vertical  brass  tube  of  Urge  calibre  at  the  extreme  left  of  the  wood-cut 
When  the  oxygen  is  released  it  paaaes  into  the  vertical  brass  tube  ol 
smaller  calibi'e  which  is  seen  to  be  emerging  from  the  centre  of  thf 
nitrous  oxide  tube.  To  these  two  brass  exit  lubes,  one  inside  the  oth*r 
two  corresponding  rubber  tubes  are  attached  for  the  tronamiseion  of  tbt 
respective  gases  to  the  double  bag  shown  in  Fig.  23.  It  will  be  seen  tfaal 
the  first  few  inches  of  the  nitrous  o.iide  transmission  tube  are  eurroiind«d 
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by  spiral  wire  to  prevent  kinking.  When  the  two  tubes  approach  the 
double  bag  they  are  made  to  paw  indepeniientlj  bj  meuia  of  &  Y  piece 
to  supply  this  double  bog  with  the  two  gaaes.  For  general  surgical  cases 
it  is  advisable  to  have  a  specially  large  double  bag.  To  the  double  bag 
the  regulating  stopcock  is  attached.  The  latter  is  shown  in  detail  in 
Fiff.  24.    NOT  ia  the  nitrous  oxide  tube 


Fio.  23.— The  »iithor'»  Apparatua  /or  mloimiiitering  Nitrous  Onide  and  Oiygen, 

chamber  through  the  10  small  orificeg  00,  any  number  of  which  luay 
be  opened  by  moving  the  inner  drum.  All  the  10  oxygen  orifices  are 
of  the  Baiiie  siw  eicept  the  first,  and  by  means  of  the  supplementary 
stopcock  SS,  this  can  either  be  made  of  the  same  size  as  the  other  9 
(firat  position  of  SS),  or  it  can  be  made  equal  to  the  10  orifices  collectively 
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(second  position  of  tiS),  or  to  20  such  oritic«a  (thiiil  position  of  SS 
From  the  miiing-ch amber  the  gases  are  inhaled  tliruiigh  the  main  id 
spiratorj  vatve  IV,  expiration  escaping  at  the  expiratory  valve  £V. 


ie  a  partial  diaphragm  which  i 


PI) 


«,T' 


0  direct  the  expiratioDs  upwarda  ii 
words  EV.  Wbeu  the  inner  dram  i^ 
in  position,  and  the  indicator  pointf  t" 
"AIR,"  air  enters  the  stopcock  at  AH, 
and  is  hreathed  through  IV  and  EV. 
the  nitrous  o.tiUe  and  ox v gen  botl 
being   shut  off.      As  the   handle   H   is 

)  raised,  the  indicator  parses  froD. 
"  AIR  "  to  "  NjO,"  and  pure  nitrou> 
oxide    is   breathed,   because    AH    ac'i 

00  are  closed  and  NOO  is  open.  If 
the  handle  H  be  still  further  miscJ. 
the  indicator  passes  to  "  1,"  whirk 
means  tliiit  vhilst  the  nilmue  oxiilc 
orilice  NOO  is  still  open,  and  thr 
patient  is  breathing  nitrous  oxide,  tl.c 
first  of  the  10  oxygen  orifices  is  al-' 
open,  and  oxjgen  gains  aduii^ion  wilt: 
the  nitrous  oxide  to  the  air-passa^rr. 
At  the  commencement  of  the  admin:!- 
tration  SS  is  turned  so  that  the  tii>: 
oxygen  orifice  is  the  size  of  the  rep;. 
so  that  when  the  indicator  {Hjiuts  U' 
"1,"  only  a  small  percentage  of  oxvgen, 

1  per  csnt  or  less,  is  breathed.  K> 
moving  the  indicator  U>  "  2,"  "  3.' 
etc.,  any  number  of  the  10  oiygeL 
orifices  may  he  opened,  and  a  cott¥ 
sponding  number  of  small  streams  li 
oxygen  added  to  the  nitrous  oxidi'. 
If  more  oxygen  be  required  than  can 
l>ass  through  with  the  indicHtor  .it 
"  10,"  the  supplementary  stopcock  SS 
may  be  turnnl  to  its  second  pwititi: 
(  =  teii  e.ttra  holes)  and  the  iudic&i': 
brought  back  to  "2,"  when  an  auiouu: 
of  oxygen  corresiH>nding  to  that  whitl 

J  would  pass  through  twelve  holes  will 
be  inhaled.  If  the  indicator  be  uitdf 
to  pass  to  "3,"  whilst  SS  is  in  it^ 
second  position,  tliirteen  holes  will  be  opened  ;  and  so  on.  If  larger  <|nsii- 
tities  of  oxygen  be  needed,  S.S  may  bi'  turned  to  it^  third  position 
(  =  twenty  extra  holes),  fiy  this  urrangement  the  adniluistrator  hi.' 
at  his  diepo.sal,  so  to  speak,  30  oxygen  orifices.  The  precise  ptr- 
centages  of  oxygen  coming  through   these    orifices  will    depend    upou 


^ 
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numerous  circumstances,  and  the  numbers  given  do  not  represent  per- 
centages. It  is  not  necessary  that  the  precise  percentages  of  oxygen  should 
be  known.  Each  apparatus  will  be  found  to  have  its  own  particular 
characters,  and  these  characters  will  always  repeat  themselves  under  the 
same  circumstances.  One  apparatus  may  let  through  more  oxygen  than 
another  ;  but  the  proportions  can  be  easily  graduated.  It  is  very  im- 
portant that  the  rubber  bags  and  all  valves  should  be  kept  in  good  order. 
The  valves  require  to  be  renewed  occasionally. 


B.   THE  ADMINISTBATION 

In  order  to  obtain  good  results,  careful  attention  must  be 
paid  to  several  points. 

In  the  first  place,  the  type  of  subject  must  be  considered. 
Just  as  with  ether  or  with  chloroform  it  is  impossible  to  pro- 
duce the  best  results  on  all  occasions,  so  it  is  impossible  in 
the  case  of  nitrous  oxide  thus  administered.  The  best  subjects 
for  this  system  are  middle-aged  and  elderly  women.  Weakly 
middle-aged  men  are  also  good  subjects,  unless  possessing  so 
much  hair  about  the  face  as  to  make  it  difficult  to  obtain  a 
proper  fitting  of  the  face -piece.  Eobust,  plethoric,  obese, 
alcoholic,  and  excitable  patients  are  not  so  satisfactory.  Boys 
and  girls,  especially  if  florid,  may  secrete  much  mucus  and 
saliva  and  display  a  tendency  to  retching  and  vomiting. 
Young  women  are  favourable  subjects  as  a  general  rule. 
Young  men  often  give  trouble  by  reason  of  muscular  spasm. 
Patients  with  adenoid  growths,  enlarged  tonsils,  and  allied 
conditions  are  prone  to  develop  asphyxial  symptoms  unless 
considerable  percentages  of  oxygen  be  given.  Alcoholic  sub- 
jects display  a  great  tendency  towards  "jactitation,"  and  are 
very  susceptible  to  the  deprivation  of  oxygen,  so  that  the  best 
results  are  to  be  obtained  by  the  prolonged  administration  of  a 
mixture  comparatively  rich  in  oxygen. 

In  the  second  place,  the  posture  of  the  patient  must  re- 
ceive attention.  Should  the  patient  be  sitting,  the  head 
should  not  be  extended,  otherwise  difficulties  will  be  certain 
to  arise.  In  general  surgery,  when  it  is  necessary  that  the 
patient  should  be  recumbent,  a  narrow  operating  table  or  flat 
couch  should  be  employed.  It  is  practically  impossible  to  ad- 
minister nitrous  oxide  and  oxygen  satisfactorily  when  a  patient 
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is  lying  in  the  middle  of  a  wide  bed.  It  must  be  borne  in 
mind  that  this  form  of  ana^thesia  is,  as  compared  to  that  of 
ether  or  chloroform,  distinctly  lighter  in  character,  and  that 
reflex  movement,  especially  in  certain  types  of  subjects,  cannot 
always  be  prevented.  This  is  particularly  the  case  in  opera- 
tions about  the  feet  and  legs.  If  the  patient  display  any 
evidences  of  nasal  obstruction  a  small  mouth-prop  should  be 
inserted  between  the  teeth. 

In  the  third  place,  the  anaesthetist  should  make  sure  that 
he  has  a  suflBcient  supply  of  the  two  gases,  and  that  his 
apparatus  is  in  perfect  working  order. 

The  bags  should  not  be  charged  until  immediately  before 
the  administration,  and  they  should  then  be  half  filled  with 
their  respective  gases.  The  face-piece  should  be  carefullr 
chosen,  for  a  want  of  co-aptation  which  in  the  case  of  pure 
nitrous  oxide  might  not  be  detrimental,  would,  in  the  case  d 
the  mixture,  be  likely  to  lead  to  partial  or  complete  failurt. 
When  the  face-piece  is  applied,  air  will  be  breathed  freely 
through  the  apparatus,  and  the  sound  of  the  acting  valves  will 
prove  that  the  face-piece  fits  well  The  patient  should  be 
instructed  to  breathe  freely  and  moderately  deeply,  "  in  and 
out  through  the  mouth."  This  is  important,  for  as  he  com- 
mences to  breathe,  so  he  will  probably  continue  when  thti 
mixture  is  admitted.  When  the  administrator  sees  and  heaR 
that  breathing  is  free,  and  not  till  then,  he  should  turn  tk 
indicator  to  "  2."  Nitrous  oxide  with  a  ^  small  percentage  oi 
oxygen  will  thus  gain  admission  to  the  lungs.  It  is  best  t^j 
commence  with  a  comparatively  small  percentage  of  oxygen, 
as  we  have  to  allow  for  that  originally  present  in  the  lungs 
and  blood.  If  we  begin  with,  say,  10  per  cent,  excitemeni 
will  be  liable  to  arise.  The  objection  to  giving  pure  nitrous 
oxide  itself  at  the  beginning,  is  that  it  is  sometimes  difficult  i*i 
quickly  neutralise  the  ettects  thus  produced  without  going  to 
the  other  extreme  and  administering  too  much  oxygen.  Aft^ 
two  or  three  seconds  the  oxygen  indicator  may  be  turned  to 
"  3,"  and  in  a  few  seconds  more  to  "  4."  In  children,  anemic 
subjects,  and  debilitated  persons,  the  indicator  may  be  moveJ 
to  "  3  "  and  "  4  "  more  quickly  than  in  strongly-built  indi- 
viduals.    During  these  manipulations  the  two  bags  must  tr 
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kept  as  nearly  as  possible  equal  in  size.  It  is  rarely,  if  ever, 
necessary  to  replenish  the  oxygen  bag  during  the  administration 
for  a  dental  operation,  but  the  foot  must  be  constantly  kept 
working  the  nitrous  oxide  key.  In  general  surgery,  when  a 
more  or  less  protnieted  administration  is  called  for,  fresh 
oxygen  must  be  admitted  to  the  bag  irom  time  to  time. 
Considerable  practice  is  necessary  to  keep  both  bags  equal  in 
size  and  partially  distended  throughout.  Should  phonation, 
laughter,  excited  movement,  or  struggling  assert  itself,  the 
administrator  must  not  increase  the  oxygen  percentage  for  the 
present,  or'  must  even  give  less  of  this  gas,  by  turning  back 
the  indicator  for  a  few  breaths.  In  40  or  50  seconds  from 
the  commencement  of  the  inhalation  the  indicator  may  usually 
be  got  as  far  as  "  5,"  and  in  20  seconds  or  so  more  it  may 
be  allowed  to  point  to  "  6,"  "  7,"  or  even  "  8."  Generally 
speaking,  it  is  not  advisable,  in  dental  administration,  to  give 
more  oxygen  than  this.  In  general  surgical  cases,  a  pro- 
gressive increase  in  oxygen  is  usually  advisable — that  is  to 
say,  the  longer  the  patient  has  been  inhaling  the  mixture,  the 
greater  should  be  the  proportion  of  oxygen.  Surgical  pro- 
3edures  may  usually  be  commenced  in  two  and  a  half  to  three 
ninutes  after  the  face -piece  has  been  applied;  and  at  this 
noment  it  is  important  that  the  patient's  symptoms  should 
ndicate  that  a  diminution  rather  than  an  excess  of  oxygen  is 
present  in  the  blood.  In  regulating  the  increase  or  decrease 
)f  oxygen  we  must  reckon  what  tlie  fviiLve  effects  of  any  pro- 
cedure will  be.  For  example,  if  some  phonation  occur  we 
ihould  give  somewhat  less  oxygen  for  a  short  period,  but  not 
lecessarily  till  the  phonation  has  ceased.  We  may  usually 
uni  back  to  the  previous  proportion  of  oxygen  hefore  the 
ymptoms  of  excitement  have  act  vail y  subsided,  knowing  that 
liey  will  subside  in  obedience  to  the  lessened  proportion  of 
oxygen  admitted  several  seconds  previously.  We  have  to 
>ilot  our  patient  along  a  narrow  channel.  On  the  one  side 
ve  wish  to  avoid  the  clonic  respiratory  movements,  etc.,  which 
prevent  a  free  and  lengthy  intake  of  the  ani^sthetic ;  and  on 
he  other  any  inconvenient  signs  of  incomplete  anaesthesia. 
Ve  must  be  sparing  in  our  addition  of  oxygen  in  the  case  of 
hose  patients  whose  appearance  suggests  that   they  will  be 
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likely  to  require  what  we  may  call,  for  want  of  a  better  teni}, 
a  strong  dose  of  tlie  anaesthetic.  Patients  who  are  easily 
affected  by  amtsthetics — such,  for  example,  as  children  and 
debilitated  persons  of  both  sexes — may  invariably  be  ana«- 
thetised  by  nitrous  oxide  with  considerable  percentages  of 
oxygen.  I  find,  for  example,  in  anjt^sthetising  such  patients, 
that  after  5  or  10  minutes'  inhalation  I  can  usually  keep 
open  about  20  of  the  minute  oxygen  orifices  in  the  apparatus, 
A  similar  tolerance  of  large  proportions  of  oxygen  will  be  met 
with  in  asthmatics  and  other  patients  who  may  be  sufferin:; 
from  any  respiratory  difficulties.  In  protracted  administrations 
it  may  be  advisable  to  admit  an  occasional  breath  of  fresh  air 
Should  inconvenient  stertor  arise,  oxygen  must  be  more  freely 
admitted,  and  the  jaw  pressed  forwards  (p.  444)  as  in 
administering  other  amesthetics.  In  general  surgical  prac- 
tice it  is  a  good  plan  to  place  a  small  mouth-prop  between 
the  teeth  throughout  the  inhalation.  The  longest  adminiv 
tration  I  have  conducted  without  allowing  even  one  breath 
of  air  was  one  which  lasted  35  minutes. 

C.   EFFECTS  PRODUCED 

First  Degree  or  Stage. — This  is  very  similar  to  tha: 
already  described  as  occurring  under  nitrous  oxide.  There  is, 
however,  one  noteworthy  diflerence,  viz.  that  the  presentt? 
of  even  a  small  percentage  of  oxygen  more  or  less  coinpletelv 
removes  the  besoin  de  respirer  so  common  with  pure  nitrous 
oxide. 

Second  Degree  or  Stage. — Consciousness  is '  lost  a  trifle 
later  than  with  pure  nitrous  oxide ;  and  the  period  that 
elapses  between  loss  of  consciousness  and  the  establishment 
of  aniesthesia  is  longer.  Neurotic  and  alcoholic  subjects,  as 
well  as  those  whose  nervous  systems  have  become  under- 
mined by  excessive  work,  worry,  etc.,  may  move  their  arms 
or  legs,  laugh,  or  gesticulate  during  this  stage.  Excitement 
occurring  during  the  administration  may  usually  be  at  on« 
stopped  by  diminishing  the  percentage  of  oxygen.  In  order 
to  secure  a  tranquil  anaesthesia  the  patient  should  invari- 
ably be  kept  as  quiet  as  possible.     During  the  first  minul* 
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'  80  of  the  inhalation  slight  stimuli  may  evoke  rhythmical 
ovements  of  the  legs  or  arms,  shouting,  etc. — symptoms 
hich  would  have  been  avoided  had  the  patient  not  been 
sturbed.  The  chance  of  excitement  arising  is  greatly 
ssened  when,  following  the  instructions  of  the  adminis- 
ator,  the  patient  breathes  the  mixed  gases  freely  and 
jeply ;  for  by  so  doing  he  not  only  more  rapidly  passes  over 
lat  stage  in  which  excitement  is  prone  to  manifest  itself,  but 
1  unpleasant  sensations  incidental  to  holding  the  breath — 
snsations  which  may  readily  initiate  distressing  dreams — will 
i  prevented.  The  respiration  during  this  stage  not  unfre- 
uently  becomes  very  deep  and  rapid,  and  then  abruptly  calm 
:  even  imperceptible.  There  is  no  cause  for  anxiety  in  this 
tpid  respiration ;  it  always  coexists  with  a  good  regular 
ulse  and  florid  colour,  and  gradually  gives  place  to  tranquil, 
Qembarrassed,  and  distantly-snoring  breathing,  as  deep  ames- 
lesia  approaches. 

Third  Degree  or  Stage. — When  the  typical  anaesthesia  of 
itrous  oxide  and  oxygen  has  become  established,  the  patient's 
Dndition  will  be  suggestive  of  natural  sleep. 

The  respiration  is  usually  remarkably  calm  and  perfectly 
3gular  during  this  stage.  A  barely  audible  inspiratory  rough- 
ess  or  snoring  is  not  uncommon.  The  loud  "  stertor  "  of  an 
rdinary  nitrous  oxide  administration  is  never  met  with,  unless 
tie  percentage  of  oxygen  should  be  so  small  as  to  be  useless 
>r  oxygenating  purposes.  Respiration  is  rhythmically  per- 
)rmed  throughout ;  and  the  tumultuous  thoracic  and  abdominal 
lovements,  sometimes  witnessed  when  nitrous  oxide  is  ad- 
linistered  free  from  all  oxygen,  are  strikingly  absent.  Owing 
3  there  being  less  venous  engorgement,  and  hence  less  swelling 
f  all  parts  within  the  upper  air-tract,  than  when  nitrous  oxide 
s  given  in  the  ordinary  manner,  patients  with  enlarged  tonsils 
lay  be  anaesthetised  with  comparatively  little  tendency  to 
bstructed  breathing. 

The  colour  of  the  face  and  lips  varies.  In  some  cases  the 
atient  becomes  a  trifle  paler  than  usual ;  whilst  in  others,  and 
specially  in  those  previously  pale  from  apprehension,  the 
olour  becomes  more  florid.  The  duskiness  and  lividity  so 
ommon    under  pure   nitrous   oxide  are,    generally   speaking, 
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eutirely  absent.  As  will  subsequently  be  pointed  out,  it  k 
sometimes  necessary  during  the  administration  of  the  mixturt 
either  to  bring  down  the  proportion  of  oxygen  below  10  ptr 
cent  or  to  give  pure  nitrous  oxide  for  a  short  period ;  and 
under  such  circumstances  a  variable  degree  of  duskiness  wouU 
of  course  ensue. 

The  circulation  is  well  maintained  during  deep  auits 
thesia.  The  pulse  is  invariably  accelerated ;  but  it  is  neithei 
as  quick  nor  as  small  as  the  pulse  under  pure  nitroa 
oxide.^  I  have  administered  nitrous  oxide  with  oxygen  t^ 
patients  whose  circulatory  functions  were  at  the  time  c^ 
inhalation  seriously  disorganised,  and  can  testify  to  the  ver^ 
satisfactory  manner  in  which  the  mixed  gases  have  been  takei 
I  have  given  the  mixture  to  a  patient  in  a  half-fainting  concii 
tion,  sitting  vertically  in  a  chair,  and  have  found  an  almo^l 
imperceptible  pulse  to  become  perceptible  and  of  fair  volunn 
during  the  inhalation.  Dr.  Leonard  Hill,  working  with  bii 
"  sphygmometer,"  finds  that  the  arterial  pressure  either  rL<^ 
slightly  or  remains  constant. 

Clonic  muscular  movements  are  usually  conspicuous  h 
their  absence  ;  and  the  so-called  "  jactitation  "  of  nitrous  oxidi 
is,  with  the  rarest  exception,  never  witnessed.  A  minor  degra 
of  tonic  spasm  in  the  muscles  of  the  neck,  back,  and  extremitid 
is  often  manifested,  more  especially  as  the  immediate  reflei 
result  of  the  operation.     Opisthotonos  very  rarely  occurs. 

The  condition  of  the  eyelids,  globes,  and  pupils  deserve 
special  notice.  The  eyes  usually  remain  closed  throughout  tb 
administration.  During  the  first  45  or  60  seconds  aD] 
attempt  to  raise  the  upper  lid  will  cause  a  reflex  tightening  < 
the  orbicularis.  This  spasm,  however,  gradually  passes  awa; 
as  the  inhalation  proceeds,  and  at  the  end  of  about  75  or  P^ 
seconds  the  upper  lid  may  usually  be  raised  without  resistance 
The  eyeballs  will  now  be  found  to  be  fixed,  and  in  many  casei 
turned  to  the  right  or  left.  In  some  instances  there  mav  l^ 
observed  slight  oscillatory  movements  of  the  globes  ;  not  as  rapi^ 
as  those  of  ordinary  nystagmus,  but  not  so  slow  as  those  whid 

»  Dr.  W^alter  Broadbent  (Brit.  Med.  Journ.,  8th  July  1899)  publishts  u 
interesting  pulse  tracing  under  nitrous  oxide  and  oxygen,  showing  some  lowen:^ 
of  tension,  which  he  believes  is  due  to  peripheral  dilatation. 
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would  indicate  conscious  observation  on  the  part  of  the  patient 
The  pupils  are  variable.  As  a  general  rule  they  are  of  moderate 
size.  Wide  dilatation,  such  as  that  usually  met  with  under 
nitrous  oxide  free  from  oxygen,  is  distinctly  rare.  I  have  on 
many  occasions  witnessed  contraction  and  dilatation  of  the 
pupil  in  almost  immediate  response  to  a  greater  or  less  per- 
centage of  oxygen.  The  pupils  may  of  course  reflexly  dilate 
during  the  extraction  of  a  tooth,  even  though  the  patient  be 
absolutely  unconscious  and  free  from  all  pain.  The  conjunctival 
reflex  is,  in  the  vast  majority  of  cases,  quite  absent,  though  the 
cornea  is  generally  sensitive  to  touch.  After  a  protracted 
administration,  however,  the  cornea  loses  its  sensibility. 

Reflex  phonation,  as  for  example  during  tooth  extraction, 
is,  as  with  nitrous  oxide  itself,  sometimes  met  with  ;  but,  as 
the  amesthesia  when  oxygen  is  used  is  deeper  than  when  nitrous 
oxide  alone  is  employed,  such  phonation  is  much  less  likely  to 
arise.     Of  153  dental  cases  I  noted  it,  more  or  less,  in  29. 

AnsBsthesia  is  known  to  be  present  by  one  or  all  of  the 
following  signs : — 

1.  The  conjunctival  reflex  is  lost. 

2.  The  breathing  is  regular  and  tranquil,  or  is  softly  snoring 
ill  character  (like  the  breathing  of  good  chloroform  anaesthesia). 

3.  The  arms  are  flaccid. 

4.  The  eyeballs  are  fixed  or  present  slight  oscillatory 
movements. 

Sometimes  the  conjunctival  reflex  persists,  in  which  case 
the  breathing  or  nuiscular  flaccidity  must  be  relied  upon. 
Should  it  be  found  advisable,  as  often  happens,  to  give  a 
smaller  percentage  of  oxygeu  than  usual,  or  should  the  patient 
bd  extremely  susceptible  to  the  amesthetic  gas,  slight  irregular 
muscular  twitchings  (mild  "jactitation")  may  arise.  In  some 
cases  the  muscular  system,  instead  of  being  relaxed,  is  rigid  at 
the  acme  of  anaesthesia,  but  such  cases  are  exceptional.  Alco- 
holic patients  appear  to  be  particularly  liable  to  this  rigidity. 

D.    NITBOUS  OXIDE  AND  OXTGEN  IN  DENTAL  SUBGEBT 

The  anaesthesia  produced  by  this  system  of  ana^sthetisation 
is  particularly  suited  to  dental  operations ;  in  fact  so  far  as 
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my   experience   goes,  there  is  no   other   form   of    anjesthesM 
which  can  be  compared  to  it. 

Tlie  period  of  inhalation  requisite  to  secure  deep  anaesthesia* 
varies  considerably  in  different  cases ;  some  patients  being,  for 
reasons  already  given,  far  more  quickly  and  deeply  affected  by 
nitrous  oxide  than  others.  Of  sixty-seven  carefully  (metronouit^ 
timed  dental  administrations  with  the  apparatus  above  descrilnr : 
I  found  the  average  period  of  inhalation  to  be  110*5  seconds,  a 
figure  which  represents  the  average  period  of  inhalation  fouii'i 
necessary  to  provide  the  operator  with  a  subsequent  anivsthesi  • 
of  sufficient  duration  for  the  performance  of  an  average  deni.L 
operation. 

In  sixty-nine  carefully  (metronome)  timed  dental  aduiinistia- 
tious  the  average  available  period  of  anasthesia  was  44  secondi 
It  is  right,  however,  to  point  out  that  great  variation  occurs  \i 
the  duration  of  this  period.  The  longest  anaesthesia  was  f" 
seconds,  the  shortest  21  seconds.  Within  certain  limits,  ti^ 
longer  the  administration  the  longer  will  be  the  subsequen: 
anaesthesia.  The  followinsc  fijT:ures  are  of  interest  in  thi- 
connection  : — 

AveroKP  Periotl  of  A*^a«.«o  T>at-ir>.i  «#- 


Nitrous  oxide  ^r  sf  .     .  about  66  sees.  about  30  sees. 

Nitrous      Oxido     mixed  "j 

with   a  percentage  of  I 

oxygen     sutticient    to  V         about  110  sees.  about  44  sees. 


prevent  all  asphyxial  I 
phenomena  J 


For  further  remarks  on  dental  operations  see  p.  161  et  ^^..^ 

£.   NITBOUS  OXIDE  AND  OXTGEN  IN  GENEBAL  SUBGEBY 

So  far  as  the  simple  maintenance  of  unconsciousness  > 
concerned,  this  system  may  be  regarded  as  applicable  in  generdl 
surgery ;  but  as  the  surgeon  of  the  present  day  very  properly 
requires  that  his  patient  shall  not  only  be  unconscious  bur 
tranquil  and  immobile,  it  can  hardly  be  contended  that  tlit 
anaesthesia  from  nitrous  oxide  and  oxygen  meets  his  require- 
ments.    As  already  pointed  out,  the  amesthesia  is  comparatively 
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light ;  and  inconvenient  reflex  movements  are  prone  to  arise. 
It  is  true  that  the  tendency  to  these  reflex  phenomena  gradually 
lessens  as  the  administration  proceeds ;  but  this  is  of  little 
moment.  Skin  incisions,  particularly  about  the  lower  ex- 
tremities, and  procedures  within  and  about  the  rectum  or 
vagina,  are  especiaUy  liable  to  lead  to  inconvenient  movements. 
Alcoholic  subjects,  those  who  smoke  to  excess,  highly  neurotic 
persons,  and  vigorous  young  men  and  women  are  especially 
likely  to  evince  these  reflex  phenomena.  Moreover,  repeated 
administrations  of  nitrous  oxide  and  oxygen  have  a  tendency 
to  induce  a  comparative  insusceptibility  on  the  part  of  the 
patient,  so  that  it  becomes  increasingly  difficult  to  secure  the 
desired  degree  of  relaxation  and  freedom  from  movement.  In 
addition  to  these  objections  to  the  system,  it  must  be  remembered 
that  the  administration  of  the  two  gases  for  a  lengthy  operation 
is  by  no  means  an  easy  matter ;  for  not  only  is  it  difficult  to 
be  certain  of  having  a  sufficient  supply  of  the  two  agents, 
but  it  is  somewhat  irksome  to  carry  out  the  numerous 
manipulations  for  a  protracted  period.  It  was  at  one  time 
thought  that  this  system  of  anjesthetisation  would  prove  to  be 
in^fariably  free  from  after-efflects,  but  such  is  unfortunately  not 
the  case.  Other  things  being  equal,  there  is  certainly  less  risk 
of  nausea  and  vomiting  than  after  ether  or  chloroform ;  but  I 
have  notes  of  several  cases  in  which  these  after-effects  assumed 
distressing  proportions.  In  one  case  in  which  I  administered 
the  gases  for  the  removal  of  the  breast,  the  vascularity  of  the 
parts  was  as  great  as  it  usually  is  under  ether  ;  and  the  patient, 
who  was  particularly  anxious  to  avoid  this  latter  anaesthetic, 
because  of  previous  experiences,  was  sick  for  many  hours  after 
the  administration.  It  is  true  that  such  cases  are  very  ex- 
ceptional, but  they  must  not  be  ignored. 

I  have  administered  nitrous  oxide  and  oxygen  for  Syme's 
amputation,  lithotrity,  removal  of  the  breast,  excisioii  of  varicose 
veins,  varicocele,  removal  of  ossicles  of  internal  ear,  resection 
of  the  patella,  removal  of  necrosed  bone  from  a  tubercular  hip, 
several  intra-uterine  operations,  the  removal  of  epitheliomatous 
glands  from  the  groin,  and  for  a  lai^e  number  of  minor  surgical 
operations  ;  and  I  think  that  in  carefully  selected  cases  this  plan 
of  anaesthetisation   has  much   to  recommend  it.     As  already 
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indicated,  good  and  tranquil  anaesthesia  can  only  be  secured  tf' 
certain  types  of  subjects;  and  even  when  dealing  with  such 
types  there  are  only  certain  operations  that  should  be  under- 
taken. For  example,  to  attempt  to  anaesthetise  by  this  system 
a  vigorous,  thick-set,  alcoholic  man  for  a  rectal  operation  would 
be  but  to  court  failure.  On  the  other  hand,  to  employ  this 
form  of  anaesthesia  for  some  comparatively  trifling  operatic^ 
upon  a  middle-aged  and  non- excitable  lady  who  had  on  a 
previous  occasion  been  greatly  distressed  by  the  after-effect> 
of  ether  or  chloroform  would  be  the  best  line  of  practice. 

In  order  to  obtain  the  best  results  the  patient  should  be  a^ 
carefully  prepared  as  for  any  other  general  anaesthetic,  and  special 
attention  should  be  paid  to  the  posture  in  which  the  administra- 
tion is  conducted   (p.  188).     When  cases  are   thus  carefully 


Fto.  25. — Doyen's  Gag. 

selected,  and  when  attention  is  paid  to  the  points  to  which  I 
have  refened,  the  very  best  results  may,  as  a  rule,  be  expected, 
and  an  almost  ideal  form  of  anaesthesia  induced  and  maintained 
with  little  or  no  after-effects.  I  find  this  kind  of  anaesthesia 
invaluable  in  many  short  operations  in  addition  to  those  of 
dental  surgery.  Thus,  when  the  surgeon  wishes  to  remove 
tonsils  or  adenoid  growths  in  a  child,  and  requires  but  a  shon 
antes! hesia,  the  mouth  may  be  propped  open  by  means  of  a 
dental  mouth-prop  (Fig.  13,  p.  201)  or  a  Doyen's  gag  (sho\m 
in  the  accompanying  figure) ;  and  after  a  three  minutes' 
administration  an  excellent  anaesthesia  will  result  of  suflBcient 
duration  for  such  operations.  Again,  when  a  short  uncon- 
sciousness is  required  during  painful  dressings,  or  manipulatiou? 
are  needed  after  grave  operations,  nothing  answers  better  than 
nitrous  oxide  and  oxygen. 
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P.   DANGEBS  CONNECTED  WITH  THE  ADMINISTBATION 

There  is  no  form  of  anaesthesia  at  present  known  which  is 
o  devoid  of  danger  as  that  which  results  from  nitrous  oxide 
vhen  administered  with  a  sufficient  pei*centage  of  oxygen  to 
)reveut  all  asphyxial  complications.  I  have  employed  this 
system  up  to  the  present  time  (January  1901)  in  about 
L  4,000  cases,  as  near  as  I  am  able  to  estimate,  and  with  the 
exception  of  two  or  three  cases,  in  which,  owing  to  the  per- 
centage of  oxygen  having  been  insufficient,  transient  respiratory 
jinbarrassment  arose,  1  have  had  no  cause  for  anxiety.  Owing 
;o  the  fact  that  little  or  no  strain  is  thrown  upon  the  circula- 
:ion,  persons  with  feeble  and  dilated  liearts  are  anaesthetised 
[)y  nitrous  oxide  and  oxygen  without  that  slight  risk  which 
obtains  when  the  former  gas  is  administered  alone.  Moreover, 
those  patients  who,  by  reason  of  senile  or  other  changes  in  the 
thoracic  parietes,  pleurae,  or  lungs,  might  evince  symptoms  of 
embarrassed  breathing  at  the  acme  of  ordinary  nitrous  oxide 
anaesthesia,  are  certainly  less  likely  to  do*  so  in  the  presence 
of  oxygen.  So  far  as  I  am  aware,  no  fatality  has  yet  been 
recorded  under  nitrous  oxide  and  oxygen. 

G.  BEC0VEB7:  AFTEB-EFFECTS 

The  recovery  from  the  effects  of  this  mixture  is  usually 
very  satisfactory,  though  not  quite  so  speedy  as  from  nitrous 
oxide  alone.  We  can  hardly  expect  this,  indeed,  to  be  so, 
seeing  that  the  inhalation  is  invariably  longer  when  nitrous 
oxide  is  given  with  oxygen.  There  is  an  absence  of  that 
abrupt  return  to  consciousness  which  is  met  with  in  the  case 
of  unmixed  nitrous  oxide.  In  dental  practice  patients  will  be 
found  to  be  a  little  more  dazed  than  after  nitrous  oxide  alone. 
The  difierence,  however,  is  slight ;  and  when  the  inhalation  has 
been  short  there  is  practically  none  to  be  detected.  It  is  only 
when  an  inhalation  of  two  to  three  minutes,  or  longer,  has  been 
conducted  that  the  more  tardy  recovery  manifests  itself  The 
longer  the  inhalation,  the  greater  will  be  the  tendency  to  after- 
effects.    Nausea   or  actual   vomiting,   although   rare,   is   more 
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common  than  after  nitrous  oxide  alone — a  fact  which  must 
not  be  lost  si^^ht  of  (see  p.  263). 

In  a  few  instances  I  have  met  with  pallor,  feebleness  of 
pulse,  and  fBtintness  after  an  administration ;  but  I  have  never 
seen  such  symptoms  assume  grave  proportions. 

I  have  notes  of  three  cases  of  transient  maniacal  excitement 
immediately  after  the  administration.  In  all  three  cases  the 
patients  were  men  of  powerful  build. 

H.  ILLUSTBATIVE  CASES 

In  the  following  table  are  given  four  illustrative  dental 
cases.  The  times  were  taken  by  a  metronome,  and  an  assistant 
recorded  the  symptoms  of  the  patients.  The  table  shows  tht 
effect  of  more  and  less  oxygen,  the  intervals  at  which  this  gas 
was  admitted,  and  many  other  points. 


NITROUS  OXIDE 


26: 


must.  Case,  No  1. 


A  typical  case. 


Sex  and  Age.  — M .  18. 

Oescription. — Fairly  nourished  ;  good 
colour.     A  postman. 


A. — Period  of  Inha latum. 


8  I 

3; 

9  . 
1 
2 

8  i 
0 

9  I 
8  ! 


<  >xy>r»»ii 

Indicator ' 

at 


2 
3 
4 
4 
5 
5 
6 
6 
6 
6 


Stimjitnnu:. 


Six  breaths  taken. 

Deep  respiration. 

Quieter  breathing. 

No  conjunctival  reflex. 
Pupils  3^  mm.  in  diameter 
Inhalation  stopped. 


i. — Available  Amtsthesia  after  Removal 
of  Face-piece. 

cs.  Sympt(*Tfis. 


3 
9 
tl 

JO 

12 


Good  colour. 

No  movement  or  phonation. 
Opj>osite  side  of  mouth  being  oper- 
ated \\\\oi\. 
Oi)eration  over. 
Anaestheijia  at  an  end. 


Teeth  or  stumps  euiracletl. — 4. 

'jkn^ral  renult. — Typical. 

H^ifiarks. — No  \mn.  No  ])honation  or 
movement ;  no  stcrtor  or  muscular 
twitching  ;  good  recovery  ;  dreamt  he 
was  at  his  work. 


lllast.  Case,  No  2. 

A  typical  case  except  for  slight  duski- 
ness.    See  remarks. 

/SV./-  aiui  A'je. — F.  33. 
Descnption. — Spare  ;  sallow. 


1 
A. — Period  of  Inhal  ttion. 

Oxygen 

' 

8ecs. 

1 

Iixiu-ator 
at 

Sffiiiptouis.                         . 

1 

0 

2 

12 

3 

24 

4 

39 

5 

51 

6 

57 

6 

Twitching  of  eyelids. 

66 

6 

Conjunctival     reflex     not 
abolishe<l. 

72 

78 

Restless  moven.ent  in  chair. 

81  1 

5 

84  1 

3 

87 

2 

93  1 

3 

Movement  ceased. 

96 

5 

108 

5 

Slight  conjunctival  reflex. 

120 

5 

No  conjunctival  reflex. 

123 

5 

Breathing     quick**r     and 
more  audible. 

126, 

1 

5 

Inhalation  stoi>ped. 

B. — Available  Anwsthesia  after  Removal 
of  Face- piece. 


S«»c.s. 

I 

3 

9 

12 

24  I 
30 


Symptoms. 


Distinctly  dusky. 
V^ery  slight  phonation. 
Normal  colour  returne*!. 
Some  movement  of  legs. 
Anaesthesia  at  an  end. 


Teetk  or  stumps  e^traetcd. — 4. 

General  result. — Good  but  not  tyjncal. 

Renmrks. — Restless  movements  probably 
due  to  too  much  oxygen  at  72  sees. 
Movements  quite  controlled  by  less 
oxygen  (more  N.^O)  ;  but  some  duski- 
ness at  end  due  to  this  diminished 
quantity.  Otherwise  typical.  No 
*'stertor"  or  ** jactitation." 
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Illust.  Case,  No.  3. 

Long  inhalation  and  long  anaesthesia 

after. 


i^ex  and  Age. — F.  33. 

Description,  — Fairly  well -nourished  ; 
fair  complexion. 

A. — Period  of  InhaJation. 


ninst.  Case,  No.  4. 

Too  much  oxygen  given  intentionally  fo( 
purposes  of  demonstration.  Exc/.r 
ment  thus  produced  easily  controUeii 

Sex  and  Age. — F.  37. 

Description. — Healthy  appearance. 
(Pulse  120  before  prop  inserted., 

A.—  Period  of  Inhalation. 


I 


Oxygen 
8ec8.   Indicator 
at 


Sympiomt. 


Oxygen 
;  Sees.    Indicator 
It 


Symptfmis, 


I 


0 

2 

18 

3 

30 ; 

4 

36  1 

5 

54  1 

6 

60, 

6 

72 

6 

81' 

6 

96 

7 

108: 

7 

132 


1501 

1711 
177! 

180 ; 

186 


8 
8 
8 
8 


Quicker  breathing. 

Quieter  breathing. 

Soft  snoring. 

Ditto. 

Distinct  conjunctival  reflex. 

Snoring  passing  off.  Slight 
rigidity  of  neck. 

Tendency  to  turn  head  to 
left.  Conjunctival  re- 
flex still  present. 

Very  slight  snoring. 

Conjunctival  reflex  slight. 

Some  phonation. 

Breathingquickerandmore 
audible. 

Inhalation  stopi>ed. 


0. 

6 

18 
21 
33 
36 
42 
51 
54 
66 

69 
72 

78 


81 

84 

93 

102 


3 
3 
4 
4 
4 
4 
5 
5 
6 
5 

4 

4 
3 


3 
4 
5 
5 


Pulse  132. 

Pulse  144. 
Average  breathing. 
Tranquil  breathing. 

Very  calm  breathing. 

Slight    evidences    of  if 
pi*oaching  exciteraect 

Some  phonation. 
Restless  movement  inc)  i^ 

with   tendency    to  %j\ 

forward. 
Pulse  120. 

Quite  quiet. 
Inhalation  stopped. 


\   U. — Available  Amvsthesia  after  Jkmoval 
of  Face- pica'. 


."Sees. 

9 

18 

27 

48 
66 


]i.— Available  Anwsthtaia  after  Jletnun 
of  Face -piece. 


S  fimptoyas. 


Some  phonation. 

Phonation    ceased,    oi)eration    pro- 
ceeding. 
Slight  rigidity,  good  colour. 
Movement  of  hand  towards  head. 
Extraction  linished. 


Sees. 

3 
15 
21 
36 


Nymjitoww. 


Colour  a  trifle  dusky. 
No  phonation. 
Conjunctiva  insensitive. 
Amesthesia  at  an  end. 


Teeth  or  stumps  extracted. — 4.  |   Teeth  or  stumps  extracted. — 1. 

General  result. — Very  good,  barely  typical.     General  restUt.  — Very  good,barely  trpird 


Remarks.  —  She  slightly  felt  the  last 
stump.  Probably  deduct  6  sees,  from 
66  above  mentioned.  Instance  of  long 
administration  and  long  anwsthesia. 
A  good  deal  of  oxygen  given. 


Remarks. — Started  with  oxygen  iipL 
cator  at  "3"  instead  of  **2,"  aci 
turned  it  to  "  4  "  in  18  seconds. 


CHAPTEK   X 


ETHER 


A.    APPABATUS  AND  METHODS  OF  ADMINISTBATION 

We  have  now  to  consider  the  chief  methods  for  the  adminis- 
tration of  ether  per  sc,  i.e.  independently  of  any  other  anaes- 
thetic. As  will  subsequently  be  pointed  out,  ether  may,  with 
much  advantage,  be  preceded  by  nitrous  oxide  (Chap.  XIV. 
p.  402),  or  a  small  quantity  of  the  A.C.E.  mixture  (Chap. 
XIV.  p.  413).  But  if  these  agents  be  not  at  hand,  or  if 
simplicity  in  procedure  be  desired,  ether  must  be  given 
throughout. 

Ether  may  be  administered — 

I.  By  the  open  system — a  plentiful  supply  of  atmospheric 
air  gaining  access  to  the  lungs  throughout  the  administration ; 

II.  By  the  semi-open  system — the  inhaler  employed  limit- 
ing to  some  extent  the  access  of  atmospheric  air  without  in 
any  way  retaining  the  expiratory  products  for  re-breathing ; 

III.  By  the  close  system — the  air  supply  being  intention- 
ally restricted,  and  the  expiratory  products  retained  for  re- 
breathing  ; 

IV.  In  coigimction  with  oxygen  instead  of  atmospheric  air ; 
or 

V.  By  the  introduction  of  the  vapour  into  the  rectum 
(rectal  ansesthetisation}. 

I.   The  Open  System  of  Etherisation 

As  a  general  rule  it  is  impossible  to  produce  deep  anaes- 
thesia by  this  system,  although  it  may  be  used  in  infants,  in 
extremely  exhausted  subjects,  or  in  patients  who  have  been 
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for  some  time  deeply  amtsthetised,  and  who,  in  consequence, 
require  iiiininial  doses  of  ether  to  maintain  insensibility.  Kther 
is  aikled,  in  small  quantities  at  a  time,  to  a  folded  cloth  or 
bandkei-chief,  or  a  Skinner's  mask. 

II.    The  Semi-open  Sffstem  of  JUtherisatiffii 

When  etlier  was  first  introduced  it  was  adniinistereil  by  means  of  i 

towul  folded  nnd  pinned   into  the  ihape  of  a  cone,  and  at  tlie  apex   vi 

this  cone  «  sponge  was  placed  for  the  receptioQ 

of  the  ether.      'Hie  sixmge  was  usually  wrung  oni 


\" 


T  liefore   use.      The  anesthetic 


'ed  upon  the  sponge  in  small  quantities  &'. 
a  time,  anil  the  cone  applied,  more  or  leas  ci-a- 
tinuously,  to  the  face  of  the  patieiiL    Cone-sha].>itl 
inhalen=  ut  fell,  with  an  outer  covering  of  mackiL- 
tosh   to   prevent   undue  evaporation,   were    thee 
I  devised,  and  are  still  (ised  by  aome.      These  coni:- 
:  are  also  funiished  with  sponges,  anil  are  elighilv 
I  oj>i:u  at  their  apices,  so  that  air  may  gaiii  adnii:' 
;  sion.      They  have  been  used  for   a  grent    manv 
I   years   botl)    in    England    and    in    America,    auii 
certainly  have  the   merit  of  simplicity.      One  l: 
the  best  of  the  o]ien  ether  inhalers  is  shown  iii 
Fill   "6  -  Keuillt's  liilialer  ^''''-  ^^-      ^'  '*  known  us  Rendle's  mask.      Tht 
inhaler  is  made  of  leather,  celluloid,  or  metal,  anJ 
has  numei-ous  holes  at  its  rounded  end.      A  long  large-mouthed   hag  it 
domett  or  tiannel  is  used  as  a  lining,  its  mouth  b«ing  brought  back  ovc; 
the  moutli  of  the  inhaler,  so  that  wheu  the  latter  is  apjilieil  to  the  patient ; 
face  a  soft  surface  of  dumett  or  flannel 
comes  againxt  the  cheeks.     A  sponge 
is  placed  at  the  bottom  of  the  inhaler, 
and  ethtr  is  poured  ujion  it.    Inhalers 
of  celluloid  or  metal  are  preferable 
to  those  of  leather,  as  they  are  more   | 
readily  cleansed.      In    America   (he 
apparatus   shown    in   Fig.    27,   and 
known  as  Allis's  ether  inlialer,'  ia 

largely  used.      It  consists  of  a  cylin-  p,o.  27.-Allis-s  Ether  Inhaler. 

drical   metal   frame   (Mj   with    long 

spaces  punched  out  of  its  circumference,  so  that  a  handle  may  be 
threaded  backwaids  and  forwards  across  the  open  cylinder,  as  showu 
in  the  figure.  The  metal  frame  is  enclosed  by  a  leather  case  (L)  vhich  is 
longer  than  the  metiil  fiame,  so  that  tlie  jiart  of  the  leather  case  which  i; 
unoccupied    by   the   frame    may   fit   the   face   of  the   patient.      Ethrr  i- 

■i.     Fig.  27  iacoiiied,  by  Dr.  TumbuU'i 
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•opped.  or  poureil  upon  the  bandage  as  required.  By  this  arrangement 
e  breath  passes  over  a  large  surface  of  bandage  moistened  with  ether. 
llis*s  inhaler  has  not  been  used,  at  all  events  to  any  great  extent,  in  this 
►untry.  Numerous  other  serai-open  ether  inhalers  have  been  devised, 
it  space  forbids  me  referring  to  them  here. 

The  administration  of  ether  by  means  of  a  semi-open  inhaler 

;  such  a  simple  procedure  that  details  are  hardly  necessary. 
a  adults  a  drachm  or  two  should  be  first  placed  within 
le  inhaler,  and  the  latter  held  that  distance  from  the  face 
rliich  is  found  to  be  necessary  in  order  to  avoid  cough  or 
oldixig  the  breath.  Too  strong  a  vapour  will  cause  instant 
losure  of  the  larynx  aud  a  sense  of  suffocation.  Allis's 
iihaler  certainly  has  the  advantage  of  allowing  of  a  more 
;radual  increase  in  the  strength  of  ether  than  is  possible 
Q  cone-inhalers,  which  have  to  be  removed  from  time  to  time 
n  order  to  be  re-charged.  The  administrator  must  steer 
)etween  too  sparing  and  too  liberal  a  use  of  the  anaesthetic. 
Lf  very  small  quantities  be  giveu,  the  patient  may  never 
3ass  beyond  the  stage  of  ether  intoxication.  On  the  other 
[land,  if  too  pungent  a  vapour  be  given,  the  patient  will  ex- 
perience the  most  horrible  sense  of  suffocation,  the  breath  will 
be  held  for  prolonged  periods,  and  violent  struggling  will  prob- 
ably arise.  It  is  therefore  best  to  start  with  a  vapour  diluted 
with  air,  according  to  the  indications  present,  and  when  the 
patient  is  getting  dazed  and  losing  consciousness  to  gradually 
but  progressively  increase  the  strength  of  vapour.  The  effect 
of  the  ether  upon  the  larynx  must  be  watched,  and  the 
quantity  regulated  accordingly.  Eespiratory  rhythm  is  always 
interfered  with,  more  or  less,  by  swallowing  movements, 
temporary  closure  of  the  larynx,  etc.  By  degrees,  however, 
the  larynx  grows  accustomed  to  the  vapour ;  it  becomes 
less  sensitive,  and  respiration  more  regular.  When  once 
unconsciousness  has  become  established  any  tendency  to  ex- 
citement or  struggling  must  be  met  by  a  more  continuous 
application  of  the  aneesthetic.  There  is  not  that  danger  in 
pushing  ether  at  this  stage  that  we  know  to  exist  with  chloro- 
form. Should  the  sponge  of  a  semi -open  inhaler  become 
frozen  by  the  evaporation  of  the  ether,  it  must  be  removed 
and  immersed  in  warm  water  before  being  again  used,  other- 
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wise  it  may  be  impossible  to  obtain  a  sufficient  quantity  of 
ether  from  the  inhaler.  When  administering  ether  bv  tht 
semi-open  system  large  quantities  of  the  anaesthetic  may  U 
needed  to  secure  and  maintain  anaesthesia,  especially  in  alcoholio 
and  vigorous  subjects.  It  would,  for  example,  be  necessary  t" 
have  at  hand  at  least  two  pints  of  ether  in  order  to  success- 
fully anaesthetise  an  alcoholic  and  stalwart  patient  for  an 
operation  of  considerable  duration.  A  very  large  proportioi: 
of  the  anaesthetic  is  wasted ;  and  the  room  may  become  alnic«?: 
unbearable  from  the  presence  of  so  much  ether  vapour.  Excite- 
ment and  struggling  are  far  more  common  than  when  a  close 
inhaler  is  employed.  The  risk  of  catarrhal  bronchial  and 
pulmonary  affections  is  probably  greater  in  administering  ethei 
by  the  semi-open  than  by  the  close  system. 

But  although  semi-open  etherisation  has  many  objection- 
as  a  routine  procedure,  it  has  advantages  in  certain  cases. 
There  is  nothing  simpler  than  to  pour  ether  from  time  to  tim^ 
into  a  cone ;  and  when  a  totally  inexperienced  practitioner  i- 
called  upon  to  amesthetise  a  patient  with  ether,  he  will  be  le^^ 
likely  to  do  harm  by  administering  ether  as  above  descril^etl 
than  if  he  employ  a  close  inhaler.  In  very  exhausted  and 
cachectic  patients,  in  those  suffering  from  advanced  morbus 
cordis  and  orthopncea,  and  in  many  cases  in  which  an  operation 
for  empyema  is  required,  semi-open  etherisation  will  be  found 
to  be  of  advantage.  Moreover,  when  anaesthetising  infants 
with  ether  this  plan  is  very  suitable. 

III.   The  Close  System  of  Etherisation  {hy  means  of 

Bag-Inhalers) 

It  is  doubtful  who  first  recognised  the  advantages  of 
limiting  the  access  of  fresh  air  during  the  inhalation  of  ether 
vapour.  The  late  Professor  J.  Morgan  of  Dublin  appears  to 
have  been  the  first  writer  in  Great  Britain  who  drew  atten- 
tion to  these  advantages,^  but  he  refers  to  Professor  Porta  of 

1  See  an  interesting  article  by  Professor  J.  Morgan,  entitled,  *' Ether  rcrstts 
Chloroform.  On  the  uses  of  ether  as  an  anfesthetic  in  surgical  operations,  as  a 
safer  and  more  efficient  agent  than  chloroform  in  producing  the  avoidAiice  ut 
pain.  Witli  a  description  of  an  inhaler,  and  the  mode  of  administration  "  (J^>^. 
Press  and  Cirmlar,  Slst  July  1872). 


Pavia '  and  to  Dr.  Smith  of  Kew  York,  both  of  whom  had,  prior 
to  his  (Dr.  Morgan's)  lectures,  art  ministered  ether  from  a  bladder 


or  bag. 

baler  («J 

consistc 

for  the 

and  mo 

the  pat: 

The  bo: 

iudia-n 

of  expo 

the  pat 

1876, 

apparat 

trous  o: 

or  coml 

he  wrot 

ratus  81 ^ 

The  ether  vapour,  supplied  from     *'"■■  ^S.-C-loverg  Portable  Regulating 

a  reservoir,  was  breathed  bacK- 

wardB  and  forwards  from  a  bag  attached  to  the  face-piece,  fresh 

air  being  admitted  from  time  to  time.     In  -Tiuiuary  1 877,  Clover 

'  ABuliurat,  Prineifiles  mid  Practict  of  Suiyrnj.  \\  77. 

S  Mrd.  I'rcaaii.iJ  Circular,  28tli  August  1S72,  ji  lU:., 

»  Brit.  Med.  Joimi.,  15th  July  1876,  p.  74.  Tliis  apiBiutiia  will  l.o  refciTKl 
to  IT  hen  diaciiwing  the  adniinintration  of  nitrous  oxide  witlietliir  in  Chapter  XIV. 
of  thifl  Pttit. 
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described  1  his  "Portable  Regulating  Ether  Inhaler"  (Fig.  2S 
p.  273).  Ill  February  of  the  same  year  Br,  Ormsby  of  DubLc 
introduced '  his  apparatus  (Fig.  35,  p.  281)  to  the  notice  of  tl,e 
professiou.  Whilst  Clover's  ether  inhaler  has  certain  advan- 
tages over  Oruisby's,  the  latter  apparatus  very  favourably  crnu- 
pates  with  the  former  in  many  respects.  I  shall  therefore  fuEy 
describe  these  two  inhalers,  the  method  of  using  each,  and  xiit 
s  of  the  one  over  the  other. 

Clover's  Portable  Beffulatmg  Ether  Inhaler 

Thia  most  inj;eiiioua  and  useful  appamlue  u  represented  in  Figs.  ?^. 
31,  and  32.  When  rtady  for  use  it  has  the  appearance  lepreseutci 
F  is  the  face-piece  ;  E  is  the  elher  reservoir  through  which  the  air- 
current  passes  ;  and  6  is  an  india-rubher  bog.  When  the  fac«-piece  fir' 
the  face  accurately  the  patient  breathes  backirards  and  forwards  into  lU 
Iwig.  Mr.  Pridgin  Teale  has  very  properly  drawn  attention  to  the  im- 
portance of  the  face-piece  in  ether  administration  ;    and  in  an  excpll^L: 


Fio.   30.  — Measure   t- 

filliuB   Clover's   EiK: 

Fig.  29.— Itwiu's  Slopjwr.  Inbsler.      (Half  sbt 

article  ^  gives  diagrams  of  good  and  hud  face-pieces.  Clover's  apparel.:- 
jiossesses  no  valves,  nor  does  it  contain  any  contrivance  for  the  adniissii'ii 
of  fresh  air.  The  face-jiiece  tightly  plugs  on  to  a  tube  T,  which  fii; 
into  one  end  of  a  shaft  passing  through  the  ether  reservoir.  The  moan: 
of  the  bag  B  fils  into  the  otlier  cud  of  this  shaft.  By  revolving  the  «h« 
reservoir  on  the  tube  T  the  cm  rent  is  made  to  pass  to  any  desired  eiteni 
over  ether.  Tlie  appanitua  is  cliarged  with  ether  at  the  funnel-shape'^ 
tiilie  FT,  the  stopper  of  whicli  is  removed  for  the  i)uri>oae.  The  beat  kin.- 
uf  ether  buttle  is  one  fitted  with  what  ia  known  as  Irwin'a  stopper,*  shoai 
in  Fig.  29.      I  have  used  this  simple  and  excellent  form  of  stopper  for 

'  Bril.  Med.  Jwni.,  20th  Jaiiuaiy  1877,  p,  69. 

*  ZiincW,  10th  February  1877,  p.  218  ;  also  9th  June  1877,  Ji,  86. 

'  Eneyhjxniia  Medici,  vol.  i.  *  Ln«eel,  21th  Sept  1898. 
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several  years,  and  find  it  answers  admirably.  A  little  measure  (Fig.  30), 
capable  of  holding  about  1|  oz.  of  ether,  is  usually  supplied  with  the 
inhaler,  and  is  used  for  filling  it  with  ether.  The  face-piece  and  bag 
hardly  need  further  description  ;  but  the  ether  reservoir  must  be  carefully 
considered,  in  order  that  the  working  of  the  inhaler  may  be  understood. 

In  Figs.  31  and  32  the  ether  reservoir  E  and  the  tube  T  are  shown 
in   section.     E  consists  essentially  of  a  metal  sphere  tunnelled  by  the 
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Fi*J.  31. — Section  of  Clover's  Portable  Regulating  Ether  Inhaler  (original 'pattern). 

Indicator  at  "0."     (Two-thirds  actual  size.) 

shaft  S,  into  which  T  fits.  The  sphere  is  the  reservoir  for  the  ether. 
The  filling-tube  (FT),  closed  with  a  stopper  (St),  is  provided  for  charging 
the  sphere  with  ether.  Only  one-half  of  the  sphere  is  apparent  in  the 
finished  apparatus,  the  other  being  covered  in  by  a  cylindrical  cap  or 
cover  (C).  The  space  which  results  is  nearly  filled  with  water  by  the 
makers  of  the  instrument.  This  water-chamber  prevents  the  apparatus 
from  becoming  too  cold.  "When  the  temperature  of  the  room  is  low,  it  is 
a  good  plan  to  immerse  the  inhaler  in  warm  water  for  a  few  moments 
before  use,  by  which  plan  the  water  in  the  water-chamber  takes  up  and 
retains  heat  for  a  sufficient  time  to  ensure  a  proper  evaporation  of  ether 
in  the  adjacent  sphere.  About  half-way  along  the  shaft  there  are  four 
large  openings,  two  (0)  on  the  upper  wall  of  the  shaft,  and  two  (C)  on 
the  lower.  These  allow  of  communication  between  the  interior  of  the 
shaft  on  the  one  hand  and  the  ether  reservoir  on  the  other,  lliese 
t>pening8  are  so  large  that  the  shaft  S  almost  loses  its  continuity  where 
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they    occur.     Projecting    from    the   wall    of   the    sliaft    iheie    i^  a  fAJ 
diaphragm  D,  which  closes  up  one-half  of  the  calibre  of  the  shaft,  leavit: 
the  other  half  free.     This  half  diaphragm  is  not  fixed  at  rij^ht  angW.-  i 
the  long  axis  of  the  shaft,  but  is  sloped  as  shown.     The   tube  T,  xifvL 
which  the  face-piece  plugs,  passes  into  the  shaft  S.     It  has   a  whistle- 
shaped  end  which  fits  up  against  the  half  diaphragm  D.     It  also  c-arrie>  * 
long  rod  or  indicator  (i),  which  points  to  figures  on  the  circunifei^nce  ' 
the  ether  reservoir  (Fig.  28).     When  the  face-piece  and  tube  T  are  fi\r'- 
as  in  actual  administration,  the  etlier  reservoir  rotates  easily  upon  T,  an 
so  the  figures  on  the  circumference  travel  one  after  the  other   jv\>t  lb 
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Fio.  32. 


-Section  of  Clover's  Portable  Regulating  Ether  Inhaler  (original  jiattrm 
Inilicator  at  "  F."     (Two-thirdy  actual  size. ) 


indicator  (i).  If  the  indicator  point  to  "  0,"  and  the  face-piece  and  1  j- 
be  attached  to  the  ether  reservoir,  an  inspiration  will  lake  the  conr-c 
shown  in  Fig.  31.  It  will  pass  straight  through  the  shaft  without  ent<rr- 
ing  the  chamber  containing  the  ether.  The  openings  (0  and  O'}  in  tk 
shaft  are  rendered  unavailable,  the  upper  ones  (0)  by  reason  of  the  hdi 
diaphragm  D,  and  the  lower  ones  (0')  by  the  whistle-shaped  end  of  the 
tube  T.  When  the  ether  reservoir  is  rotated,  so  that  the  filling-tube  pasK- 
away  from  the  indicator  till  the  latter  points  to  "  F,"  the  course  of  an  it- 
spiration  will  be  very  different.  It  will  now  enter  the  opening  O',  and 
having  passed  over  the  ether  (see  long  arrow),  will  escape  at  the  o})eniDg 
O  into  the  tube  T,  and  so  pass  to  the  patient.  The  whole  of  the  currvnt 
will  thus  become  deflected  and  pass  over  the  ether.     An  expiration  ca 
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Indicator  at  '0' 


jxirt  of  the  patient  would,  of  course,  travel  backwards  to  the  bag  by 
ctly  the  same  route  as  that  by  which  the  inspiration  came.  The  two 
;Ional  drawings  show  the  course  of  an  inspiration  with  the  indicator 
'  O  "  and  **F"  respectively.  The  degree  to  which  the  current  is  made 
pass  over  the  ether  will  depend  upon  the  extent  to  which  the  ether 
?rvoir  is  made  to  rotate  upon  the  whistle-shaped  tube,  and  this  extent 
egistered  by  the  indicator  (i).  With  the  indicator  at  "  0  "  the  current 
I  wholly  direct  one,  passing  backwards  and  forwards  to  the  bag  without 
ering  the  ether  chamber  (Fig.  33).  With  the  indicator  at  "l,"one 
irter  is  indirect,  i.e. 
ises  over  the  ether,  and 
•ee    quarters  are  direct, 

pass  to  and  from  the 
;;  \vith out  being  deflected, 
itli  the  indicator  at  **  2," 
o  quarters  are  indirect, 
d  two  quarters  direct, 
ith  the  indicator  at  "  3," 
ree  quarters  are  indirect, 
cl  one  quarter  direct, 
ith  the  indicator  at  "F" 

"  FULL,"  four  quarters 
?.  the  whole  of  the 
irrent)  are  indirect,  and 
i5s  over  the  ether  in  the 
latnber. 

The  sectional  drawings 

Figs.  31  and  32  apply 
►  the  original  pattern  of 
lover's  inhaler.     Xumer- 

113  modifications  have  been  indicator  at  '3'  indicator  at  'F'  or  'Full' 

itroduced.  Thus,  Messrs.  fig.  33.— Diagram  showing  the  extent  to  which  the 
artli  and  Co.  have  devised  air-curreut  passes  over  ether  in  Clover's  Portable 
ri  inhaler  with  a  central  Inhaler  when  the  indicator  points  to  *'0,"  "1," 
.be  passing  completely  "2."  "3."  ami  "F."  The  whole  current  is  dia- 
,  -^  .       ^  ,     ,     *  '        grammatically  represented  by  four  hues. 

Iirough  It,  and  the  mount 

f  the  bag  fits  into  this  tube  instead  of  into  the  ether  reservoir  itself.  By 
Uis  plan  the  reservoir  may  be  rotated  without  interfering  with  the  posi- 
ion  of  the  bag.  The  only  objection  to  this  otherwise  excellent  modifica- 
ion  is  that  the  air -way  through  the  central  parts  of  the  inhaler  is 
omewhat  constricted  at  the  point  at  which  the  current  is  made  to  pass 
»ver  the  ether  bv  the  rotation  of  the  reservoir. 

Fig.  34  represents  an  inhaler  which  has  recently  been  constructed  for 
ne  by  Messrs.  Barth  and  Co.  It  diff'ers  from  Clover's  original  pattern  in 
he  following  particulars  :  (1)  Its  internal  calibre  or  air- way  is  very  much 
larger ;  (2)  instead  of  the  ether  reservoir  rotating  upon  the  central  tube, 
the  central  tube  rotates  within  the  fixed  reservoir;  (3)  the  face-piece  is 
screwed  into  the  ether  reservoir  so  that  the  latter  cannot  be  unexpectedly 
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detached  from  the  former  ;    (4)   the  ether  reservoir  can  be  ailjiiated,  wb;- 

ever  the  position  ot  the  patiant  may  be,  bo  that  ether  may  be  poured  b: 

it  through  its  wide-mouthed  Rlling-tube  without  removing  the   inhA: 

from   the   face.      In    order    to   secure    these    iinprov'-menis,    I     founri   .1 

necessary  to  tnat«riall' 

niodify      the      intenLL 

mechanism  of  Clovtr- 

original  apparatus,  aij 

to    have    two    s^jiar:;' 

inner  tubes  which  »■• 

made  to  revolve  as  ii- 

tube  by  the   in(lii;ali^. 

handle  whieii    fits   i:.: 

each.     The   larye  b.> 

of  the  apparatus  is  <'.:- 

tinctty    of     aiivanta:. 

not   only    in    lesseo::,. 

the    initial    unpleaf^i: : 

.   sensations  of  i-e-breati 

in;;,    but    in     reducir; 

the    asphyxia!     pheir- 

mena  (slertor.  cyAUt^:-. 

and    laboured     hrea: 

inn)  of  well-estal.lishr 

ether  ance^tbesia.      TI- 

ajipiirotus  is,  inorw)vf: 

sinreially     nspfiiU     ai>. 

indeed   was   more   p:iT 

Fia.34—Th.»uthor-aModiHc.tion  or  Clover- Portable   ^'"'Mv   designed,   :■  ■ 

IkguUting  Ether  Inhaler.  administering     njtrc-  ■ 

oxide    and     ether 

succession  (p.  410).     I    am  glad  to  take  tliis  opportunity  of  thankii.. 

Messrs.  Barth  and  Co.,  the  sole  makers  of  this  apparatus,  for  the  patien.' 

and  care  with  which  they  have  made  numerous  exgierimental  inhalers  !■■: 

me  whilst  engaged  in  perfecting  this  appliance. 

Directions  fot  using  Clover's  Portable  Begolatuij  Ether  Intiale- 
(or  any  of  the  above  modiflcations) 

1.  In  cold  weather,  and  particularly  when  abo>it  t- 
aiuesthetise  powerfully  -  built  or  alcoholic  subjects,  part";> 
immerse  the  ether  reservoir  in  wann  water  for  a  fe^i 
momenta. 

2.  Fit  on  a  face-piece  of  appropriate  size;  turn  ll- 
indicator  to  "1"  or  "2";  pour  in  1^  oz,  of  ether;  replai 
the  plug;  turn  hack  the  indicator  to  "0";  blow  once  throu;:! 
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e  apparatus  to  free  its  air- way  from  any  trace  of  ether 
iponr ;  and  attach  the  bag. 

3.  Request  the  patient  to  turn  his  head  to  one  side;  in- 
rixct  him  to  commence  breathing  deeply  through  the  month  ; 
h1  Avhilst  he  is  doing  so,  gently  apply  the  face-piece,  press- 
g  it  rather  more  tightly  during  expiration  than  during 
spiration,  in  order  that  the  bag  may  become  filled  by 
cpired  air. 

4r.  Allow  to -and -fro  breathing  for  about  half  a  minute 
itli  the  indicator  at  "  0,"  and  see  that  the  bag  expands  and 
>ntracts  freely. 

5.  Gradually  rotate  the  reservoir  or  move  the  indicator  so 
lat    at  the  end  of  the  first  minute  the  indicator  points  to 

1,"  at  the  end  of  the  second  minute  to  "  2,"  and  at  the  end 
f  the  third  minute  to  "  3."  During  the  first  minute  or  so 
he  reservoir  should  be  rotated  or  the  indicator  moved  con- 
iniiously  yet  almost  imperceptibly.  When  consciousness  has 
)econie  lost,  i.e,  at  the  end  of  about  1^  minute,  ether  may  be 

dmitted  rather  more  freely. 

6.  Any  swallowing,  "  holding  the  breath,"  or  coughing 
vill  indicate  that  the  vapour  is  too  strong,  and  the  indicator 
3iust  be  moved  back  somewhat  till  respiration  has  again 
3ecome  unrestricted.  Muscular  excitement  is  very  uncommon  ; 
should  it  occur,  the  administration  must  be  pushed  and  it  will 
soon  subside. 

7.  When  stertor  commences,  a  single  inspiration  of  fresh 
air  should  be  admitted  by  raising  the  face-piece ;  and  the 
administration  may  then  be  resumed.  The  admission  of  fresh 
air  from  this  point  onwards  nmst  be  regulated  by  the  suscepti- 
bility of  the  particular  patient  to  this  particular  process  of 
anoesthetising.  Moreover,  as  the  administration  proceeds, 
more  and  more  fresh  air  may  be  given  without  disturbing  the 
aucesthesia.  For  example,  whilst  at  the  end  of  the  first  four 
or  five  minutes  it  is  usually  advisable  to  allow  one  inspiration 
of  fresh  air  every  ten  or  twelve  breaths,  at  the  end  of  half  an 
hour  one  inspiration  every  three  or  four  breaths  may  be  per- 
mitted. Stertor,  deep  cyanosis,  rapid  and  laboured  respira- 
tion, and  especially  a  strained  form  of  expiration^  are  the 
indications  for  more  air.     In  the  case  of  patients  with  beards 
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more  air  gains  admission  between  the  face  and  the  face-piece 
than  in  other  subjects,  so  that  the  inhaler  must  be  kept  yen 
tightly  applied  during  the  initial  stages,  and  removed  les? 
frequently  than  usual  during  the  later  stages.  The  anoxsemic 
factor  is  as  powerful  as  the  ether  factor  in  this  system  of 
anaesthetising.  The  less  air  given  the  less  ether  will  be 
needed,  and  vice  versa. 

8.  Some  degree  of  cyanosis  is  to  be  expected,  especiallv 
during  the  first  two  or  three  minutes.  Later  on  in  the 
administration  it  may  be  treated  by  removing  the  inhaler  for 
fresh  air  from  time  to  time. 

9.  Regular  and  snoring  breathing,  insensitive  corneie,  anc 
muscular  flaccidity  are  the  usual  ^  signs  that  deep  ether  anaes- 
thesia has  been  induced. 

10.  The  point  at  which  the  indicator  should  be  kept  after 
these  signs  have  appeared  must  depend,  as  must  the  regula- 
tion of  the  air  supply,  upon  the  susceptibility  of  the  patient 
As  a  general  rule  "  F  "  need  only  be  reached  when  antesthetis- 
ing  powerfully -built  or  alcoholic  subjects.  Less  and  less 
ether  will  be  needed  as  the  administration  proceeds,  so  that  a: 
the  end  of  fifteen  minutes  the  indicator  may  usually  be 
allowed  to  point  to  "2  "  or  "  2^"  at  the  end  of  half  an  hour 
to  "  ll"  or  **2,''  and  so  on. 

The  above  directions  apply  to  the  administration  of  ether 
to  normal  adult  subjects,  and  it  must  be  remembered  that 
certain  modifications  will  be  needed  when  dealing  with  other 
cases.  Strong,  vascular,  or  alcoholic  patients  require  large 
quantities  of  ether,  and  a  free  use  of  the  anoxtemic  factor,  iu 
order  to  obtain  good  results.  On  the  other  hand,  children, 
feeble  and  cachectic  subjects,  and  those  whose  vascular  systems 
are  affected  by  morbid  or  senile  changes  will  demand  careful 
treatment  and  the  avoidance  of  any  asphyxial  strain. 

Ormsby's  Ether  Inhaler 

The  Ormsby's  inhaler  usually  supplied  by  the  instrument-makers  i« 
constructed  as  represented  in  the  accompanying  diagram  (Fig.  35).  F  i? 
a  metal  (zinc)  face-piece  which  can  be  bent  to  any  desired  shape.  It«  edge 
is  guarded*  by  an  india-rubber  pad  (P),  which  can  be  inflated  with  air. 
To  the  other  edge  of  the  face-piece  there  is  fixed  a  wire  cage  (C)  contain- 
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ing  a  sponge  (S).  The  bag  (B)  fits  on  to  the  face-piece,  and  its  neck 
grasps  the  cage.  The  bag  is  covered  with  a  loose  netting  by  some  makers 
of  the  apparatus.  On  the  upper  surface  of  the  face -piece  there  is  a 
circular  opening  (O)  with  a  slot  (SI)  cut  in  its  circumference.  Fixed 
into  the  mouth  of  this  opening  there  is  a  funnel-shaped  tube  (Fu),  which 
passes  downwards  and  then  divides,  the  two  arms,  which  have  perforated 
holes  in  them,  coming  into  cohtact  with  the  sponge.  A  cap  (Ca)  fits 
over  O,  and  like  O  is  furnished  with  a  slot,  which  may  be  made  to 
correspond  to  the  slot  (SI)  in  O.  When  the  slots  correspond,  air  will 
gain  admission  to  the  apparatus  ;  when  they  do  not  correspond,  this 
communication  with  the  air  is  cut  off.     When  the  cap  is  taken  off,  as  in 


FiQ.  35. — Diagram  of  Ormsby's  Ether  lulialer.     (Original  pattern.) 


the  figure,  the  funnel-shaped  tube  (Fu)  may  be  used  for  supplying  ether 
to  the  sponge. 

Experience  with  this  useful  inhaler  has  led  to  one  or  two  slight 
modifications  in  its  construction.  In  actual  practice  the  funnel-shaped 
filling-tube  is  rarely  used,  for  it  is  found  to  be  more  convenient  to  pour 
ether  directly  upon  the  sponge.  Then,  again,  the  bag  usually  supplied 
with  the  inhaler  has  proved  to  be  far  too  small,  especially  for  anaesthetis- 
ing patients  with  full  chest  capacity.  And  lastly,  any  netting  over  the 
bag  is  unnecessary,  as  free  respiration  may  thereby  be  restricted.  Mr. 
Woodhouse  Braine,  who  prefei*s  Ormsby's  apparatus  to  all  others  for 
ether-giving,  has  therefore  used  for  many  years  an  inhaler  possessing  no 
filling-tube  and  having  a  very  capacious  bag  of  red  rubber  without  a 
network  covering.  The  red  india-rubber  is  little  if  at  all  affected  by 
ether. 
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Fig.  36  reprtaenta  a  modilicatiou  of  Oruwbj's  inhaler  which  haa  tb- 
great  Advantage  that  it  can  be  readily  cleansed.  The  cage  is  made  ■; 
fenestrated  metal,  not  of  wire,  and  the  face-piece  pad  is  detachable.* 
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Directions  for  using  Onnsby's  Inhaler 

The  method  which  is  generally  adopted  is  one  of  extreme 
simplicity. 

1.  The  sponge  of  the  inhaler  is  wrung  out  in  wariu 
crater  and  inserted  in  the  cage. 

2.  A  small  quantity  of  ether  ie  poured  upon  the  sponge. 

3.  The  air-slot  being  open,  the  face-piece  is  very  graitii- 
ally  applied  to  the  face.  At  first  it  is  held  some  little  dis- 
tance away,  but  it  is  then  brought  nearer  and  nearer,  wliil?: 
the  patient  is  encouraged  to  breathe  as  freely  as  possible. 

4.  Gradually  close  the  air-slot. 

5.  Be  prepared  for  the  patient  attempting  to  push  away 
the  inhaler,  rising  from  the  bed,  etc  When  once  tbe  ad- 
ministration has  been  fairly  started,  the  inhaler  should  not  Iv 
removed  for  air  till  signs  of  ant-esthesia  are  approacliing,  or  lill 
more  ether  is  required. 

C.  Should  the  sponge  freeze,  another  one,  wrung  out  a= 
before,  should  be  .substituted,  and  fresh  ether  added. 

7.  AVhen  more  ether  is  needed,  about  half  an  ounce  ai 
a  time  should  be  added  to  the  sponge. 

'   Spp  LniiTl.  fti-d  pprpniber  1888. 
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8.  From  this  point  onwards  the  administration  must  be 
conducted  upon  the  same  principles  as  those  above  laid  down 
ior  etherisation  by  means  of  Clover's  inhaler. 

The  following  alternative  and  ingenious  method,  intro- 
duced by  Mr.  Horace  Pechell,^  has  the  advantage  of  more 
gradually  increasing  the  strength  of  vapour  : — 

1.  A  small  quantity  of  ether  is  first  poured  into  the  bag 
of  the  inhaler. 

2.  A  dry  sponge  is  then  introduced  into  the  cage. 

3.  The  face-piece  is  applied  with  the  air-slot  open. 

4.  The  air-slot  is  gradually  closed. 

5.  The  ether  is  then  made  to  moisten  a  large  ai^ea  of 
the  bag  in  order  to  increase  the  strength  of  vapour  breathed. 

6.  As  the  induction  proceeds,  the  bag  is  gently  tilted  in 
order  to  allow  the  ether  to  reach  the  sponge. 

7.  Lastly,  when  once  this  stage  of  the  administration 
has  been  reached,  the  quantity  of  ether  which  should  be  added 
to  the  sponge,  and  the  frequency  with  which  the  face-piece 
should  be  removed,  must  be  regulated  by  the  principles  already 
laid  down. 

Whilst  Ormsby*s  inhaler  is  not  so  satisfactory  as  Clover  s 
for  inducing  etherisation,  owing  to  the  fact  that  ether  vapour 
cannot  be  so  gradually  admitted,  it  is  certainly  a  very  excel- 
lent apparatus  for  maintaining  ether  anji^sthesia.  It  is 
hence  a  good  plan,  if  Ormsby*s  inhaler  is  to  be  used  for  ether, 
to  precede  the  administration  of  this  anjesthetic  by  a  small 
quantity  of  the  A.C.E.  mixture  (p.  413).  If,  however,  this 
method  be  impracticable,  the  anjesthetist  must  do  his  best  to 
reduce,  as  far  as  possible,  the  initial  discomforts  which  must 
always  attend  the  earlier  stages  of  etherisation.  The  differ- 
ences in  the  type  of  the  fully  established  ether  anaesthesia 
resulting  from  Clover's  inhaler  on  the  one  hand,  and  from 
Ormsby's  apparatus  on  the  other,  have  yet  to  be  thoroughly 
explained.  On  many  occasions,  whilst  administering  ether,  I 
liave  changed  from  a  Clover's  to  an  Ormsby's  inhaler  with 
marked  improvement  in  the  symptoms  of  the  patient.  For 
example,  I  have  often  known  cyanosis  to  quickly  vanish  and 
the   breathing    to    become    less    hampered    by    effecting    this 

1  Clin.  Jwim.,  15th  June  1898,  p.  155. 
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change  of  inhalers  during  deep  ether  aniesthesia.  It  is  prob- 
able that  the  narrow  channels  through  which  the  patient  has 
to  breathe  in  Clover  s  apparatus  may  be  responsible  for  differ- 
ences of  this  kind.  But  there  is  another  explanation,  viz. 
that  during  the  intervals  in  which  the  inhaler  is  removed  from 
the  face  the  narrower  and  more  circuitous  channels  tend 
to  retard  diffusion  between  the  bag  and  the  outer  air.  In 
Ormsby's  inhaler  there  is  greater  chance  of  diffusion,  and 
expiratory  products  are  hence  not  so  likely  to  accumulate. 
The  large -bore  apparatus  referred  to  above  (p.  278)  was 
designed  with  the  object  of  combining,  if  possible,  the  advan- 
tages of  both  Clover's  and  Ormsby's  inhalers,  and  it  certainly 
throws  less  stress  upon  breathing  and  causes  less  cyanosis 
than  the  ordinary  narrow-bore  inhalers  which  have  been  so 
long  in  use.  It  appears,  moreover,  as  far  as  my  experience 
with  it  has  gone,  to  produce  less  coughing  and  laryngeal 
irritation  than  Clovers  original  apparatus — an  interesting 
fact  considering  that  the  bore  is  larger.  Possibly  the  ethei 
vapour  is  more  evenly  diffused  through  the  inspired  air  than 
in  the  small-bore  models.  Whether  it  will  be  found  to  pro- 
duce as  good  a  type  of  deep  ether  anaesthesia  as  that  obtainable 
by  Ormsby's  apparatus  I  am  not  as  yet  in  a  position  to  say. 

IV.    IVte  Administration  of  O.rygen  with  JEtlur  Vapour 

There  is  little  if  any  advantage  to  be  gained  by  this 
system  of  anaesthetising  except  in  certain  special  cases.  In 
normal  subjects  we  have  seen  that  some  degree  of  oxygen- 
limitation  is  actually  advantageous  in  conducting  etherisation. 
In  patients  who  by  reason  of  the  presence  of  some  respirator}* 
affection  or  other  condition  do  not  display  favourable  symptoms 
under  the  "  close  "  system  of  etherisation,  rigorously  applied, 
more  air  than  usual  may  be  allowed,  or  the  semi-open  system 
adopted.  It  is  only  in  subjects  whose  respiratory  functions 
are  very  seriously  disordered  (see  p.  127)  that  oxygen  may 
with  advantage  be  administered  with  ether,  and  even  in  the^ 
cases,  unless  the  patient  be  almost  in  extremis,  and  the  heart 
seriously  embarrassed  or  failing,  it  is  questionable  whether  one 
cannot  obtain  an  equally  good  result  by  the  use  of  a  mixture 
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of  chloroform  and  ether.  Provided  the  circulatory  mechanism 
l)e  in  fair  order  there  is  every  reason  for  administering  a 
chloroform  mixture  in  preference  to  ether.  It  is  only  when, 
as  in  bad  cases  of  pleuro-pneumonia  or  empyema,  the  cardiac 
state  is  really  to  be  feared,  that  chloroform  or  its  mixtures 
should  be  avoided ;  and  it  is  in  such  exceptional  cases  as  these 
that  the  use  of  oxygen  with  ether  is  to  be  recommended. 
The  best  and  simplest  plan  is  to  pass  a  small  tube  into  a 
Kendle's  inhaler  and  to  keep  up  a  constant  stream  of  oxygen 
through  this  tube  whilst  administering  ether  from  the  sponge 
of  the  inhaler. 

V.  Rectal  Etherisation 

Eectal  etherisation  seems  to  have  been  first  suggested  by 
Roux  in  1847^;  and  Pirogoff  practised  it  upon  the  human 
subject  in  the  same  year.  The  chief  object  in  view  was  to 
facilitate  the  performance  of  opei-ations  within  and  about  the 
mouth,  nose,  and  pharynx.  Liquid  ether,  sometimes  mixed 
with  water,  was  at  first  used ;  but  it  was  soon  found  that 
more  satisfactory  results  followed  the  employment  of  ether 
vapour.  Within  more  recent  times  the  practice  has  been 
revived  by  Axel  Yversen  and  MoUi^re.  The  latter  has  given 
the  method  a  fairly  extensive  trial,^  and  speaks  well  of  it. 
He  first  tried  Richardson's  hand-bellows  for  introducing  the 
ether  vapour,  but  afterwards,  in  five  cases,  used  an  india- 
rubber  tube  which  was  connected  with  a  bottle  of  ether 
immersed  in  water  at  122°  F.  The  ether  vapour  was  allowed 
to  gradually  enter  the  rectum.  As  a  rule,  not  more  than  2 
oz.  of  ether  was  used.  After  5  to  10  minutes  a  taste  of 
ether  was  experienced  by  the  patient,  and  drowsiness  was  felt. 
The  rectal  administration  was  supplemented  by  inhalation  if 
necessary.  Excitement  was  rarely  met  with.  In  the  same 
year  Dr.  Weir^  published  a  case  in  which  rectal  etherisation 
proved  fatal.  The  patient  was  a  child  of  eight  months ;  the 
operation  was  for  hare -lip.  Less  than  2  oz.  of  ether  was 
used.     Depression,  followed  by  melaena,  supervened,  and  the 

^  Journal  de  V Academic  des  SeienceSf  1847,  p.  146. 

«  Lyon  Midical,  28th  April  1884. 

3  Nexo  York  Med,  Record,  3r(i  May  1884. 
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child  died  next  morning.  Dr.  W.  T.  BulP  also  publishri 
seventeen  cases.  Meht^na  occurred  in  seven  of  these.  Numer- 
ous other  trials  of  the  system  have  l>een  recorded.^  In  somt 
of  these  pix)found  and  prolonged  stupor  with  cyanosis,  cor- 
tracted  pupils,  and  asphyxial  symptoms  occurred.  Quilt 
recently  Dr.  Buxton  has  employed  rectal  etherisation  fn^r 
certain  cases,  and  finds  it  "  to  answer  admirably  for  operations 
about  the  mouth,  nose,  and  post-buccal  cavities,  for  intra-  an*: 
extra-laryngeal  operations,  for  staphylorrhaphy,  and  for  opera- 
tions for  the  relief  of  empyema."*  He  has  also  used  the 
method  for  operations  upon  the  tongue  and  jaws  with  success 
and  states  that  the  plan  gives  greater  facilities  and  freedom  i< 
the  operator  than  any  other  with  which  he  is  acquaintal 
He  employs  an  apparatus  similar  to  that  of  Molli^re,  anl 
finds  that  a  temperature  of  120°  F.  (for  the  water  round  tht 
ether  bottle)  answers  well.  Furtlier  experience  with  the 
system  is,  however,  necessary.  If  the  risk  of  diairhciA 
meliena,  and  after-stupor  could  in  any  w^ay  be  greatly  reduceii 
rectal  etherisation  would  be  strongly  indicated  in  certain 
cases.  But  as  matters  stand,  the  process  has  too  many  objec- 
tions attached  to  it  to  warrant  us  in  employing  it  save  in  very 
exceptional  cases. 

B.    THE  EFFECTS   FBODUCED  BY  THE  ADMINISTRATIOI 

OF  ETHEB 

With  proper  attention  to  a  few  cardinal  points,  and  with 
a  little  practice,  the  administrator  will  find  that  he  is  not  only 
able  to  materially  lessen  the  disadvantages  of  ether  as  ac 
aniesthetic,  but  that  he  can,  without  danger  to  his  patient,  or 
anxiety  to  himself,  induce  and  maintain  by  its  means  a  most 
satisfactory  form  of  antes thesia  for  surgical  operations.  Although 
there  are  often  little  difficulties  to  be  overcome  early  in  the 
administration ;  although  the  anii^sthetic  may  cause  a  degree  of 
respiratory  activity  which  does  not  contrast  very  favourably 
with  the  more  tranquil  breathing  of  other  anaesthetics ;  although 
the  air-way  is  more  liable  to  become  temporarily  occluded  than 

1  Xew  Vork  Med.  Record,  Srd  May  1884. 

'^  See  Med.  Times  and  Oaz,y  7th  June  1884  (quoted  in  Pi-actitioner,  vol.  xxxui 
p.  58)  ;  also  Brit.  Med.  Journ.,  3rd  October  1885,  p.  659.  '  C>p.  cit,  p.  ^^. 
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tf-lien  employing  chloroform,  the  anti^sthesia  from  ether  is  as 
afe  as  one  can  reasonably  expect  profound  surgical  anaesthesia 
o  be.  Ether  narcosis,  moreover,  strongly  contrasts  with  that 
tf  chloroform  in  one  important  respect,  viz.  that  when  once  it 
las  become  established,  the  warning  given  of  approaching 
longer  is,  in  practically  every  case,  sufficient  to  enable  the 
maesthetist  to  rescue  his  peitiejit^,  .IJudjer  ,th^  influence  of 
chloroform  patients  not  unfreaLiuantlVipasfi.inta  a  condition  of 
langer  with;bjit  Jittle.or.np  w^ruing.  :  "Ih^^  jnp<]eifit,^j  healthj^ 
patient  under  3ett"^K may  be^raised;int6  tlA6;iittihg  ^ostoe*.lie 
nay  be  subjected  te.  an  operation  before- he  is  very  deeply 
intesthetised  ^ ;  his  ^  air;-sup|3y  •  niSy  I  be  so*^  aescrici^e^ ;  thdt  a 
considerable  degree  of 'cyanosis  is  occasioned;  and  yet  his 
[circulation  will  not  show  that  liability  to  comparatively  sudden 
fluctuations  and  depressions  which,  whatever  may  be  their 
precise  physiological  explanation,  most  undoubtedly  occui*  under 
chloroform.  In  addition  to  these  imi:)ortant  considerations,  the 
respiration  under  ether  is  usually  so  ob\dous  and  audible  'that 
any  alteration  in  the  function  of  breathing  may  be  at  once  de- 
tected: the  sleep-like  and  inaudible  respiration  not  unfrequently 
met  with  under  chloroform  is  almost  unknown  under  ether. 

The  phenomena  of  ether  anaesthesia  will  necessarily  depend 
upon  the  system  and  method  of  administration  adopted.  When 
the  anaesthetic  is  given  slowly  and  with  a  free  supply  of  air, 
i.e.  by  the  open  system,  there  will  be,  as  we  have  already  seen, 
some  difficulty  in  obtaining  true  aniesthesia,  except  in  very 
young  subjects.  When  the  air-supply  is  slightly  restricted,  in 
other  words,  when  the  semi-open  system  is  used,  anaesthesia 
will  more  rapidly  ensue,  but  excitement  and  intoxication 
phenomena  will  still  be  liable  to  manifest  themselves.  When, 
however,  close  methods  are  adopted  patients  may  be  anaisthetised 
with  little  or  no  movement  or  struggling,  for  the  anoxttmia 
thus  induced  constitutes  a  powerful  factor  in  the  process. 
Owing  to  the  rapidity  and  quietude  with  which  patients  may 
be  anaesthetised  by  ether  when  the  air- supply  is  properly 
regulated,  we  do  not  now,  as  formerly,  have  such  a  favourable 

*  Although  the  commencement  or  i»erformance  of  an  oitei-ation  during  imper- 
fectly established  ether  anaesthesia  is  not  attended  by  that  risk  which  obtains 
under  similar  circumstances  witli  chloroform,  such  a  procedure  should  never  he 
adopted  save  in  exceptional  cases. 
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opportunity  of  stu«iyiiu  th^'  5*>-i:uIl-*!  stages  of  the  iuhalaii  l 
For  luanv  rea^sons,  however,  and  m*^re  esrieciallv  for  the  corrt^.: 
understaniling  of  except ioual  case?,  it  is  well  tiiat  u-e  sh«'ul^ 
continue  to  sj»eak  of  these  degrees  or  stages. 

Tint  Degree  or  Stage. — In  consequence  of  the  pun;;'rn: 
and   rather   disagreeable   o^Iour   of  ether,  it  is   impossible  : 
completely  avoid  all  uapl^-psant  ;sen-ations  at  the  cumineni-r- 
ment  of  the  inlii-atioo.-    When  ^rell  diluted  with  air,  howevK. 
or  cautioiislv  adgiinlstered  dunoir  the.  re-hEeathioji  of  a  limiic 
qjisciitUy  of  a^r  afe  iy  t'lovet  s  inka>r,  ^he  irritr.nt  etfects  of  th- 
vapour  will  be  t^watly  minimised.  ,  Should  the  vapour  be  t*-. 
strong;  fctr  the* pa'ticular  patient,  tlie  glt»tti^  will  close,  as  in  tL- 
early  stage  of  swallowing,  and  a  feeling  of  suffocation  may  i^e  ex- 
perienced.    AMien  the  aua^theiic  is  so  administered  that  closur- 
of  the  glottis,  repeated  acts  of  swallowing,  and  cough  are  more  * : 
less  completely  prevented,  respiration  will  rhythmically  procet^. 
and  will  become  deeper  and  quicker  than  normal     r>istiirbauot^ 
of  the  special  senses  (p.  218)  are  common.     The  pulse  is  usualij 
considerably  accelerated.     The  pupils  are  large  and  verj'  mobilt 

Second  Degree  or  Stage. — Loss  of  consciousness  takr^ 
place  abniptly.  Tlie  patient  passes  into  a  condition  in  which 
although  memory,  volition,  and  intelligence  are  abrogateil,  h- 
will  readily  respond  to  stimuli.  The  response  may  have  -dj 
the  appearance  of  conscious  response.  Questions  may  it 
answered ;  but  the  answers  will  probably  be  nonsensii  uL 
Laughing,  struggling,  shouting,  and  singing  may  be  met  will 
at  the  commencement  of  this  stage  if  the  administration  bt 
slowly  conducted.  Such  phenomena  are  more  likely  to  ocmr 
in  patients  who  require  considerable  quantities  of  the  an;t^- 
thetic  than  in  others.  Struggling  will  often  fail  to  apj^ar 
if  the  slight  restless  movements  of  the  arms  and  legs,  which 
are  conmion  at  this  stage,  be  unrestrained.  Holding  th^ 
patient  down,  as  well  as  other  interferences,  may  readily  evoki 
struggling.  Hallucinations  of  sight  and  hearing  often  occur 
especially  when  ether  is  slowly  given  with  plenty  of  air.  Tli* 
pupils  are  still  mobile,  and  usually  more  or  less  dilated.  The 
muscular  system  is  for  the  most  part  thrown  into  a  state  •  i 
tonic  contraction ;  but  clonic  movements  may  sometimes  he 
witnessed  towards  the  close  of  the  stage.     In  exceptional  cas<? 
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a  fine  tremor,  known  as  "  ether-tremor,"  may  oeeur.^  This 
phenomenon  appears  to  belong  more  to  the  second  than  to  the 
third  stage  of  etherisation,  seeing  that  it  may  usually  be  con- 
trolled by  a  deeper  anaesthesia ;  so  tliat  it  is  referred  to  here. 
Mucus  and  saliva  are  freely  secreted,  especially  in  young  and 
florid  subjects.  The  features  become  flushed,  the  conjunctivae 
injected,  perspiration  commences  to  break  out  over  the  face  and 
other  parts,  and  a  harmless  degree  of  duskiness,  varying  with 
the  quantity  of  air  admitted  and  with  the  patient's  normal 
colour,  will  be  observed.  The  pulse  is  quick  and  bounding. 
Any  articulate  language  which  may  have  been  uttered  becomes 
replaced  by  disjointed  speech,  which  in  its  turn  is  followed  by 
inarticulate  muttering,  and  subsequently  by  mere  syllables  or 
expiratory  noises.  The  breathing  during  this  stage  is  inclined 
to  be  irregular  and  a  trifle  hampered,  owing  to  the  tendency  to 
general  muscular  spasm.  Temporarily  suspended  respiration 
may  thus  sometimes  be  met  with,  more  especially  in  muscular 
subjects.  The  commonest  cause  for  these  slight  irregularities 
in  breathing  at  this  stage  is  the  employment  of  too  strong  a 
vapour.  Clenching  of  the  teeth  from  masseteric  spasm,  half- 
performed  acts  of  swallowing  necessarily  interfering  with 
respiration,  and  varying  degrees  of  laryngeal  spasm  are  one 
and  all  liable  to  arise  from  this  cause.  As  the  inhalation 
proceeds,  however,  the  breathing  grows  more  and  more  regular, 
and  commencing  stertor  may  be  detected.  Those  muscles 
whose  special  office  it  is  to  carry  on  respiration  now  become 
incapable  of  being  reflexly  affected  by  the  stimulus  of  ether, 
whilst  others,  whose  spasmodic  contraction  would  only  indirectly 
affect  the  rhythm  and  amplitude  of  breathing  (such  as  many  of 
the  muscles  bounding  and  influencing  the  conformation  of  the 
upper  air- passages),   are  now  unable   to   interfere  with   free 

^  I  have  notes  of  several  cases  of  ' '  ether- tremor. "  In  four  of  these  it  was  con- 
siderable. The  ages  of  three  of  the  patients  were  21,  24,  and  30  respectively  ;  no 
age  is  recorded  in  the  other  case.  In  one  instance  (the  patient  aged  30)  the 
tremor  came  on  before  the  operation  commenced.  In  the  patient  aged  24,  a 
healthy  and  well -developed  man,  undergoing  an  oi>eration  for  varicose  veins,  the 
tremor  was  associated  with  a  very  large  pupil  and  some  lid-reflex.  JuUiard 
{op.  cU.)  states  that  he  has  never  witnessed  this  phenomenon  in  women,  and 
also  that  the  patients  in  whom  tremor  occurs  are  invariably  alcoholic  or  extremely 
nervous  subjects.  With  the  latter  statement  I  cannot  agree,  as  I  have  witnessed 
the  symptom  in  question  in  young  and  non-alcoholic  patients. 

U 
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respiration,  owing  tx)  their  having  become  flaccid  under  tbe 
anaesthetic.  In  tliis  manner  the  patient  passes  into  the  tbire 
stage  of  anitsthesia. 

The  reader  must  bear  in  mind  that  when  the  administratioc 
is  properly  conducted  the  duration  of  the  second  stage  is  (^ 
shorter  than  the  above  description  might  suggest  Whec  i 
close  inhaler  is  used,  both  the  first  and  second  stages  may  it 
passed  over,  and  deep  anjesthesia  reached  in  from  three  to  foti 
minutes.  But  for  purposes  of  analysis  we  have  had  to  pictuit 
to  ourselves  a  slow  inhalation  with  more  air  than  is  usualj 
advisable.  Moreover,  in  the  above  description  it  has  bet-i 
taken  for  granted  that  no  surgical  or  otlier  procedure  whia  I 
would  produce  pain  in  a  conscious  patient  has  been  in  progres.  I 
The  influences  upon  respiration  and  circulation  which  may 
result  from  commencing  an  operation  before  full  siinricai 
anaesthesia  has  become  established  are  fully  discussed  elsewhere 

Third    Degree    or    Stage. — When    the    respiration    ba> 
become  regular  and  stertorous,  tlie  cornea  insensitive  to  toucL  » 
and  the  extremities  flaccid,  the  patient  may  be  said   to  havt  I 
passed  into  the  third  degree  of  anaesthesia,  and  to  be  ready  for 
any  surgical  operation. 

Tlie  respiration  during  deep  etherisation  is,  M^ith  the  rarest 
exceptions,  always  forcible  and  distinctly  audible.  Owing  to 
the  almost  invariable  presence  of  a  small  quantity  of  mucus  in 
the  fauces  and  larynx,  breathing  has  a  moist  character  in 
addition  to  its  usual  stertor.  A  little  tendency  to  spasm  of  I 
the  masseters  and  adjacent  muscles  may  remain  for  a  while  ' 
and  necessitate  the  lower  jaw  being  pushed  forward  from 
behind  (see  Fig.  55,  p.  444).  Such  spasm,  however,  gradually 
subsides.  The  anivsthetist  must  bear  in  mind  that  unless  he 
keep  up  a  nearly  continuous  administration  the  patient  will 
quickly  pass  back  into  the  preceding  stage,  and  irregularities  | 
in  breathing  will  thus  become  developed.  The  rate  of  respira- 
tion is  always  markedly  increased,  varying  considerably  in 
different  cases,  and  being  dependent  upon  numerous  circum- 
stances, foremost  amongst  which  must  be  mentioned  the  degret 
of  air -limitation  practised.  Ether- stertor  is  most  commonly 
due  to  the  base  of  the  tongue  coming  in  contact  with  the 
pharynx,  and  as  breathing   usually  takes   place   through  the 
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nose  the  stertor  usually  has  a  nasal  character.  Pushing  the 
lower  jaw  forwards  from  behind  at  once  diminishes  or  stops 
the  snoring.  A  tendency  to  laryngeal  closure,  either  from  too 
strong  an  ether  vapour  or  from  operative  measures  upon  certain 
])arts  of  the  body  (p.  449),  is  not  uncommon,  but  rarely  gives 
rise  to  diflBculty.  Sometimes  the  crowing  breathing  will  per- 
sist throughout.  When  dependent  upon  the  first-named  cause 
the  spasm  will  subside  with  less  of  the  anaesthetic;  when 
occurring  during  rectal  or  other  operations  upon  sensitive  parts 
more  of  the  anaesthetic  is  usually  indicated.  It  is  hardly 
necessary  to  add  that  the  amplitude,  regularity,  and  even  the 
rate  of  breathing  will  depend  upon  the  conformation  and  size 
of  the  upper  air-passages  in  addition  to  other  factors. 

The  circulation  of  the  etherised  patient  gives  numerous 
clinical  indications  of  its  remarkable  fulness  and  force.  Tlie 
heart's  action  is  excited ;  the  pulse  full,  bounding,  and  regular ; 
the  face  is  abnormally  flushed ;  and  incised  parts,  more  especi- 
ally in  the  neighbourhood  of  the  neck,  are  very  vascular.  By 
means  of  Leonard  Hill's  "  sphygmometer  *'  it  may  be  demon- 
strated that  the  arterial  pressure  remains  constant  at  its  normal 
level,  or  falls  at  most  5-10  mm.  of  mercury.  The  pulse,  slower 
than  during  the  second  stage,  but  considerably  quicker  than 
normal,  is  usually  from  80  to  110  per  minute.  It  is  not 
uncommon,  however,  especially  in  cases  in  which  respiration  is 
*^reatly  accelerated  from  air-limitation  or  embarrassed  from 
other  causes,  for  the  pulse-mte  to  be  160  or  even  more.  In 
one  (myxcedematous)  patient  I  found  it  190  per  minute  during 
deep  antesthesia,  ■  the  only  peculiarity  of  the  case  being  that 
respiration  was  also  very  rapid.  A  roseolous  rash  sometimes 
makes  its  appearance  upon  the  chest,  neck,  and  other  parts, 
when  the  vascular  excitement  is  at  its  height.^  Profuse  per- 
spiration is  not  uncommon. 

The  pupils  of  deep  etherisation  deserve  special  mention,  as 
they  differ  from  the  chloroform  pupils  in  some  respects.  They 
are  usually  of  moderate  size  or  slightly  dilated,  i.e.  from 
'^}^  to  4J^  mm.,  and  are  active  to  light.     The  causes  which 

^  Mr.  Edgar  Willett  states  (St.  Bartholomews  Hasp.  Reports,  vol.  xxxii.)  that 
the  eruption  apj)ear8  suddenly  after  three  or  four  minutes'  etherisation  ;  that  it 
gradually  disap{)ears  after  two  more  minutes  ;  that  it  is  most  common  in  women ; 
and  that  it  usually  affects  the  area  supplied  by  the  superficial  cervical  plexus. 
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may  influence  tlieir  size  will  be  dealt  with  below  when  dis- 
cussing the  depth  of  anaesthesia  necessary  for  surgical  oi>eratioii5 
(p.  301).  In  certain  cases  in  which  a  very  deep  aniesthesu 
is  essential  the  anaesthetic  may  have  to  be  administered  till 
the  pupil  is  considerably  dilated,  i.e.  5  to  5^  mm.  Kappeler 
found  from  observations  upon  150  cases  that  the  pupil  wa> 
contracted  in  37  during  deep  etherisation. 

The  position  of  the  eyeballs  during  deep  anaesthesia  i^ 
similar  to  that  observed  under  chloroform  (see  p.  335). 

The  degree  to  which  the  mnsciilar  ssrstem  is  relaxed  wil! 
depend  not  only  upon  tlie  depth  of  etherisation,  but  ui)on  the 
nature  of  the  operation  which  is  in  progress.  In  some  cases  a 
minor  degree  of  rigidity  may  pei*sist  for  a  considerable  time. 
In  several  instances  I  have  had  occasion  to  believe  that  the 
muscular  rigidity  present  in  deep  aniesthesia  has  depends 
upon  the  restriction  of  air,  and  liave  noticed  that  it  has  pass^i 
away  with  an  increase  in  the  quantity  of  air  admitted. 

It  is  hardly  necessary  to  point  out  that  the  colour  of  tbe 
face  and  lips  will,  during  tliis  as  during  other  stages,  greath 
depend  upon  the  degree  to  which  air  is  withheld. 


C.  DANGEBS  COimECTED  WITH  THE  ADMINI8TKATI0H 

General  Coxsidekation 

In  moderately  healthy  subjects  the  inhalation  of  ether  is 
like  that  of  nitrous  oxide,  practically  unattended  by  risk  to  life. 
The  fatalities  which  have  been  reported  have  almost  invariably 
taken  place  in  exhausted  or  markedly  diseased  individuals. 

On  looking  through  the  Lancet  and  Brit.  MeiL  Jo  urn.  for  ten  year> 
(1880  to  1889  inclusive)  I  find  27  fatalities  from  ether  recorded  as  having 
occurred  in  Great  Britain  during  that  period.  In  24  of  these  the  patient^ 
were  suffering  from  various  diseai^s  which  had  seriously  impwiired  their 
general  health.  Of  the  three  J^niaining  fatalities,  one  is  so  imperfectk 
reported  as  to  be  useless  for  purposes  of  analysis ;  and  one  can  hardly  1* 
ascribed  to  the  anaesthetic,  seeing  that  death  was  caused  by  vomited  matter 
entering  the  trachea.  The  only  casualty  which  occurred  from  the  dirwt 
effects  of  ether  took  place  in  a  patient  whose  general  health  was  probably 
though  not  certainly  good,  and  would  most  likely  have  been  averted  by 
tracheotomy.    The  following  analysis  of  the  27  cases  may  be  of  interest :— 
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Table  showing  the  Ether  Fatalities  reported  in  the  Lancet  and 
British  Medical  Journal  as  having  occurred  in  Great  Britain  during 
ten  years  (1880-1889  inclusive). 


Condition  of  Patient  at  Time  of  Administration. 

GiioUP  1. — Fatients  snjf'&ring  from  som^  pre-existing  morbid  state 
capable  of  impedi)ig  respiration  during  ancpslhesiu 
Empyema— 2  cases  {B. M.J. ylSth  March  1886,  p.  489  ;  B.  M.J., 

22nd  April  1882,  p.  589). 
Pleural  effusion,  ascites,  dilated  heart,  and  renal  disease — 

1  case  {B.M.J.,  20th  Aug.  1881,  p.  327). 
Bronchitis,  emphysema,  fatty  heart,  and  adherent  pericardium 

— 1  case  (X.,  24th  Jan.  1885,  p.    178.      Also  reported  in 

B.M.J,,  13th  March  1886,  p.  489). 
Cancer  of  lung,  liver,  and  upper  jaw — 1  case  (X.,  27th  Aug. 

1881,  n.  386,  and  B.M.J,  25th  Feb.  1882). 
Enlarged  thyroid — 2  cases  (X.,  15th  Nov.  1884,  p.  895,  and 

B.M.J,  2nd  May  1885,  p.  887 ;  B.M.J,  15th  March  1884, 

p.  508). 
Diphtheritic  laryngitis — 1  case  (X.,  18th  June  1881,  p.  1014). 
"Cancerous  growth  in  gums  and  throat" — 1  case  {B.M.J. , 

23rd  Feb.  1884,  p.  378). 
Extensive    pleural  adhesion   and   oedema   of  lungs — 1    case 

{B.M.J.,  18th  Dec.  1880,  p.  1000). 


Giioup  2. — Patients  suffering  from  cancerous  or  other  affectums 

producing  ejctreme  crhaustion  .... 

Intestinal  obstruction — 3  cases  (X.,  4th  Sept.  1880,  p.  376; 

B.M.J.,  15th  Jan.  1881,  p.  103). 
Uncomplicated  asthenia — 1  case  {B.M.J.,  13th  March  1886, 

p.  489).  ^ 
Feeble  patients  with  abdominal  tumours — 3  cases  {B.M.J., 

2ud  May  1885,  p.  887  ;  B.M.J,  15th  July  1882,  p.  103). 
Asthenia  with  morbus  cordis — 2  cases  (X.,  27th  Mav  1882, 

p.  892  ;  X.,  3rd  Dec.  1887,  p.  1132). 
Large  sarcoma  of  chest- wall,  feeble  patient — 1  case  {B.M.J., 

1st  Jan.  1881,  p.  14). 


GrouI'  3. — Faticnls  suffering  from  renul  disease  and  morbus  cordis 
Vesico-vaginal  fistula  (a  coloured  woman)— 1  case  (X.,  20th 

April  1889,  p.  800). 
Extreme  obesity— 1  case  {B.M.J.,  22nd  Nov.  1884,  p.  1027). 
DitTuse  cellulitis  of  palm  and  wrist — 1  case  {B.M.J.,  3rd  Sept. 

1881,  p.  414). 

Giioup  4. — Patients  in   moderatclg  good   health   at  tJte  time  of 
administration       ....... 

Sudden  cessation  of  respiration  before  operation — ?  cause — 

1  case  (X.,  3rd  Sept.  1881,  p.  430).* 
Vomited  matters  entered  larynx  and  trachea — 1  case  {B.M.J., 
3rd  Sept.  1881,  p.  414). 


Group  5. — Exhausted  patient — ovarian  tumour — death  from  put- 
moiuinj  congestion  seventeen  hours  after  operation 
{B  M.J,  2iid  May  1885,  p.  887)    .    *     . 

Group  6. — Imperfectly  reported  (X.,  6th  Dec.  18St,  j»,  1027) 


Fatelities. 


10 


10 


2 


1 
1 

"27 
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Special  Considerations 

1.  The  Administration  of  an  Overdose :  Fourth  Degree 
or  Stage. — Generally  speaking,  we  may  say  that  so  long  a> 
the  conjunctiva  remains  sensitive  any  symptoms  of  danger 
which  the  patient  may  exhibit  will  depend  upon  other  caust^ 
than  the  administration  of  an  overdose  of  the  aniesthetic 
The  phenomena  we  are  about  to  discuss,  therefore,  an* 
phenomena  occurring  in  association  with  an  insensitive  con- 
junctiva. 

Should  the  administration  of  ether  be  carried  too  far. 
respiration  will  commence  to  show  signs  of  failure.  With 
this  indication  of  danger  the  pupil  will  be  more  or  les? 
dilated ;  the  colour  dusky  rather  than  pale ;  the  eyelids 
slightly  separated ;  and  the  pulse,  although  still  remarkably 
good  considering  the  respiratory  depression,  somewhat  le>v- 
forcible,  and  probably  slower  than  it  was  previously. 

The  manner  in  which  respiratory  failure  occurs  will  varv 
in  different  cases.  In  the  majority  of  instances  the  breathiiiL' 
loses  its  stertor,  becomes  feebler  and  feebler,  and  then  alto- 
gether ceases.  In  some  instances,  prolonged,  difficult,  ami 
rather  wheezy  expiration,  with  shallow  inspiration,  may  he 
observed,  and  may  indicate  a  dangerous  depth  of  narcosis. 
In  others,  again,  the  regular  and  deep  stertor  which  has  been 
present  may  be  succeeded  by  jerky,  intermittent,  and  gaspini: 
breathing,  during  which  the  respiratory  movements  may 
abruptly  come  to  a  standstill. 

An  occluded  state  of  the  upper  air- passages,  although 
possibly  occurring  in  some  cases  as  the  result  of  too  large  a 
quantity  of  the  amesthetic,  is  probably  more  often  associateil 
with  a  light  or  moderately  deep  aniesthesia.  It  is  quite 
conceivable  that  a  falling  together  or  spasm  of  the  arytivuo- 
epiglottidean  folds,  such  as  that  which  Lord  Lister  has 
described  as  arising  under  chloroform,  may  result  from  toxic 
doses  of  ether ;  but  evidence  on  this  matter  is  still  needed. 

Similarly,  spasmodic  fixity  of  the  chest  is  probably  more 
frequently  associated  with  incomplete  than  with  dangerously 
deep  narcosis  (see  p.  296). 
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The  all-important  point  concerning  respiratory  failure  in 
moderately  healthy  patients  under  ether  is  this:  However 
such  failure  may  arise,  the  circulation  of  the  patient  at  the 
rruyinent  when  hreathiv^  ceases  is  sufficiently  satisfactory  for 
rcfnedial  measures  to  he  almost  invariably  successful.  The  heart 
is  not  likely  to  fail  unless  restorative  measures  be  too  long 
delayed. 

2.  Respiratory  Failure  occurring  independently  of  an 
Overdose. — The  respiratory  embarrassment  which  occasionally 
occurs   in  connection   with  the    early  stages    of   etherisation 
rarely  gives  cause  for  any  anxiety.     It  usually  passes  away 
spontaneously   as   deep  anaesthesia  becomes  established.     As 
already  mentioned  (p.  289),  masseteric  spasm,  swelling  of  the 
tongue  and  other  structures  within  the  mouth  and  nose,  half- 
performed   deglutition  movements,  and    a  varying   degree   of 
laryngeal   spasm    may  one  and    all   arise  during   the   initial 
stages  of  ether  administration,  and  may  temporarily  interfere 
with  breathing.     With  ordinary  care  no  trouble  whatever  will 
be  experienced ;  for  respiration  will  gradually  become  regular 
and   unembarrassed.     But  should  the  administration  be  im- 
properly and  carelessly  conducted,  breathing  may,  in  certain 
types  of  patients,  cease  for  a  considerable  period,  and  remedial 
measures  may  be  rendered  necessary.     Florid  muscular  sub- 
jects, with    accurately  -  meeting   teeth,  are  more  liable  than 
others  to  difticulties  in  breathing  of  this  nature.     The  treat- 
ment which  should  be  adopted  for  the  prevention  and  relief 
of  arrested  breathing  early  in  ether  anaisthesia  is  discussed  on 
p.  446. 

Laryngeal  spasm  under  ether  rarely  if  ever  culminates  in 
actual  arrest  of  breathing.  Inspiration  may  become  of  higher 
and  higher  pitch ;  less  and  less  air  may  enter  the  lungs ;  the 
colour  may  grow  more  and  more  dusky ;  but  the  respiration 
invariably  becomes  re-established  within  a  short  space  of  time. 
A  similar  condition  of  laryngeal  spasm  is  met  with  under 
chloroform ;  but  with  that  anaesthetic  the  tendency  for  breath- 
ing to  become  completely  obstructed  is  decidedly  greater  (see 
p.  351).  The  deeper  and  stronger  thoracic  and  diaphragmatic 
movements  under  ether  are  possibly  better  able  to  overcome 
the  obstacle  presented  by  the  laryngeal  spasm  than  the  less 
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Ibrcible  movements  under  chloroform.     For  further  remarks 
on  this  condition  see  p.  446. 

In  rare  instances  it  has  happened  that  breathing  imder 
ether  has  come  to  a  complete  standstill  from  spasm  of  the 
respiratory  muscles — the  chest  being  rigidly  fixed.  Some 
regard  this  state  as  resulting  from  a  too  free  use  of  the 
anaesthetic ;  but  there  is  good  ground  for  the  belief  that,  like 
laryngeal  spasm,  it  most  commonly  arises  quite  independently 
of  the  administration  of  an  overdose.  Our  knowledge  \ipf»u 
the  subject,  however,  is  imperfect.  Respiration  may  ceaN: 
with  alarming  abruptness,  and  tlie  administrator  may  find  :t 
impossible  either  to  compress  or  expand  the  chest  by  tht 
usual  methods  of  artificial  respiration.  This  fixity-  of  tU 
chest  has  been  met  with  under  chloroform  as  well  as  under 
ether  (see  p.  350).  The  only  case  in  which  I  have  seen  the 
condition  with  ether  was  a  very  remarkable  one.  The  patient 
was  a  man  of  sixty-nine  years  of  age,  whose  usual  pulse-rate 
was  30  per  minute.  He  was  only  slightly  emphysematous 
and  not  bronchitic  at  the  time.  Under  the  influence  of  ether 
his  expiration  was  rather  strained.  During  properly  estaV 
lished  anii?sthesia,  breathing  suddenly  ceased;  and  though 
there  was  no  occlusion  of  the  air-way,  it  was  absolutely  im- 
possible to  move  the  chest -walls  one  way  or  the  other  by 
artificial  means.  The  pupil  at  the  time  was  moderately  con- 
tracted. Fortunately,  breathing  spontaneously  reappeared 
after  about  half  or  three-quarters  of  a  minute.^  The  treat- 
ment of  this  condition  is  fully  considered  on  pp.  448  and  46;l 

Just  as  there  is  a  slight  liability  to  temporarily-obstructed 
breatliing  immediately  before  deep  antesthesia  is  establisheil, 
so  there  is  a  chance  of  its  occurrence  during  recovery,  ie.  at 
or  about  the  time  that  the  usual  clenching  of  the  teeth  and 
swallowing  which  precede  vomiting  are  prone  to  arise. 

Respiratory  embarrassment  from  these  causes  is   alwap 

*  Mr.  Holmes,  Dr.  Jacob,  and  others  have  recorded  somewhat  similar  case? 
imder  ether.  In  two  cases  referred  to  in  the  Brii.  Med.  Joum.,  15th  March 
1884,  p.  508,  and  2nd  May  1885,  p.  887,  respiratoryfailure  occurred  in  patientii 
suffering  from  goiti-e,  and  although  tracheotomy  was  performed  and  a  free 
|>a.ssage  to  the  lungs  o|>ened  up,  the  chest-walls  were  so  fixed  that  thej  could 
not  l>e  moved.  In  both  cases  a  fatal  termination  ensucil.  It  is  highly  prolxabl'* 
that  the  use  of  force<l  artiticial  respiration  (p.  463)  offers  the  best  chances  in 
such  cases  as  these. 
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ti attended  by  symptoms  of  cardiac  depression,  unless,  indeed, 
tie  embaiTassment  has  existed  for  a  considerable  period. 

3.  Circulatory  Failure  occurring  independently  of  an 
Overdose. — In  moderately  healthy  subjects  primary  circula- 
ory  failure  under  ether  may,  for  all  practical  purposes,  be 
egarded  as  an  impossible  event.  This  remark  does  not,  of 
ourse,  apply  to  cases  in  which  surgical  shock  takes  place. 
?he  forms  of  early  syncope  which  may  be  met  with  under 
•liloroforrn,  and  to  which  attention  will  presently  be  directed 
p.  338  et  seq.),  do  not  occur  during  the  etherisation  of 
lealthy  or  moderately  healthy  subjects.  This  brings  us,  how- 
ever, face  to  face  with  an  exceedingly  interesting  and  signifi- 
cant fact,  viz.  that  in  had  subjects,  and  especially  in  those 
with  feeble,  dilated,  fatty,  or  otherwise  diseased  hearts,  death 
nay  take  place  under  ether  with  circulatory  symptoms.  It  is 
Drue  that  in  many  of  such  cases  some  slight  impairment  of  or 
^uibarrassment  to  respiration  is  present,  but  the  patient  dies 
From  cardiac  syncope  during  the  slight  asphyxial  strain.  It 
LS  in  this  way  that  neglected  cases  of  strangulated  hernia 
succumb  during  the  process  of  etherisation,  the  "  last  straw  " 
l^eing  the  stage  of  struggling,  the  impaired  breathing  of  im- 
pending vomiting,  or  the  temporary  presence  within  the  fauces 
or  larynx  of  vomited  mattei*s. 

4.  The  Passage  of  Foreign  Bodies  (Blood,  Vomited 
Matters,  etc.)  into  the  Larynx  and  Trachea. — For  remarks 

on  this  subject  the  reader  is  referred  to  p.  452. 

5.  Other  Dangers. — Cerebral  htemorrhage  has  been  known 
to  occur  during  etherisation,^  but  is  of  extreme  rarity.  Still, 
we  must  not  lose  sight  of  the  fact  that  persons  with  very 
brittle  arteries  run  a  greater  risk  of  this  accident  under  ether 
than  under  less  stimulating  auiiesthetics  (see  p.  310). 

The  pulmonary  and  renal  complications  which  occasionally 
follow  the  use  of  ether  will  be  considered  below  (E.  After- 
effects). 

*  See  a  ease  repoi-ted  in  Amcr.  Journ.  Med.  Sciences,  1888,  New  Scries,  vol. 
xov.  ]i.  83.     See  also  p.  310. 
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D.   THE  DEPTH  OF  ANiBSTHESIA  NECESSABY  FOB 

SXJBGICAL  0PEBATI0N8 

Having  fully  considered  the  various  stages  of  etherisation 
and  the  dangers  which  may  arise,  we  are  now  in  a  position  t 
discuss  the  proper  level  of  anaesthesia  at  which  the  patiec. 
should  be  kept  during  the  performance  of  a  surgical  operatic, :. 
As  a  general  rule  the  administrator  should  endeavour  to  kee; 
the  etherised  patient  in  the  third  stage  of  anaesthesia.     A  ligl' 
narcosis,  more  especially  in  the  earlier  part  of  the  administra- 
tion, is  liable   to  be  attended  not  only  by  movement,  but  ' ; 
inconvenient  reflex  phenomena  such  as  spasm  of  the  masseter- 
closure  of  the  larynx,  coughing,  attempted  vomiting,  etc.     Tbe> 
is  in  each  case  a  particular  and  proper  level  of  anaesthesia :  tci 
in  order  that  this  level  may  be  satisfactorily  maintained,  t:- 
administrator  must  repeatedly  consult  certain  guides  or  laL*.- 
marks   which  will   now   be   considered.     Although  this  lesr! 
may  be  readily  found  and  demonstrated  in  any  given   patiei; 
undergoing    an  operation,    it    by   no  means   follows  that   i!) 
anaesthesia  attended  by  similar  symptoms  would  be  appropria" 
in  an  apparently  similar  case.     Nor   must  the  administnii'f 
take  it  for  granted  that,  because  he  has  discovered  the  proi»tr 
degree  of  anivsthesia  at  which  to  keep  his  patient  in  the  esLVS 
part  of  the  inhalation,  such  a  degree  should   be  niaintainec 
The  tendency  to  inconvenient  reflex  phenomena  seems  to  les?*^t 
as  the  inhalation  proceeds ;  and  a  depth  of  anaesthesia  whicr. 
would  be  out  of  the  question  at  the  beginning  of  an  operati-'U 
may  usually  be  advantageously  permitted  later  on.      In  deci'i- 
ing  at  what  place  or  point  we  should   keep  our  patient,  v^ 
must  be  guided  by  a  variety  of  considerations.     We  must  bear 
in  mind  that,  other  things  being  equal,  there  are  certain  opera- 
tions which  demand  a  more  profound  anaesthesia  than  othei^ 
In  the  next  place,  there  are  some  patients  whose  reflexes  ar? 
so  highly  developed  that  very  deep  etherisation  is  necessary  iii 
order   that  good  surgical  aiuesthesia  may  result.      Then  tk 
point  above  mentioned  must  not  be  forgotten,  viz.  that  after 
the  operation  has  been  in  progress  for  some  time,  and  mort 
especially  if  much   blood  has   been  lost,  and  the   patient  i* 


ETHER  299 

owing  even  slight  signs  of  exhaustion,  we  need  not  maintain 
at  degree  of  narcosis  which  was  proper  at  the  commence- 
But  of  the  case.  Clinical  evidence  goes  to  show  that,  although 
light  ether  anaesthesia  is  not  to  be  recommended,  there  is 
>t  that  danger  in  it  that  exists  in  the  case  of  chloroform ; 
other  words,  reflex  respiratory  spasm  more  rapidly  leads 
circulatory  failure  under  the  latter  than  under  the  former 
uesthetic.  As  rejjards  reflex  circulatory  failure,  the  balance 
'  evidence  is  also  in  favour  of  ether.  When  the  administrator 
is  secured  in  his  patient  the  signs  of  ether  antesthesia  to 
hich  reference  has  been  made,  he  must  narrowly  observe 
hether  the  operation  has  any  influence  in  modifying  these 
gns.  Given  that  no  such  influence  has  been  detected,  he 
uist  keep  his  patient  as  lightly  under  ether  as  is  compatible 
ith  tranquillity  and  anaesthesia.  He  must  find  out  his 
mdmarks  in  the  pirticular  case  before  him.  By  carefully 
bserving  the  effects  produced  by  more  and  less  ether 
pen — 

(a)  The  respiration ; 

(b)  The  occurrence  of  swallowing-movements ; 

(c)  The  lid-reflex  ;  and 

(d)  The  pupils, 

Je  will  have  but  little  ditticulty  in  deciding  upon  the  precise 
)lace  or  level  at  which  aniesthesia  should  be  maintained. 
Saving  once  established  surgical  anaesthesia,  he  will  find  that 
le  is  able  to  work  in  one  case  almost  entirely  by  the  respira- 
:ion ;  in  another  by  the  occurrence  of  swallowing-movements ; 
in  another  by  the  lid-reflex ;  in  another  by  the  pupil ;  and 
that  a  few  exceptional  cases  will  remain  in  which  he  will  have 
to  draw  his  inferences  from  all  these  or  possibly  from  other 
signs. 

(a)  Of  all  the  guides  as  to  the  depth  of  antesthesia,  respira- 
tion is  by  far  the  most  trustworthy.  When  once  surgical 
ambsthesia  has  become  established,  the  continued  administration 
of  ether  will  increase  the  rate,  depth,  and  stertor  of  respira- 
tion, whilst  the  temporary  withdrawal  of  the  anjesthetic  will 
be  found  to  have  an  exactly  opposite  effect.  In  this  manner 
it  is  often  possible  to  work  entirely  by  the  sound  of  the 
respiration,  giving  more  ether  when  the   breathing  tends  to 
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become  less  audible,  and  vice  versa.  A  puffing  of  the  lip* 
with  expiration  is  common  in  deep  etherisation.  In  tlK«?^ 
cases  in  which  it  occurs  it  constitutes  a  good  guide.  It 
some  patients  there  is  an  undoubted  tendency  towards  sliglitlv- 
obstrncted  breathing,  more  especially  when  the  ana?sthe«:» 
is  not  so  deep  as  it  should  be.  This  tendency,  which  > 
thoroughly  discussed  on  p.  289,  must  always  be  borne  ii 
mind.  It  is  not  a  dangerous  tendency,  because  by  siinjtK 
keeping  the  lower  jaw  pressed  forwards  from  behind  it  dis- 
appears. It  is  most  pronounced  in  muscular  and  vigoroo.- 
subjects. 

In  many  cases,  and  more  especially  in  operations  iij-i 
comparatively  insensitive  parts,  and  in  protracted  administra- 
tions, the  respiration  need  not  be  kept  as  deep  and  stertoroi^ 
as  is  generally  desirable. 

Sometimes  an  expiratory  moaning  sound  is  made,  and  mar 
constitute,  by  its  alternate  absence  and  presence,  in  respot>< 
to  more  or  less  ether,  a  valuable  guide  to  the  administrator. 

A  moist  expiratory  rale  (^laryngeal  or  tracheal)  indiealr^ 
that  less  of  the  auicsthetic  should  be  dven  :  and  the  same  niav 
be  said  of  "  strained  "  or  prolonged  expiration. 

{h)  Given  that  the  breathing  has  by  a  free  use  of  eth^: 
been  made  deep,  regular,  and  stertorous,  a  temporary  with- 
drawal of  the  anaesthetic  will  not  only  be  followed  by  moiv 
tranquil  respiration,  but  very  often  a  tendency  to  swallowinf, 
or  even  coughing,  will  result,  and  so  respiratory  rhythm  will 
become  interfered  with.  The  act  of  swallowing,  easily  recog- 
nised by  placing  the  fingers  over  the  larynx,  is  sometinit> 
the  first  indication  that  the  patient  is  emerging  fixmi  defj 
auivsthesia,  and  when  it  occurs  the  administrator  should  at 
once  give  a  little  more  ether  if  he  wishes  to  avoid  the  coughing, 
straining,  and  vomiting  which  may  follow. 

{c)  The  lid-reflex,  i.e.  the  closure  of  the  eyelid  when  the 
ctmjunctiva  or  cornea  is  touched  by  the  finger,  although 
regarded  by  many  as  an  untrustworthy  guide,  is  in  luy 
own  experience  a  most  valuable  indication  of  the  depth  of 
anaesthesia.  In  order  that  it  may  be  properly  made  use  of,  the 
administrator  must  remember  three  facts.  In  the  first  place, 
it  very  commonly  happens  that,  although  no  lid-reflex   can  k 
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ited  by  touching  the  margin  of  the  lids  or  the  conjunctiva 
ering  the  sclerotic,  a  brisk  closure  will  follow  the  applica- 
i  of  the  finger  to  the  cornea.  In  the  next  place,  the 
junctiva,  by  being  repeatedly  touched,  loses  its  sensibility. 
d  lastly,  there  are  degrees  of  this  reflex,  so  that  the  patient 
y  require  to  be  kept  at  a  stage  of  aniesthesia  bounded  on 

one  side  by  considerable  and  on  the  other  by  very  slight 
■reflex.  It  is  sometimes  easier  to  feel  than  to  see  a  minor 
jree  of  lid-closure  in  response  to  touch.  Moreover,  when 
in  having  frequently  touched  the  conjunctiva  of  one  eye  its 
isibility  has  become  diminished,  the  other  eye  may  be  tested. 
is  a  good  plan,  indeed,  to  keep  one  conjunctiva,  as  it  were, 
reserve.  Whether  or  no  the  administrator  should  allow  the 
-reflex  to  be  present  must  depend  uprm  the  behaviour  of 
3  patient  when  he  is  permitted  to  display  a  slight  degree  of 
is   reflex.     Generally  speaking,  the  lid-reflex  should  be  kept 

abeyance,  especially  during  operations  upon  very  sensitive 
trts,  and  in  patients  whose  reflexes  are  highly  developed. 
i  antemic  and  weakly  subjects,  and  in  long  operations,  lid- 
flex  may  usually  be  allowed,  and  will  be  found  to  be  perfectly 
•napatible  with  satisfactory  anaesthesia. 

(d)  If  carefully  watched  and  studied  the  pupils  will,  in 
LOst  eases,  aftbrd  valuable  information.  As  the  third  stage 
I  anaesthesia  becomes  fully  established  they  lose  the  mobility 
Inch  they  displayed  in  the  first  and  second  stages,  and 
radually  settle  down,  so  to  speak,  to  a  particular  size  for  the 
articular  case.  The  anaesthetist  should  pay  no  attention  what- 
ver  to  the  pupil  till  other  signs  have  testified  to  the  presence 
f  surgical  anaesthesia.  He  should  then  notice  whether  any 
eflex  dilatation  takes  place  when  the  operation  is  commenced. 
>hould  the  patient  be  very  deeply  under  the  anaesthetic  no 
uch  dilatation,  or  very  little,  will  as  a  rule  result.  Should 
>uch  dilatation  have  taken  place,  it  will  usually  gradually 
lubside,  but  it  may  pei-sist.  The  pupil  will  be  of  little  service 
13  a  guide  until  after  about  a  quaiter  of  an  hour  from  the 
beginning  of  the  administration.  The  anaesthetist  should  now 
watch  its  behaviour  with  more  and  less  of  the  anaesthetic,  and 
he  will  usually  have  but  little  difficulty  in  deciding  what  size 
of  pupil  indicates  proper  anaesthesia  in  the  case  before  him. 
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We  have  already  seen  that  the  average  pupil  of  deep  ethe^^ 
tioii  is  one  of  moilerate  size  (.3^  to  4^  mm.);  but  in  sc»Lr 
patieuts  a  smaller,  and  in  others  a  larger  may  be  seen  durii. 
satisfactor}'  narcosis.  The  ana^stlietist  will  usually  observe  tL: 
if  he  give  less  ether,  the  proper  pupil  of  the  particular  c.:- 
will  get  smaller ;  if  he  inci*ease  the  depth  of  etherisation 
will  grow  larger.  He  may  see,  for  example,  that  if  he  all* 
a  pupil  of  4  mm.  to  come  down  to  2  or  2^  n»m.,  the  patir  : 
will  commence  to  swallow,  strain,  or  show  indications  of  cou: 
But  the  pupil  does  not  always  diminish  in  size  in  response : 
less  ether,  and  increase  in  size  in  response  to  more.  The  matter 
is  ^complicated  by  the  frequent  tendency  of  the  pupil  to  gT"' 
large  from  reHex  irritation  caused  by  surgical  or  other  pro- 
cedures. This  tendency  is  more  marked  when  a  light  aniestlie> . 
is  maintained.  Should  this  tendency  to  reflex  dilatation  be  irr 
sent,  we  can  readily  understand  that  it  would  be  checked,  ^ 
other  words,  the  pupil  would  grow  smaller  by  more  of  the  aiii»^ 
thetic.  Neurotic  and  aniemic  subjects,  as  well  as  children,  d 
uufrequently  exhibit  a  great  susceptibility  to  reflex  dilatation  : 
the  pupil  throughout.  In  old  people,  on  the  contraiy,  and  r 
those  whose  reflexes  are  not  so  highly  developed,  the  pupil  > 
less  likely  to  fluctuate  in  size,  and  is  usually  smaller.  Mor^ 
over,  operations  in  the  neighbourhood  of  sympathetic  nen*' 
are  particularly  prone  to  induce  dilatation.  This  reflex  enlaiv^- 
nient  of  the  pupil  may  be  distinguished  from  what  we  ma; 
call  the  true  toxic  dilatation  by  observing  the  eflects  of  mvv. 
and  less  of  the  aniesthetic  upon  it.  8upix)se,  for  exanipit^ 
that  the  patient  is  undergoing  an  operation,  and  that  L^ 
[)upils  are  5  mm.  The  question  will  arise,  Are  these  pnfi]^ 
of  reHex  origin,  or  are  they  due  to  a  deep  anaesthesia  ^  TU 
problem  may  perhaps  be  solved  by  consulting  the  lid-retlev 
and  other  guides ;  but  it  may  be  more  certainly  settled  by 
observing  whether  the  pupil  grows  smaller  or  larger  with  le^^ 
ether.  If  it  become  smaller  with  less  ether  the  previous 
dilatation  was  probably  due  to  a  very  profound  anaesthesia:  ^ 
it  become  larger  with  less  ether  the  previous  dilatation  va> 
probably  of  reflex  origin.  These  considerations  explain  tk 
apparent  anomaly  of  an  increased  quantity  of  ether  producing 
in  one  case  a  larger  and  in  another  a  smaller  pupil.      Carryiu'- 
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he  matter  one  step  further,  the  reader  will  see  that,  supposing 
he  patient  to  possess  a  pupil  of  5  mm.,  and  the  dilatation  to 
>e  of  reflex  origin,  more  ether  will  first  of  all  bring  the  pupil 
lo>vn  to,  say,  3^  mm.,  and  then,  should  the  administration  be 
:ontinued,  will  cause  the  pupil  to  again  dilate  to  5  mm.,  but 
his  last  dilatation  will  be  the  toxic  dilatatioii.  The  pro- 
p-essive  diminution  in  the  size  of  the  pupil,  which  may  often 
>e  observed  in  a  long  operation,  is  probably  due  to  the  pro- 
rressively  lighter  narcosis  and  the  more  liberal  supply  of  air 
ivhich  are  found  to  be  per?nis%ibte.  •  RnaHy,  We  must  bear  in 
laind  the  fact,  when  consideriug  The'  pupif  under  ether,  that 
iny  marked . defxrivai^ion  .oT /oxygen  T/iU;  tjeud-.tciieffi^ct.  Vn^ 
additional  increase  in  size. 


£.   AFTEB- EFFECTS 


Whilst  ether  is  undoubtedly  an  exceedingly  satisfactory 
aniEsthetic  so  far  as  the  general  well-being  and  safety  of  the 
anaesthetised  patient  are  concerned,  it  is  unfortunately  more 
liable  than  many  other  agents  to  lead  to  im pleasant  or  even 
fatal  after-effects.  This  point  has  not  perhaps  received  the 
attention  to  which  it  is  entitled.  The  duties  of  an  aniesthetist 
do  not  begin  and  end  with  the  actual  administration.  Not 
only  should  the  anaesthetic  and  method  which  are  chosen  pro- 
duce satisfactory  results  at  the  time,  but  the  administration 
should  be  so  adjusted  that  the  recovery  of  consciousness  takes 
place  speedily  and  satisfactorily.  Now  it  is  impossible  to 
administer  ether  for  a  protracted  operation  without  incurring 
certain  risks  which  are  absent  in  the  case  of  chloroform  or 
mixtures  containing  chloroform.  The  very  important  question 
hence  arises:  Do  these  risks  counterbalance  those  of  chloro- 
form, which  are,  as  we  have  seen,  risks  incuiTed  dumng  the 
administration  ?  The  reader  is  referred  to  other  parts  of  the 
work  for  remarks  on  this  point  (pp.  110  and  111).  All  that 
we  have  to  consider  here  is  the  state  of  the  patient  after 
etherisation. 

Should  the  administrator  have  carefullv  observed  the 
phenomena  displayed  by  his  patient  during  deep  aniesthesia, 
and  have  noted  the  changes  in  the  respiration,  lid-reflex,  pupils. 
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and  other  signs  from  time  to  time  when  less  of  the  ansestheti 
has  been  given,  he  will  be  in  a  position  to  foretell  the  order  is 
which  the  symptoms  of  returning  consciousness  will  nianifes: 
themselves.  As  a  general  rule,  distinct  signs  of  recovery 
should  be  evinced  soon  after  the  withdrawal  of  the  anfesthetx 
As  pointed  out  (p.  494),  recovery  will  take  place  more  speedily 
and  satisfactorily  when  the  patient  is  turned  over  upon  his  sid^ 
Ether  is  often  given  in  unnecessarily  large  quantities,  tli- 
patient  being  saturated,  as  it  were,  with  the  drug.  A  pro- 
longed stupor,  -Unftttended :  bjc  cough,  and  characterised  U 
slight  duskiness  and  deterioration  of  pulse,  may  fqllow  iLb 
'ii^u8itu^MS  aixd  -  excesjsrve  nse  ot  etluin  .'A.  jniDor- degree  »: 
duskini&'ss  afcfef  this  ati<esthBtic  is  not  uncommon,  and  appear 
to  bef  connetted  *  with  the  presence-  of'  mucus  in  the  air- 
passages;  *and' with*  the  quieter 'breathing*  following  the  with- 
drawal of  ether.  Directly  coughing  or  retching  has  occunv 
the  patient's  normal  colour  will  become  restored. 

Ether  generally  leaves  behind  it  a  somewhat  disagreeaM 
taste,  whilst  its  odour  may  be  detected  in  the  breath  for  n 
considerable  period  after  the  administration.  The  treatmeni 
of  this  and  other  after-effects  will  be  fully  discussed  in  the  Ijb: 
chapter,  to  which  the  reader  is  referred.  Provided  the  patient 
has  been  properly  prepared  (p.  186),  that  the  administratiie 
has  been  skilfully  conducted,  that  the  purest  ether  has  beei 
used  (p.  23),  that  the  patient  has  been  placed  in  a  projH?: 
posture  after  the  operation,  and  that  the  inhalation  has  no: 
been  very  protracted,  there  will  usually  be  but  little  trouble 
from  nausea,  retching,  or  vomiting.  At  the  same  time  it  can- 
not be  denied  that,  cwteris  paribus,  such  after-effects  are  more 
frequently  met  with  in  the  case  of  ether  than  in  that  o[ 
chloroform.  Protracted  and  dangerous  vomiting,  however, 
would  appear  to  be  rather  less  common  with  the  former  than 
with  the  latter  anaesthetic.  Transient  retching,  with  the 
expulsion  of  a  small  quantity  of  colourless  or  yellowish  fluid 
is  the  rule  rather  than  the  exception.  This  so-called  "  vomit- 
ing "  after  ether  is  almost  characteristic  of  the  use  of  the  druii 
It  comes  on  suddenly,  is  violent  for  the  moment,  and  rapidlv 
subsides,  leaving  the  patient  either  dazed,  half-conscious,  aDO 
looking  about  him,  or  still  unconscious  and  in  a  quiet  sleep. 
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^Vs   a  general  rule,  ether- vomiting  takes  place  and  is  peissed 
>v^er  whilst  the  patient  is  still  unconscious,  although  repeated 
I  stacks  are  not  uncommon,  especially  after  lengthy  adminis- 
T-ations,  and  in  certain  types  of  subjects.^ 

On  several  occasions  during  the  last  fifteen  years  I  have 
net  \vith  hsBmatemesis  after  ether. 


The  patients  have,  as  a  rule,  been  in  j:jocxl  condition,  and  partly  by 
•eason  of  their  physique  and  partly  from  the  nature  of  the  operation  it 
tia^  been  necessary  to  keep  up  a  very  deep  anaesthesia.  As  a  general 
rule,  too,  the  patients  in  whom  the  ha^matemesis  has  arisen  have  not 
tiiken  ether  as  smoothly  as  moat  cases,  displaying  jaw-spasm,  cough, 
tendency  to  retch,  etc.,  to  such  a  degree  that  it  has  been  thought  advis- 
a.l>le  to  substitute  chloroform  for  ether.  In  one  case — that  of  a  florid 
\:>(>y  of  twelve — a  persistent  tendency  to  vomit  occurred  throughout  the 
Acliuinistration.  Ether  was  first  of  all  given,  but  after  five  minutes 
cliloroform  was  substituted.  The  fluid  which  was  then  ejected  contained 
no  blood  ;  but  at  the  end  of  half  an  hour's  deep  cliloroform  anaesthesia 
liieiuatemesis  came  on.  I  have  also  seen  other  cases  in  which  this 
syiiiptoni  has  arisen  after  the  ether-chloroform  sequence  ;  and  one  case 
ill  which  it  occurred  after  the  A.C.E.  -  chloroform  sequence.'-^  In  the 
majority  of  my  cases  the  operation  has  been  for  the  radical  cure  of  hernia. 
U^lie  vomited  material  has  either  been  porter-coloured  or  so  similar  to 
undigested  beef- tea  that  its  true  nature  has  not  been  suspected.  In  one 
or  two  of  the  cases  I  have  had  the  ejected  fluid  examined  by  competent 
aiithoritieF',   who   have    confirmed   my   opinion   as   to   its    nature.      The 


1  Clover  met  with  vomiting  once  in  every  7  or  8  cases,  but  it  is  prolMibie 
tliat  minor  eases  of  nausea  are  not  included.  Dr.  Julliai*d  (op.  cif.)  ol>served 
it  in  314  out  of  3654  ether  administrations  (  =  1  in  11  or  12).  He  does  not 
Htate,  however,  whether  he  includes  cases  of  transient  ether  nausea.  Probably 
he  does  not.  Dr.  E.  H.  Jacob  of  Leeds  {Lumrt,  11th  Oct.  1879,  p.  539) 
recorded  1200  cases  in  which  he  used  ether.  He  states  that  in  no  case  was 
th»»re  severe  vomiting.  One  patient  in  every  tive  vomited  before  leaving  the 
tlieatre,  and  a  few  otliers  vomited  afterwards.  Mr.  \\ .  Rigden  (iM)urf,  31st  Oct. 
1  h74,  p.  620)  took  notes  of  a  considerable  number  of  ether  administrations,  and 
met  with  vomiting  in  50  j^er  cent  of  the  eases,  but  in  35  \*er  eent  it  was  very 
.slight.  It  was  noted  as  considerable  in  15  |>er  cent.  lie  found  that  the  vomit- 
ing after  ether  lasted  a  shorter  time  than  that  after  chloroform.  Mr.  A.  Fausset 
{l^tncetj  18th  June  1892,  p.  1386)  found  that,  putting  aside  alnlominal  sections, 
4  7  out  of  68  ( =  twothinls)  of  the  etherised  j>atients  at  the  Chelsea  Hospital  for 
Women  vonnted  after  the  oj>eration.  In  21  cases  (=one-third)  no  vomiting 
occurred.  In  21  abdominal  sections  18  vomited  after  ether.  But  it  does  not 
ap|>ear  that  pure  ethylic  rffier  was  used  for  the  administrations.  Korte  {JJcttt. 
,nr(i,  Zeit.,  12th  Feb.  1894)  met  \nth  vomiting  60  times  in  300  cases,  or  in 
one-fifth  ;  but  morphine  was  used  in  eonjunetion  with  the  ethei. 

2  The  patient  was  a  bad  subject  of  sixty-six,  sutfering  from  senile  dementia, 
chronic  bronchitis,  and  cardiac  disease.  Lithotrity  was  performed  cjuite  success- 
fully'.     Hiematemesis  came  on  after  the  operation  but  gradually  subsided. 

X 
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haematemesis,  which  is  probably  capillary  or  congestive,  gradually  sub^iuri 
and  I  have  never  known  it  give  ri?e  to  any  subsequent  trouble  or  : 
recur  to  any  serious  extent.^ 

HsBmoptsrsis  is  rarely  met  with.  Personally  I  have  ouly 
seen  one  case  during  fifteen  years'  practice,  and  in  this  lit 
hsemorrhage  was  slight  and  soon  subsided. 

Since  the  appearance  of  the  first  edition  of  this  work  I 
have  had  occasion  to  change  my  view^s  concerning  tr- 
frequency  of  bronchial  and  pulmonary  affections  after  ether 
By  the  introduction  at  the  London  Hospital  of  an  improvt^: 
system  of  note  -  taking,  I  have  been  able  to  obtain  distinct 
evidence  of  the  reality  of  ether-pneumonia.  There  have,  in 
fact,  been  several  well  -  marked  cases  within  the  past  tivr 
years. 

In  one  instance  the  patient,  who  had  no  previous  chest  affection,  • 
far  as  could  be  ascertained,  was  seriously  ill  for  several  weeks,  au: 
eventually  left  the  hospital  with  a  crippled  lung.  In  another  tl: 
pneumonia  proved  fatal. 

As  mentioned  in  a  fobtnote  in  my  first  edition.  Dr.  Jaa^l 
and  Dr.  Saundby  drew  attention,  several  yeai-s  ago,  to  the?^ 
bronchial  and  pulmonary  sequehe ;  and  Dr.  David  Druraniond 
has  lately  done  good  service  by  publishing  eight  interestin. 
cases  of  ether-pneumonia,  in  two  of  which  the  patients  died 
Up  to  the  present  time  the  pathology  of  these  respirator} 
sequelae  has  not  been  thoroughly  worked  out.  Minor  degrees 
of  bronchial  catarrh  are  not  uncommon  after  ether,  particularly 
after  prolonged  administrations  and  in  predisposed  subjeet^- 
It  is  held  by  some  writers  that  undue  exposure  of  cutaneo^^ 
surfaces  during  an  operation,  or  incautious  ventilation  after- 
wards, is  generally  accountable  for  bronchial  or  pulmonarr 
attacks  after  ether ;  but  the  weak  point  of  this  argument  is 
that  such  exposure  and  incautious  ventilation  do  not  give  rise 

1  In  one  case  at  the  London  Hospital  (which  was  under  the  care  of  Mr. 
Mansell  MouUin)  the  patient,  who  had  a  gastric  ulcer,  was  seized  with  hjeoui 
emesis  whilst  under  ether.  It  was  thought  advisable  to  suspend  the  operati^-a 
at  the  time  ;  but  as  a  subsetjuent  attack  took  place  the  patient  was  agah 
anffisthetised,  the  stomach  ojiened,  and  the  ulcer  successfully  ligatured. 

^  Brit.  Med.  Journ.,  1st  Oct.  1898.  Dr.  Drummond  also  gives  otlit: 
references  bearing  upon  the  subject.  See  also  a  case  reported  by  the  late  >li. 
Lawson  Tait  {Birmimjham  Medical  ItevietVy  May  1894). 
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to  such  sequeljje  after  chloroform   in  anything  like  an  equal 
proportion   of  cases.     It   is   an  easy  matter  to  attribute  un- 
desirable   after-eflfects    to    "catching    cold."      In    many    and 
j>erhaps  in  most  of  the  cases  in  which  the  bronchi  appear  to 
have    been    primarily  affected   it   is   probable   that   a  simple 
extension  of  the  catarrhal  process  has  taken  place  till  a  patchy 
broncho-pneumonia   has   resulted.     In   seven  out  of  eight  of 
TJr.  Drummond's   cases    the   temperature   rose   at  the  end  of 
the  first  twenty-four  hours  following  the  operation  to  101°  or 
more.       In    no    case    was    the    disease    lobar    in    its    type. 
Ifortunately  there  were  post-mortem  examinations  in  the  two 
fatal  cases  reported  by  Dr.  Drummond,  and  distinct  signs  of 
lobular    pneumonia    were    found.      In    the    six    cases    which 
recovered,  abdominal  operations  had  been  performed,  and  Dr. 
TJrummond  thinks  that  the  presence  of  a  painful   abdominal 
wound  may,  by  its  preventing  cough  and  expulsion  of  mucus,, 
favour  the  broncho-pneumonic  process.    In  one  interesting  case 
of    fatal  pulmonary  oedema  which  I  published,^    the  patient 
was  suflering   before   the  administration    from   diaphragmatic 
paralysis ;  the  operation  was  for  appendicitis ;  and  it  is  in  the 
liighest  degree    probable    that  the  absence   of   diaphragmatic 
action  led  to  such  a  degree  of  engorgement  at  the   bases   of 
the  lungs  that  fatal   oedema  resulted.     Eichardson  attributed 
the   "hydrops   bronchi"   met   with   in   poisoning   by   chloral, 
opium,  or  tobacco  to  condensation  of  the  aqueous  vapour  of 
inspired  air  within  the    bronchioles,  the  condensation   being 
determined  by  the  lowered  body  temperature.     It  is  question- 
able, however,  whether  any  such  explanation  is  applicable  to 
the  cases  here  under  consideration.     There  can  be  no  doubt 
that  the  inhalation  of  large  volumes  of  cold  ether  vapour  may 
of  itself  be  sufficient  to  excite  a  local  catarrhal  effect,  and  that, 
provided  there  be  any  interference  with  the  free  escape  of  the 
catarrhal  products,  a  broncho-pneumonic  state  may  follow.     In 
cases  in  which  the  disease  is  of  the  lobar  type  the  anaesthetic 
can   hardly  be  held  to  be  in  any  way  responsible.     It  has 
been   held   by  some  that  whenever  ether-pneumonia  appears 
there  has  been  an  impurity  or  decomposition-product  in  the 
anaesthetic  employed ;  but  so  far  as  I  am  aware  there  is  no 

»  Lancet,  19th  March  1898,  p.  772. 
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good  evidence  to  support  this  view.  It  is  to  be  hoped  thai 
further  researches  will  be  made  iu  this  direction.  In  tL- 
meantime  all  that  can  be  said  is  that  we  have  at  presecr 
very  distinct  proof  that  the  use  of  ether,  especially  for  pro- 
longed operations,  is  liable  to  be  followed  by  bronchial  catarrL 
or  actual  broncho-pneumonia. 

With  regard  to  the  frequency  of  renal  complicatioiis  afi^r 
ether  it  is  difficult  to  speak  with  certainty,  owing  to  the 
fact  that  the  statements  made  by  those  observers  who  have 
specially  studied  this  point  are  very  conflicting.  Personally, 
I  have  never,  to  my  knowledge,  met  with  any  case  in  which 
such  complications  have  occurred ;  but  it  is  only  fair  to  siy 
that  my  opportunities  for  ascertaining  the  condition  of  patients 
after  anaesthesia  are  very  limited.  The  balance  of  evidence 
brought  forward  by  writers  upon  this  point  would  seem  tu 
indicate  that  there  is  a  greater  risk  of  renal  symptoms  arising 
after  ether  than  after  chloroform ;  and  that  this  risk  i< 
increased  in  the  case  of  patients  with  previously  damaged 
kidneys.  At  the  same  time  it  must  be  remembered  that 
patients  with  pre-existing  albuminuria  are  constantly  being 
subjected,  in  our  hospitals  and  elsewhere,  to  deep  and  prolonge'i 
ether  narcosis  without  any  unfavourable  after-effects  arisini:- 
and  that  even  in  those  cases  in  which  unemic  symptoms 
occur,  it  is  often  uncertain  whether  some  factor  other  than 
the  anaesthetic  has  not  been  at  work.  There  is,  how- 
ever, very  good  evidence  that  in  a  certain  proportion  of 
the  cases  in  which  symptoms  of  renal  disorder  arise  after 
surgical  operations,  such  symptoms  are  attributable  to  ethe: 
anaesthesia. 

Dastre,^  Fueter,^  and  Roux^  have  urged  the  infrequency  of  Ihes*? 
complications.  Weir  met  with  after-all )uminuria  in  9  out  of  34  ether 
administrations,  the  patients  having  been  free  from  this  symptom 
prior  to  the  anaesthesia.  Wunderlich,*  who  studied  125  cases  of  ether 
and  chloroform  anaesthesia,  found  albuminuria  less  common  aft^r  ether 
than  after  chloroform  in  non- albuminuric  subjects;  whilst  in  tho^ 
in  whom  albuminuria  pre  -  existed,  ether  augmented  the  condition. 
Barensfeld  -^  met  with  two  cases  of  albuminuria  (one  being  very  marked 

1  Op.  cit. 

-  Kiinisdie  und  cxper.  Beobachtungen  iihcr  die  Aether-narkosa^  p.  28. 

3  Julliard,  op,  cit.  "*  Annah  of  Surgery,  May  1894,  p.  630. 

^  Vear-Book  of  Treatment,  1896,  p.  174. 
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in  150  ether  administrations  to  non-album  in  uric  subjects,  and  failed  to 
iind  any  increase  of  albumen  in  two  patients  with  pre-existing  renal 
symptoms.  In  500  non-albuminous  subjects  to  whom  ether  was  given, 
IButler  ^  met  with  one  case  of  albuminuria  ;  while  Kute  in  600  such 
Administrations  noted  six  cases.  Ogden^  found  that  albuminuria 
appeared  in  a  considerable  percentage  of  etherised  patients  whose  urine 
-was  previously  non-albuminous.  Kemp  quotes  hospital  statistics  and 
"brings  forward  other  evidence  in  support  of  the  frequency  of  dangerous 
xenal  complications  after  ether,  believing  that  about  5  per  cent  of 
ether  cases  prove  fatal  from  such  complications.^  The  most  recent 
clinical  work  in  this  direction  has  been  done  by  Buxton  and  Levy.* 
These  observers  find  that,  comparing  the  quantity  of  urine  passed  in 
the  first  twenty-four  hours  after  an  operation  with  the  quantity  passed 
in  the  twenty -four  hours  before,  there  is  invariably  a  considerable 
diminution ;  but  that  this  diminution,  which  is  in  the  wetter  and  not  in 
the  solids,  is  largely  dependent  upon  diet,  purgation,  etc.  They  are 
unable  to  satisfy  themselves  that  ether,  when  properly  administered, 
exerts  any  unfavourable  influence  upon  the  kidneys. 

Transient  mental  and  muscular  excitement  may  arise  after 
ether,  and  is  more  particularly  liable  to' do  so  in  hysterical, 
neurotic,  or  alcoholic  subjects  who  have  been  but  a  short  time 
under  the  anaesthetic.  In  very  rare  instances  mania  and 
dementia  have  been  recorded.^  Choreiform  movements,  lasting 
three  weeks,  .have  also  been  reported.^ 

There  is,  more  particularly  in  certain  subjects,  a  slight  but 
distinct  risk  of  cerebral  hssmorrhage  occurring  during  the  pro- 
cess of  etherisation,  and,  as  a  result,  hemiplegia  may  follow. 
A  case  of  this  kind  occurred  some  years  ago  at  the  London 
Hospital  ^ ;  and  there  is  ground  for  the  belief  that  this 
accident  is  not  as  rare  as  is  generally  supposed. 

1  Gaidd's  Year-Book,  1897,  p.  246. 

2  Year-Book  of  TreatmenI,  1898,  p.  165. 

'  See  also  Anmils  of  Surgery^  vol.  vi.  p.  327  ;  Nr.ic  Orleans  Med.  aiid 
Stfvg,  Jouni.y  18th  Aug.  1887 ;  BHt.  Med.  Journ.,  2nd  June  1883,  p.  1082  ;  Ne^v 
York  Med.  Jouni.y  1st  March  1890  ;  Canadian  PraHitio?ier,  Feb.  1888  ;  Chicago 
Med,  Journ.  and  Kraminer,  May  1888  ;  Med.  Begiskr,  4th  Feb.  1888  ;  Jo^irn. 
Amer.  Med.  Assor.,  5th  May  1888  ;  BHt.  Med.  Journ.,  11th  Nov.  1899,  p.  80 
(Epitome).  *  Brit.  Med.  Journ.,  22nd  Sept.  1900,  p.  833. 

^  See  Dr.  Savage's  paper,  Brit.  Med.  Journ.,  3rd  December  1887,  p.  1199  ; 
also  Boston  Med.  and  Svrg.  Journ.,  August  1889;  also  American  Journ. 
Insanity,  Utica,  April  1890.      For  further  remarks  on  the  subject  see  p.  367. 

fl  See  Dr.  Jacob  {Lancet,  16th  October  1879,  p.  539). 

7  The  |»atient  was  a  somewhat  elderly  man.  Clover's  inhaler  was  used. 
Although  the  history  was  not  forthcoming  before  the  operation,  it  was  eventually 
ascertained  that  there  had  been  a  previous  apoplectic  seizure  with  complete 
recovery. 
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Lastly,  jaundice  is  stated  to  have  been  produced  by  thr 
administration  of  ether.^ 

F.   ILLUSTBATIVE  CASES 

In  the  three  following  eases,  which  I  have  selected  froiL 
my  note-books,  as  illustrating  various  points  to  which  refer- 
ence has  been  made,  the  "  close "  system  of  etherisation  wa^ 
adopted. 

Illustrative  Case,  No.  6. — F.,  a?t.  63.  Looks  about  52.  Grvj 
hair.  Not  nervous.  Good  chest  expansion.  Regular  heart -sounds. 
Pulse  not  markedly  accelerateil.  Average  build — neither  thin  nor  stoin. 
Operation,  dilatation  of  cervix  uteri,  etc  Duration  40  min.  Admini"- 
tration  commenced  9.35  A.M.  Gas  and  ether  given  by  Mr  Braint* 
method  (p.  404).  "Pure  methylated  ether"  xised.  Operation  bej^iin  *! 
9.40.  At  9.44  respiration  41  per  minute,  pulse  70,  of  good  volun^r. 
pupils  2  mm.  At  10  a.m.  (more  deeply  anaesthetised)  pupils  24  mm, 
pulse  80,  practically  no  conjunctival  reflex.  Respiration  deep  and  steru  * 
ous  throughout  Had  to  keep  lower  jaw  pressed  well  forwards.  N' 
reflex  movement  or  crowing  breathing  during  operation.  Gradually  the 
pupils  grew  smaller,  1 J  or  2  mm.  More  ether  made  pupils  3  mm.  Lo- 
ether  brought  them  back  again  to  smaller  size.  They  were  never  larp-: 
than  3  mm.  After  anaisthetic  withdrawn  cough  occurred  and  retchit- 
movements.  Pulse  became  fuller  than  it  had  been,  and  80  per  ni:r 
Vomiting  continued  for  three  hours,  and  was  relieved  by  15  gr.  of  bic;: 
bonate  of  soda  in  hot  water. 

niustrative   Oase,   No.   6. — Same  patient  us  above.      Has  been  in 
bed  since  last  operation,  six  weeks  ago.     General  condition  good.     0|Krr«- 
tion  2.30  P.M.     Removal  of  uterus /jcr  vagiiiam.     Administration  lat^tfi 
1  hour  50  minutes.      Gas  and   ether  as  before,   but  with   pure  elhylii 
ether  instead  of  "pure   methylated  ether."     Took  gas  and  ether  wtrll 
At  2.45  (J  hour  after  commencement  of  inhalation)  conjunctival  rt^tici 
just  present,  and  pupils  2  mm.     Snoring  breathing  due  to  tongue.      Verr 
little  mucus.     At  3  P.M.  I  found  patient  did  well  with  a  moderately  dt-.j- 
anaesthesia,  i.e.  loud  snoring  breathing  and  distinct  lid-reflex.      At  Z.^.- 
lid-reflex   present,  good  respiration   and  pulse,  pupils  2|  mm.     Stert  r 
now  only  present  when  lower  jaw  pressed  backwarils.     Pulse  90.     3,vJI. 
Uterus  removed.      3.40.   Brisk  lid-reflex,  pupils  2  to  3i  mm.,   quieter 
breathing,  occasional  act  of  deglutition.      3.48.  Tendency  to  clench  te*tK 
3.52.  Pulse   108.     4.10.   Operation  over.      4.13.   A  cough.      Patient  h 
lithotomy  position  all  the  time,  but  colour  always  good.     She  had  h*; 
portion  of  mutton  chop  at  8  a.m.,  and  a  little  brandy  and  water  at  li 
mid-day,  i.e.  2  J  hours  before  operation.      She  coughed  up  a  little  mu^'E^ 
soon  after  operation.     Much  less  vomiting  than  on  previous  occasion. 


*  See  Murchison.  Jtisrasrs  of  the  Livei'y  2nd  edition,  p.  407. 
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Dlnstrative  Case,  No.  7. — F.,  a;t.  about  44.  Average  height, 
rather  thin,  florid  complexion,  grey  hair,  very  good  heart- sounds  and 
chest  expansion.  Operation,  abdominal  section  (exploratory).  Adminis- 
tration lasted  1  hour  12  minutes.  Gas  and  ether  by  method  described 
oil  p.  407.  Seven  ounces  of  pure  ethylic  ether  used.  9.38  am.  adminis- 
tration commenced.  No  difficulty.  Breathing  soon  became  stertorous. 
Operation  commenced  whilst  pupils  were  4  mm.  and  slight  lid -reflex 
present  The  breathing,  which  had  been  stertorous,  was  quieter  from 
not  having  kept  up  a  sufticiently  free  administration.  Pupils  became 
larger  with  incision.  A  sudden  cough  now  occurred  with  an  attempt 
at  vomiting.  This  showed  that  an  error  had  been  committed  in  not 
keeping  the  patient  deeply  enough  under.  Cough  quickly  allayed  by 
more  ether.  9.51.  Deep  stertor,  pupils  4^  mm.,  and  no  lid -reflex. 
Quick  full  pulse.  Some  mucus.  10.12.  Pupil  3  mm.,  with  deep  regular 
l>reathing  and  no  lid-reflex.  This  pupil  was  obviously  the  proper  pupil 
for  this  ca-se  at  this  juncture.  It  gradually  became  smaller.  10.30. 
Pupil  2  mm.,  pulse  112,  questionable  lid-reflex.  Less  ether  made  pupil 
3  mm.,  and  led  to  slight  lid-reflex  and  tendency  to  cough.  More  ether 
had  opposite  effects,  causing  a  smaller  pupil.  10.50.  Operation  and 
administration  over.     Florid  colour.     No  nausea  or  vomiting  after. 

The  advantages  of  ether  gradually  given  with  plenty  of  air 
from  a  semi -open  or  open  inhaler  are  shown  in  the  three 
following  cases  : — 

Illustrative  Case,  No.  8. — M.,  aet.  about  37.  Thin  ;  feeble  ;  right 
lung  useless  ;  pus  coughed  up  daily  ;  also  purulent  discharge  from  old 
empyema  incision  ;  left  lung  apparently  healthy  ;  temperature  elevated  ; 
(|Viick  pulse.  One  ounce  of  brandy,  with  an  equal  quantity  of  water, 
five  minutes  before  administration.  A  small  quantity  of  A.C.E. 
mixture  given  for  a  minute  or  two  ;  then  ether  (Robbins's  pure  ether)  on 
a  semi -open  inhaler.  No  difficulty  whatever.  Little  if  any  cough. 
Allowed  a  little  movement  occasionally.  (1  have  omitted  to  note  the 
nature  of  operation,  but  I  believe  a  portion  of  rib  was  removed.)  The 
patient  had  been  anaesthetised  twice  before  with  the  A.C.E.  mixture, 
and  I  was  informed  his  breathing  had  ceased  on  each  occasion. 

Dlnstrative  Case,  No.  9. — F.,  a^t  about  52.  Stout.  Sitting  up  in 
bed.  Cannot  lie  down.  Has  morbus  cordis,  and  is  subject  to  attacks  of 
angina  pectoris  and  cyanosis.  Pulse  very  feeble  and  irregular  at  wrist 
(Precise  nature  of  cardiac  affection  not  ascertained.)  Wheezing  sounds 
at  bases  of  lungs.  Amesthetic  required  for  passive  movement  of  stiff 
shoulder.  Commenced  with  a  small  quantity  of  A.C.K  mixture  (two 
minutes'  inhalation)  on  an  open  felt  cone,  and  then  gave  ethylic  ether  on 
same  inhaler.  Very  gradual  administration.  Respiration  grew  deeper. 
An  occasional  cough.  Conjunctiva  never  insensitive,  though  once  nearly  so. 
Colour  always  good.  Pulse  improved  when  under  ether.  Manipulations  of 
shoulder  lasted  six  minutes.  Came  round  gmdually  with  moaning  respira- 
ti(m.     Xo  cyanosis.     Satisfactory  recovery  from  efli'ects  of  anaesthetic. 
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Illustrative  Case,  No.   10. — Infant,   seven  weeks  old.     A   ralk: 
weakly  but  not  anaemic  child.     Was  at  the  breast  three  hours  befii- 
Circumcision.     Commenced  at  9.45  a.m.  with  Robbins's  ether.     Admii;> 
tration  16  minutes.     Ether  dropped  on  to  Skinner's  mask.      Some  er. 
ing,  lasting  2  or  3  minutes.     Mask  now  kept  fairly  wet  with  ether.     >" 
cough   or  prolonged   holding  of  breath.     By  degrees    respiration  UKir 
regular  and  of  higher  pitch.     Then  quite  regular.     Arms  a  trifle  ripl 
Very  slight  movement  of  legs.     Operation  begun.     Trifling  reflex  movr^ 
ment  and  crowing  breathing.     Respiration,  as  a  rule,  regular  and  noi-v 
inspiration    and    expiration    attended    by    similar   sounds.      No   muca- 
Pupils  3  mm.     Flaccid.     No  conjunctival  reflex.     Pulse  full  and  qui  I 
Face  very  red.     About  i  drachm  of  ether  now  added  at  a  time.     Ta- 
following    were    the    indications    of    "coming    round *':  —  Commenci:-. 
rigidity   of  arms ;    hesitating  breathing  ;    movement  of  legs  ;  and   tl«r:. 
phonation.     Quick  recover^^     No  vomiting  when  I  left. 


CHAPTEE  XI 

CHLOROFORM 

L.    APPARATUS  AND   METHODS  OF  ADMINISTRATION 

Section  I. — The  Administration  of  Chloroform  with 

Atmospheric  Air 

K  James  Simpson,  to  whom  we  are  indebted  for  the  introduc- 
m  of  chloroform  as  an  antesthetic,  first  administered  the 
•iig  by  means  of  a  simple  handkerchief  arranged  in  a  cup-like 
rm.  An  unmeasured  quantity  of  chloroform,  usually  about  a 
-achra,  was  poured  into  the  hollow  thus  formed,  and  the 
indkerchief  applied  to  the  patient's  face.  He  recommended 
lat  the  vapour  should  be  exhibited  "powerfully  and  speedily," 
>  use  his  own  words,^  and  considered  a  gradual  administra- 
on  objectionable,  owing  to  the  frequent  occurrence  of  in- 
)nvenient  excitement.  Subsequently  he  used  a  folded  cloth 
r  towel,  and  he  continued  to  adopt  this  mode  of  administra- 
on  for  several  years.  In  1860,  however,  he  again  modified 
is  procedure,  apparently  recognising  the  necessity  of  providing 
►r  a  more  free  admixture  of  air  with  the  vapour.  He  now 
ivised  that  a  siiiz/Ie  layer  of  a  towel  or  handkerchief  should 
e  laid  over  the  patients  nose  and  mouth,  and  that  the 
n«TSthetic  should  be  added  drop  by  drop.  From  the  time  of 
impson  to  the  present  day  chloroform  has  been  the  amesthetic 
ar  excellence  throughout  Scotland ;  and  although  there  are 
lany  Scotch  surgeons  who  still  administer  it  "  powerfully  and 
peedily,"  there  are  many  others  who  follow  the  later  teaching 
f  Simpson  and  use  smaller  quantities  frequently  applied. 

*  The  Works  of  Sir  Jamrs  Y.  Simpson^  vol.  ii.,  Edinburgh,  1871,  p.  177. 
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Snow  was  the  first  to  draw  attention  to  the  fact  th^: 
order  to  obtain  uniform  results,  and  to  avoid  too  coucentrs'j 
a  vapour,  it  was  advisable  to  use  some  plan  by  which  the  p 
portions  of  chloroform  vapour  and  air  could  be  regulated-  J 
already  mentioned  (p.  79),  he  made  experiments  with  differ 
percentages  of  vapour,  and  carefully  recorded  his  results. 

Snow's  inhaler  consisted  of  a  double  luetal  cylinder,  the  outei  -pi 
containing  water,  and  the  inner  one  serving  for  the  evaporati-i 
chloroform  from  bibulous  paper  arranged  in  coils.  The  inner  cylir  :j 
which  had  holes  at  its  upper  i>art  for  the  free  admissiou  of  air,  v\ 
municated  by  means  uf  a  flexible  india-rubber  tube  with  a  face-  h 
containing  inspiratory  and  expiratory  valves.  The  inhaler  was  contr.'i 
to  suppl}',  at  about  60°  F.,  and  in  the  ordinary  process  of  inbahrvi 
about  6  per  cent  of  vapour  ;  but  it  possessed  an  ari'angement  by  «'fiJ< 
more  air  might  be  admitted  if  desired. 

In  1849  Snow  employed,  in  a  few  cases,  a  bag  of  ku  -^ 
capacity,  which  could  be  inflated  by  bellows,  and  in  this  U 
a  measured  quantity  of  chloroform  was  placed.  He  so  ivp 
lated  the  proportions  that  an  atmosphere  containing  4  per  c^ 
of  vapour  resulted.  He  found  this  plan  of  admin istraiii 
however,  somewhat  inconvenient,  and  preferred  the  inbd 
just  described. 

Clover  acjreed  with  Snow  as  to  the  advantajres  of  w<irk:n 
with  a  known  percentage  of  vapour,  and  for  many  y^ai 
successfully  administered  chloroform  upon  these  lines. 

Clover's  chloroform  apparatus  ^  consisted  of  a  bag  holding  >' 
cubic  inches  of  air,  and  connected  by  a  flexible  tube  to  a  face-pi^J 
The  bag  was  charged  before  use  by  means  of  a  bellows  holding  1'*^' 
cubic  inches.  On  its  way  from  the  bellows  to  the  bag  the  air  was  lyii 
to  pass  through  a  warm  chamber  containing  chloroform.  Thirty  1 
forty  minims  of  chloroform  weie  added  to  this  chamber,  by  a  gradu.iw 
syringe,  for  every  thoUvsand  cubic  inches  of  air  pumped  through.  Tj 
would  give  from  3i  to  4i  per  cent  of  chloroform  vapour.  The  f. ^ 
piece  and  tube  of  the  ai)paratus  were  almost  identical  with  those  us^ 
by  Snow. 

Working  upon  the  lines  of  Snow  and  Clover,  Paul  Be'' 
subsequently  came  to  the  same  conclusions  as  these  observed 
and  administered,  by  means  of  special  gasometers,^  detii^'* 
proportions  of  chloroform  vapour  and  air.      Bert*s  "methyl 

*  Described  in  Eriehsen's  Srienre  and  Art  of  Surgery,  vol.  i.,  1877..  p.  1- 

-  See  Dastre,  op.  cit.  p.  105. 
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a  melanges  titnis"  haa  been  already  considered  (p.  30).  A 
iniber  of  operations  were  performed  by  M.  P^an  upon  patients 
liesthetised  with  the  8  ;  100  mixture  ( =  8  gin.  of  chloroform  ; 
)0  lit.  of  air,  or  about  one  and  a  half  per  cent  of  chloroform 
tpoiir).  It  is  stated  that  the  excitement  period  was  generally 
>3ent  or  but  slightly  developed;  that  there  was  no  resistance 
I  the  part  of  the  patients ;  and  that  deep  and  satisfactory 
itesthesia  was  usually  produced  in  seven  minutes. 

Numerous  other  inhalers  besides  those  already  referred  to 
tve  been  devised  ;  but  space  will  not  permit  of  reference  to 
lem.  Most  of  them  have  one  serious  objection,  viz.  that  they 
assess  a  face-piece  intended  to  accurately  fit  the  face  of  the 
itient.  There  is,  however,  one  inhaler  which  deserves  notice 
—that  of  Dr.  Junker. 

Jonksr'B  inlialsr  woa  originally'  intended  by  it»  inventor  for  the 
llnini^^t^atiun   of   "bichloride    of   metliylenf."      The    principle    uf   the 
iparatiis  is  simple.     Air  is 
iiii[>ed  by  means  of  a  haud- 
illowH   and   tubes   through 
iluroforiu,     and     the     air, 
Lrrying  with  it  a  varying 
tantity  of  vapour,  ia  Irans- 
litted    to   a   loostly- fitting 
.ce- piece.      Fig.    37  shows 
le   ort;;inal  pattern   of  the 
ihaler.^'     Tlie  bottle  for  the 
iloroforni    is   giadimled   to  . 
ciM  from   1   to  8  drachms,  | 
id     having    Vieeii     charged 
ith     somewhat    less     than 

le  latter  quantity,  is  SllS-  Klii.  37.— Junker's  Apimratua  :  ojipua.1  putterii. 
ended    by    a     little     hook 

■oiii  the  coat  of  the  administrator.  Air  is  pumped  through  the 
lii'stlietic  by  means  of  the  hand-bellowa,  an  india-rubber  tube,  and  a 
■ii'l  metal  tube  passing  to  the  bottom  of  the  chloroform  bottle.  The 
letal  tube  is  only  partly  seen  in  the  d^awill^;.  The  air,  laden  with 
iloroform  vapour,  escapes  from  the  bottle  by  a  dioH  metal  tube  at  its 

'  Seo  Med.  Times  ami  On:.,  1867.  vol.  ii.  p.  590  ;  mid  1860,  vol.  i.  p.  171. 

^  Although  Junker's  aj.iJttratus  when  carefully  used  jiroljably  lessens  tlio 
sk  of  chloroform  narcosis,  several  deaths  have  occurred  iu  connection  with 
8  employment.  It  is  not  a  siiiUblo  inhaler  for  infants  or  young  cliildren, 
nlcss  the  chloroform  be  considerably  diluted  with  alcohol.  For  accounts 
f  fatal  eases  see  BrU.  Med.  Juum.,  29th  Sept.  1888,  p.  719  ;  15th  Sept. 
888,  p.  625  ;  21st  Dec.  1889,  p.  HO  ;  SUt  July  1889,  p  8S  ;  lOtb  June 
882,  |>.  8SS. 
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upper  part,  connect«<i  with  an  india-rubber  tube  termioating  in  t  ti.»] 

piece.     The  india-rubber  tube  leading  from  the  bellows  to  the  bottle  c«l 

be  termed  the  atferent  or  bellows-tube  ;  that  leading  from   the  botik  ' 

the  face-piece  the  efferent  or  face-piece  tube.      The  face-piece  is  nfit)^ 

niade  of  vulcanite  or  leather;  but  latterly  a  kind  of  Skinner't  rat 

(Pig.  38)  shaped  to  the  face  hoa  been  introduced,  and  has  the  adncu.^ 

that,  in  the  event  of  an  eiceplii-niJ' 

strong  vapour  being  reijuirtd,  k:- 

tionnl  chloroform  may  be  ppriit  - 

upon  the  mask. 

Vulcanite  and  leather  fiu:e-[i«~ 

Bhould   not   be   furnished   nnlii    ■- 

cushions,  as  they  are  not  int«';- 

to  tit  the  lace  accurately.    Whilst!' 

form  of  face-piece  be  used,  it  if  a- 

portant,  in  the  event  of  it  adt;!:. 

itself  more    or   less   closely   to  i> 

features,  that  fresh  air  should  r\:--: 

and    expired    air   escape,    with  i- 

FiH.  38.  — KlannrlMiisk  For  i.w  with      utmost  freedom.    When  it  is  d,.i-L-« 

linkers  Aiipiiralii-.  ^^   ](,eep   up    chloroform   ans«ls-:i 

without  employing  a  face-pieee,  as  in  certain  mouth  and  noee  upemt.,^, 

the  faci'-piece  is  disconnected,  and  a  mouth-tube  (Fi({.  41)  or  nasal  atl'<« 

is  adapted  to  the  efferent  tube.      When  the  hand-bellows  is  worked.  i.i 

will  1)0  lieani  to  bubble  up  through  the  chloroform.     It  is  imprt^'J 

in  using  the  inhaler,  to  see  that  Ihu  afferent  and  efferent  tubes  are  alUf!"- 

to  the  ri}-lit  metal  tubes  of  the  buttle.      It  is  also  important  not  to  Un 

more  than  the  proper  quantity  of  chlorofunu  in  the  bottle,  otherwi«  t-  :-■■ 

of  the  liipiM  may  posaiblv  yain  access  to  the  efferent  tube.      And  l*-c 

care  should  be   lakt-n   lest  the  bottle  containing  the  chloroform  h*'" 

tilted  rhinrig  the  admini.Hration. 

It  Ims,  on  more  than  one  occasion,  happened  that,  by  an  ovcm.:'. 
the  indiii-rubber  tulica  have  been  adu]ited  to  the  wrong  metal  tubes  "t  "■'" 
bottle  containing  the  chlorororin.  The  result  has  1jeen  that  the^'' 
chloroform  has  been  pumped  into  the  face-piece,  and  in  sonie  ca.««  if 
the  nose  or  miiuth  of  the  jiatlent.'  A  somewhat  similar  accident  is-  ■■' 
been  known  to  occur  by  llie  chloroform  bottle  becoming  tilted  dnrini '" 
administration.  A»  one  or  two  fatalities  have  arisen  from  these  occiili'^ 
I  thought  it  worth  while  to  modify  the  inhaler,  with  the  object  »»■'=' 
of  pi'eveiiting  the  pcj>sibility  of  the  tubes  being  wrongly  adjusted,  I'iH 
rendering!  the  biillli!  less  likely  to  liecome  tilted  during  use.  Fii  * 
shows  this  modification.  Air  enters  aa  usual  through  the  hand-brll"'' 
The  affeivnt  iiirlia-rubber  tnhe  is  made  much  larger  than  that  ordin".' 
usud.  The  elferent  tube  is  contained  within  the  afferent  and  emr"^ 
from    the  latter  at   right   angles    immediately   above   the   hand-br;l" 

'  Dentil  hiis  lesiilleii  in  more  than  one  ease.  On  one  occasion  trsi'li*''-' 
became  necesiiary  in  order  to  restore  resjiirBtion  after  liquid  chloroform  lisJi 
gained  entrance  to  the  np|H'r  air-jussnges. 
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rows  show  tlie  direction  of  the  currents.      Tlie  nir  entering  tlie  bellows 
aes  along  in  the  afferent  tube  sjatem  and  bnbbles  up,  as  shown,  through 
chloi-oforra.      It   then    escapes   by   tlie   efferent   system.      Tlie   stop- 
k  shown  in  the  figure  controls 
h     the    afferent    and    efferent 
>e3.      When    it    is    turned    off, 
:    bottle   may    be   pl&ced    hori- 
I tally,    or    packed   away   in    a 
;,    withont  any  of  the   chloro- 
m    leaving   the   bottle.      The 
jaratufl  ia  conveniently  worked, 

represented  in  Fig.  40.  By 
e  niodificuticm  there  is  no 
isibility  of  the  flexible    tubes 

n<;   interclianged  ;  and  there  is 

likelihood  of  the  bottle  beconi- 
■  tilted  during  the  adniiniiitni- 

Other  modifications  liave  been 
ide  in  this  inhaler.  In  aildi- 
■n  to  the  replaeetueiit  of  the 
Icanite  face-piece  by  the  flannel 
isk,  Messrs.  Krohne  and  Sese- 
inn  have  interposed  in  the 
eient  rubber  tube  a  little  stup- 
;k  ;  and  when,  this  is  nearly 
ised   it  uffers  such  obstruction 

the  bellows  that  a  nioi-e  or 
ts  efjuable  chloroform  vapour  is 
ntinnonsly  traustnitted.  'i'hese 
ikers  have  also  added  a  feather 

the  vulcanite  face-piece,  so 
at  the  rtspiration  of  the  patient 
ly  be  observed.  Dr.  Dudley 
ixton  '  has  replaced  the  haud- 
llows  by  a  foot-bellows,  and  has 
ded  a  little  funnel-shaped  filling- 
be  lo  the  top  of  the  bottle,  so 
at  chloroform  may  be  intvo- 
iced    during   an   administration 

thout    any    unscrewinf-.       Mr.       ^.„,   ^^  _,j,,,^  ^,^^1,,,^,,  Mo.iilkatLou  of 
irler  Brame  has  devised  a  bottle  Junker's  Apiiarutiis. 

lich  admits  of  being  placed  in 

y   position   without   the   chance   of   chlnroforiu   gaining   access   to   the 
ereiit  tubes."^ 

It   is   practically   impossible   to   say   what   jwrcentage   of  <.'hlorofotiu 

'  a,,,  at.  p.  113. 
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vapour  is  usually  inhaled  from  the  mask  of  Jiiuker's  apparjtn^.  1 
percentage  will  ilepeml  upon  a  variety  of  circuDistancet.  Foremotl  ^-i 
the?e  must  I.e  mcD:  n 
the  quantity  of  ui  iiu 
in  with  each  inspiix:! 
All  kinds  of  btevLi 
are  met  with  um 
chloroformiMtiun,  b* 
the  deep  regular  ti— .t 
tion  of  the  bn>ad-tl.-<ii 
and  BtaJwart  paiim'  i 
the  feeble  and  L^< 
imperceptible  bi(su3 
of  the  ill-developpi  -■ 
fragile  child.     Mora 'J 

amplitude  from  liiir  i 
time  in  the  eanie  fi'-.^'^ 

Ievvn  though  the  14a 
level  of  Bna*the=i]  ' 
maintained.  Tb«  r^ 
moat  important  l»a': 
probably  the  manor:  ^ 
which  the  face-pi«e  i: 
or  the   degrw   la  •: 


gaii 


adm 


through  it  when  1: 
adapted  accurateh  ii^ ' 
features.  Then  we  i-  - 
take  into  account  ^ 
temperature  of  the  chloroform  at  the  time  ^  and  this  will  greatly  driii 
upon  the  rapidity  with  which  the  air  is  forced  through  the  li'(-' 
Professor  Zengerle  of  Constant  conducted,  at  Kappeler's  request,  ~^ 
interesting  experiments  on  thiii  point.'      I  reproduce  his  ligure& 


'  Kappeler's  Ami-athftic- 
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e  temperature  of  the  chloroform  used  was  63*5*  F.  From  the  experi- 
nts  it  is  concluded  that  the  »peed  of  pumpiiuf  is  in  inverse  ratio  to  tht 
rentcuje  of  chloroform  in  the  issuing  air — a  point  of  some  importance  in 
.ctice.  Lastly,  the  temperature  of  the  room  will  also  exert  a  slight 
iiience.  But,  although  the  percentage  of  chloroform  vapour  inhaled 
Lst  vary  very  widely  according  to  the  circumstances  mentioned,  it  may 
:-  be  out  of  place  to  venture  upon  the  following  rough  calculation,  in 
ler  to  obtain  an  idea  of  the  percentage  of  vapour  inhaled  under  certain 
the  above  circumstances.     Given  that  the  respiration  of  the  patient,  so 

a«  the  free  access  of  air  is  concerned,  is  unimpeded  ;  that  he  breathes 
the  rate  of  24  per  minute  ;  that  he  inhales  540  cubic  inches  of  air  per 
nute  (Lister)  ;  that  tlie  bellows  of  the  inhaler  is  compressed  only  during 
r.\i  inspiration,  so  that  all  the  chloroform  vapour  is  inspired  ;  and  that 
^rain  of  chloroform  produces  '767  of  a  cubic  inch  of  vapour  at  60°  F. 
iow)  ;  then,  applying  Zengerle's  table,  an  atmosphere  of  3*5  per  cent  of 
loroform  vapour  will  be  breathed  by  the  patient.  In  this  calculation 
is  taken  for  granted  that  all  the  chloroform  evaporated  by  each  pump 

the  bellows  is  inhaled.  Should  the  face-piece  fit  loosely,  some  would 
rape,  and  the  same  would  occur  if  the  pumping  were  not  accurately 
ned  with  inspiration.     Under  these  latter  circumstances,  the  percentage 

vapour  inhaled  would  be  less  than  35.  On  the  other  hand,  should 
e  breathing  be  shallow,  and  not  more  than  200  cubic  inches  of  air  be 
spired  per  minute,  a  considerably  higher,  and  possibly  a  dangerous, 
rcentage  of  vapour  would  result. 

In  using  Junker's  inhaler  the  administrator  must  first  see 
iixt  it  is  in  good  working  order ;  he  should  invariably  test  it 
jfore  he  commences  the  administration.  Having  satisfied 
imseir  that  it  works  properly,  he  should  at  first  hold  the 
,ce-piece  at  some  little  distance  from  the  face,  and  should 
?ntly  compress  tlie  bellows.  He  will  soon  see  whether  his 
itient  can  breathe  without  discomfort  the  vapour  he  tlius 
resents  to  him.  Tiie  bellows  should  be  compressed  during 
le  inspiratory  phase  of  breathing.  Gradually  the  face-piece 
lould  be  brought  closer  to  the  face.  By  avoiding  jerkiness 
1  pumping,  and  by  more  or  less  rhythmically  compressing  the 
ellows,  a  tolerably  constant  chloroform  atmosphere  may  be 
laintained.  Rapid  pumping,  as  above  pointed  out,  is  open  to 
bjection.  When  more  chloroform  seems  indicated,  the  face- 
iece  should  be  more  continuously  or  more  closely  applied ; 
rhen  less  is  required,  the  face-piece  must  be  removed  for 
)nger  periods,  or  be  only  lightly  kept  over  the  face. 

Jimker's  apparatus  is  very  useful  in  operations  within  or 
bout  the  mouth,  nose,  or  pharynx.     As  already  mentioned 
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(p.  147),  it  is  best  in   these  cases  to  first  secure  deep  ei: 
anaesthesia,  and  then  to  continue  with  Junker's  inhaler  vL-- 
the   patient  commences   to   emerge   from   the   ether    Daro.M- 
Should  the  administrator  decide  on  this  course,  he  should  ji 
the  chloroform  vapour,  through  the  mouth  or  nose,  by  mn  ^ 
of  a  metal  tube  or  silk  catheter  attached  to  the  efferent  roU'd 


Fig.  41. — Metal  Mouth-tube  for  use  with 
Juuker's  Apparatus. 

tube  of  the  inhaler.  I  find  a  silk  catheter  of  great  iMe  f 
passing  through  the  nostril  to  the  back  of  the  pbaiyi- 
When  a  mouth-tube  is  used,  that  shown  in  Fig.  41  will  ' 
found  useful.  It  is  made  of  hard  metal,  and  is  of  large  bo: 
Tubes  made  of  soft  metal,  especially  if  of  small  bore,  are  Hal- 


Fig.  42. — The  author's  Modificatiou  of  Mason's  Gag  for  use  in  operationji 

within  the  Mouth  and  Nose. 

to  become  so  bent  that  obstruction  results.  When  the  nioutli 
is  to  be  used  for  the  introduction  of  the  vapour,  I  find  ib^ 
arrangement  shown  in  Fig.  42,  made  for  me  by  Mes.<^ 
Krohne  and  Sesemann,  to  be  useful  in  some  cases.  Bent  meti 
tubes  are  brazed  to  the  arms  of  an  ordinary  Mason's  gag,  ai 
to  one  of  these  tubes  the  india-rubber  piping  of  Junker 
apparatus  is  attached.^     The  chloroform  vapour  is  thus  true- 

1  I  described  this  arran<^ement  in  the  Lancet  of  10th  Jan.  1891,  p.  j^I- 
''^Remarks  on  the  Administration  of  Aniesthetics  in  Oral  and  Nasal  Surgerj*. 
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tted  to  the  back  of  the  throat  along  the  arms  of  the  gag, 
represented  in  Fig.  43.  It  la  necessary  to  remember  in 
ing  this  arrangement  that  unless  the  gag  be  adjusted  far 
cW  in  the  moutli  the  chloroform  vapour  may  not  reach  the 
Tynx  in  sufticient  strength  to  keep  np  gr>od  amesthesia,  more 
pecially  in  patients  requiring  much  chloroform.  In  those 
se3  in  which  the  surgeon  wishes  tlie  patient's  head  to  be 
rned  completely  upon  its  side  in  order  that  he  may  operate 
>oii  the  cheek  or  jaw   thus  rendered  easily  available,  some 


Fio.  *3.  — Uag  of  Fig.  43  lu  position. 

lifficulty  in  keeping  a  gag  in  position  may  be  met  with.  It 
s  obvious,  in  the  first  place,  that  some  form  of  gag  is  necessary ; 
md,  in  the  second  place,  that  the  gag  should  be  upon  that 
tide  of  the  mouth  which  is  lying  against  the  pillow.  A 
VTason's  gag  invariably  becomes  dislodged  in  these  cases  by 
reason  of  its  arms  resting  upon  the  pillow.  I  have  found  the 
jag  of  Fig.  44  (made  for  me  by  Messrs.  "Weiss  and  Son)  to  be 
useful  on  these  occasions.  It  should  be  inserted  between  the 
canine  or  first  bicuspid  teeth  on  that  side  which  is  to  lie  upon 
the  pillow.  By  rotating  the  wheel  at  the  end,  the  mouth  can 
be  opened  to  any  desired  extent,  and  a  mouth  or  nose  tube 
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used  to  keep  up  anaesthesia.  In  the  removal  of  the  upjic: 
jaw  this  arrangement  answers  well.  Another  plan  is  to  insei: 
one  of  the  aluminium  mouth-props  shown  in  Fig.  13,  p.  201 
upon  the  side  next  the  pillow  ;  but  this  method  is  open  to  tit 
objection  that  the  prop  may  slip.  The  little  appliance  of  I:l 
45  is  very  useful  when  it  is  particularly  necessary  to  avoit 

stretching  the  lips,  as  in  antrum  operation^ 
It  consists  of  a  solid  metal  prop,  of  wedge- 
shaped  form,  to  which  is  connected  a  mouth 
tube  for  the  transmission  of  ehlorofon 
vapour  from  a  Junker's  inhaler.  The  sur- 
faces of  the  prop  upon  which  the  teeth  rtsi 
are  covered  with  lead.  The  orifice  througb 
which  the  chlomform  vapour  enters  thr 
mouth  looks  backwards  and  inwards.  Fk 
46  represents  the  chloroform-prop  in  poe 
tion.  The  stretching  of  the  lips  in  opera 
tions  upon  the  antrum,  and  the  pulliu. 
down  of  the  anterior  nasal  openings  in  intra- 
nasal operations  are  both  avoided  by  tlii- 
method  of  anaesthetising. 

Putting  aside  the  special  advantages  of 
Junker's  apparatus  in  the  surgery  of  iht 
upper  air-passages,  what  shall  be  said  of  tiu5 
inhaler  for  general  use  ?  We  must  not  lose 
sight  of  the  important  fact  that  there  is  nc 
such  thing  as  a  perfectly  safe  appliance  for 
the  administration  of  chloroform,  and  it  i? 

Fig.  44. — The  author's  ^      ,  ^       i  ^i     i^    •  «        . 

Screw- gag  for  use  ^^  06  regretted  that,  m  consequence   of  mis- 
in  certain  nose  and  leading   Statements   to    the    contrary,   theiv 

mouth  operations.        .  .  _  .  , 

is  a  Widespread  notion  at  the  presen: 
time  that  the  only  way  in  which  chloroform  fatalities  may  be 
avoided  is  by  the  use  of  a  Junker's  inhaler.  The  key  to  safety 
in  chloroform  administration  is  to  be  found  in  a  careful  studv 
of  the  effects  which  this  anaesthetic  produces  in  each  ease,  and 
not  in  any  hard-and-fast  lines  of  procedure.  Numeron? 
accidents  have  occurred,  and  continue  to  occur,  with  Junker? 
apparatus,  conclusively  proving  what  is  pointed  out  in  other 
parts  of  this  work,  that  patients  may  die  under  chloroform 
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om  other  caueea  thairtoo  conccDtrated  a  vapour.  It  ia  tnie 
lat  by  the  regulating  methods  of  administration  of  Snow, 
lover,    Bert,   and    Junker,    undue    eonceiitratioD   of  vapour. 


Fio.  43. — The  author's  Chloroform-p 


■■hich  is  undoubtedly  one  source  of  danger,  may  be  avoided. 
Jut  even  when,  as  in  using  Junker's  inhaler,  a  dilute  vapour 
5   presented   to  a  patient,  he  may,  should  his  respiration  be 


Fia.  46.— The  Clilorofonii-prop  in  position. 

rapid  and  deep,  absorb  in  «  given  time  a  larger  quantity  of 
chloroform  than  would  be  taken  up  when  breathing  in  a 
slow  and  shallow  manner  a  much  more  concentrated  vapour.^ 
Agaiu,  intercurrent  asphyxial  complications  are  just  as  likely 
to  arise  with  dilute  as  with  strong  vapours.  Moreover, 
we  meet  witli  patients  who  display  remarkable  differences  in 
the  quantity  of  ansesthetic  required  to  produce  a  given  effect, 
I  MucWilliam  observed  this  in  bis  oxperiments  ujion  lower  animals. 
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so  that  whilst  a  Junker's  inhaler  may  supply  too  strong  a 
vapour  for  one  patient,  it  may  furnish  too  weak  a  vapour  fur 
another.  There  are,  indeed,  many  cases  in  which  this  apparatus 
utterly  fails  ^  to  induce  deep  anaesthesia,  such  as  is  now  needed 
in  abdominal  surgery.  And  lastly,  the  use  of  Junker's  inhaler 
involves  a  share  of  attention  which  might  otherwise  be  devoted 
to  the  patient ;  whilst  the  constant  pumping  which  is  necessarr 
in  a  protracted  administration  becomes  decidedly  irksome.  For 
these  and  other  reasons  I  have  for  many  years  discarded  the 
use  of  this  inhaler,  save  in  oral  and  nasal  surgery. 

The  question  therefore  presents  itself,  What  is  the  best 
method  of  chloroform  administration  *  for  routine  use  ? 

Lord  Lister,  in  past  years,  devoted  much  attention  to  the 
administration  of  chloroform.  Writing  in  1861  he  re- 
commended :  that  a  common  towel,  as  suggested  by  Sir  James 
Simpson,  should  be  so  folded  as  to  make  a  square  of  sii 
layers ;  that  an  unmeasured  quantity  of-  chloroform,  sufficient 
to  moisten  a  surface  the  size  of  the  palm  of  the  hand,  should 
be  poured  upon  the  towel ;  that  the  latter  should  be  brought 
as  close  to  the  nose  and  mouth  of  the  patient  as  could  be 
comfortably  borne ;  and  that  more  chloroform  should  be  added 
from  time  to  time.  As  Snow  had  drawn  attention  to  the 
danger  of  too  concentrated  a  chloroform  vapour,  and  had 
from  numerous  experiments  fixed  the  maximum  proportion  o: 
chloroform  vapour  which  should  be  inhaled  at  5  per  cent. 
Lord  Lister  was  led  to  experimentally  estimate  the  percentage 
of  vapour  given  off  from  the  under  surface  of  a  cloth  moistened 
with  1^  drachm  of  chloroform,  and  placed  immediately  above 
the  face.  Snow  had  stated  that  as  much  as  9 '5  per  cent  of 
chloroform  vapour  might  be  inhaled  from  a  cloth  at  70°  F.; 
but  Lord  Lister's  observations  led  him  to  state  that  the  per- 
centage of  chloroform  vapour  breathed  from  a  moistened  cloth 
held  close  to  the  face  was  below  4*5  per  cent,  and  therefore 
distinctly  below  the  percentage  employed  by  Dr.  Snow  in  his 

^  See  for  example  Clinical  Journal,  31st  March  1898,  p.  363. 

2  Of  101  chloroform  fatelities  collected  by  Kappeler,  9  occurred  \rith  cofc- 
plicated  inhalers.  Of  these  9  deatlis,  5  took  place  during  the  use  of  Clover? 
apparatus.  Of  the  109  fatalities  collected  by  the  English  Chloroform  Cime- 
mittee,  28  took  place  with  inhalers,  and  in  5  of  these  28  cases  Snow's  appanni.« 
was  being  used. 
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ahaler.  Dr.  Sansom,  writing  in  1870,^  supported  Snow  in 
lis  contentions,  and  after  making  experiments,  urged  that  it 
v-as  possible  for  a  patient,  at  a  temperature  of  from  60°  to  64°  R, 
o  inhale  an  atmosphere  containing  more  than  13  per  cent  of 
chloroform  vapour,  although  but  one  drachm  of  the  anaesthetic 
lad  been  sprinkled  upon  lint.  When  we  consider  the  numerous 
circumstances  which  may  influence  the  percentage  of  vapour 
nhaled  from  a  cloth  moistened  with  chloroform,  we  cannot 
lelp  receiving  with  some  hesitation  any  statements  made  as  to 
;he  percentage  breathed  in  actual  practice.  This  is  indeed  the 
i¥eak  point  in  the  administration  of  chloroform  from  a  folded 
X)wel.  It  is  true  that  the  risk  of  too  concentrated  a  vapour 
may  be  greatly  reduced  by  providing  for  the  free  access  of  air ; 
but  should  this  precaution  be  not  continuously  borne  in  mind, 
iifficulties  may  arise.  As  Lord  Lister  has  pointed  out,  a  large 
surface  moistened  with  chloroform,  such  as  that  which  may  be 
presented  to  the  patient  when  employing  a  folded  towel,  hand- 
kerchief, or  large  piece  of  lint,  will  supply  a  much  higher  per- 
centage of  chloroform  in  the  inspired  air  than  a  smaller  surface. 
This  consideration  seems  to  have  led  him,  in  later  years,  to  use  the 
corner  of  a  towel  drawn  through  a  safety-pin  (Fig.  50,  p.  327), 
or  otherwise  constricted  at  a  point  a  few  inches  from  the  corner 
itself,  in  preference  to  a  folded  towel  or  piece  of  lint.  By  using 
the  corner  of  a  towel  in  this  way,  a  concave  mask,  suitable  to  the 
size  of  the  patient,  is  formed,  and  the  anaesthetic  is  added  in 
small,  but  not  too  small,  quantities  at  a  time.  In  this  way  the 
greater  part  of  the  mask  becomes  saturated,  and  the  moist  con- 
dition is  maintained  till  ausesthesia  is  produced.  The  little  mask 
or  cap  should  extend  from  the  root  of  the  nose  to  the  point  of 
the  chin.  It  differs  in  no  material  point  from  Skinner's  or 
Esmarch's  mask  of  open  shape.  From  calculations  which  Lord 
Lister  has  made,  he  estimates  the  volume  percentage  of  chloro- 
form inhaled  to  be  about  1*2 — a  smaller  percentage  of  chloro- 
form vapour  than  that  which  he  calculated  was  inhaled  when 
he  adopted  the  folded  cloth  for  administering  the  anaesthetic. 

Taking  everything  into  consideration,  we  may  say  that 
chloroform  is  best  administered  by  means  of  a  Skinner*s  mask 
and  drop-bottle. 

1  Med.  Times  and  Oaz,  vol.  i.,  1870,  p.  436. 
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Skinaer'a  mask  (Fig.  4  7)  has  the  aJvantage  of  retaining  iu  ^i* 

somewhat  better  than  a  mask  made  fron)  lint  or  towel.     It  should  i< 

covered   with   a   single    law-    : 


domett,   and  should   have   ^  tv- 

oijening  for  the  noM  ami  moui:. 
in   order   to  permit   plenty  \i  ii: 

a  to  gain  access  to  tlie  i)atieni.    F; 
f  48  ahow-s  the  way   in   vhich  t.- 

niaek     should    be    held,    >i>d  iv 

patient's  head  adjusleiL- 

If  lint  be  used,  the  best  [w- 

ts  to  take  a  piece   1 1   inchei  li^' 

and  7  inches  wide,  to  fold  it  os- 

over    60    that    the    doiiUe  liw 

measures  7  inches  by  51,  to  puC 
up  between  the    fingers  the  fw 

Fio.  47.— Skiaaer'sMBsk. 

double  edge  opposite  to  tbe  fuli' 
edge,    and    to    run    a    Eareiv-p-.' 
through    the    pinched-up    portKi 
maek  is  formed  (Fig.  43). 

1.  4S,  -ailorofoniiLSiition  liy  iii«iis  of  Skim 


'  Dr.  Stanley  Ti-usidder  of  New  South  Wales  has  iuromied  mp  that  he  fiiA 
it  iin|HHiBili1e  to  aun^tbctis?  [latieuts  vrith  a  Skitinrr's  nuuk  having  rmt  U;«  i~ 
flannel.  Tliis  is  piolwbly  due  to  the  higlier  temperature  of  the  climatf.  TW 
average  sumimr  tcui[ieiature  ia  about  90'  F.  He  finda  it  neceaaary  to  hirt  I" 
lajeiB  of  tliick  flanTiel  on  the  Skinner's  mask. 

'  Tlie  little  bottle  rest  shown  in  the  tif[ure  is  made  for  me  by  Messn.  M*?" 


CHLOEOFOEM 


327 


A  comer  of  a  towel  drawn  through  a  safety-pin,  as  recommended  by 
>ih1  Lister,  also  makes  an  excellent  little  mask  (Fig.  50). 


Fio.  50. 


The  drop-bottle  (known  as  Thomas's)  (Fig.  51)  will  be  found  to  be 
ery  convenient  in  practice.^     It  has  a  capacity  of  2  oz.,  and  is  graduated 

from  above  downwards.  There  is  a  spring  valve 
stopper  (Fig.  52),  which  is  worked  by  the  forefinger 
of  the  administrator.  By  a  very  simple  contrivance 
this  spring  valve  or  stopper  may  be  arranged  in 
either  of  three  positions.  It  may  be  arranged  (a) 
so  that  no  chloroform  whatever  escapes,  even  though 
pressure  be  made  on  the  button,  or  the  bottle 
be  turned  upside  down  ;  (b)  so  that  chloroform 
escapes,  but  only  during 
the  time  that  the  button  is 
being  pressed  down  ;  or  (c), 
so  that,  by  simply  tilting  the 
bottle,  chloroform  flows  out 
in  a  stead V  and  small  but 
not  a  fitful  stream,  no  pres- 
sure upon  the  button  be- 
ing necessary.  The  first 
position  is  the  proper  one 
when    the    bottle    is    not   in  Fig.  52.— Section  of  Spring 

use.     The  third  position  will    Stopper ofThomas's Drop- 
,         -        ,  .      .     bottle,  snowing  the  three 

be    found    very     convenient    ^^^^.^^^^    .„  %^-^^   ^^^ 

during     a    lengthy    adminis-    stoppermay  be  arranged, 
tration. 


Fio.  51. — Tliomas's 
Drop-l>ottle. 


In  using  the  drop-bottle  and  one  of  the  masks  above  recom- 
mended, we  should,  in  the  first  place,  present  to  the  patient  a 


and  Meltzer.  It  consists  of  a  flat  piece  of  wood  which  can  be  inserted  under 
the  pillow,  and  the  projecting  end  is  furnished  with  a  metal  holder  for  the 
Thomas's  drop-bottle.  I  find  this  arrangement  very  u.seful  in  hospital 
practice. 

1  This  drop-bottle  is  made  by  Messrs.  Mayer  and  Meltzer.      The  additional 
slot  (Fig.  52,  c)  was  suggested  by  Dr.  Sheppard. 
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very  diluted  vapour.  We  have  good  evidence  that  the  her^c 
plan  already  discussed  is  not  unattended  by  risk.  But  we  mos: 
not  lose  sight  of  the  fact  that  a  too  sparing  use  of  chloroform  i^ 
also  open  to  objection.  A  few  drops  should  be  first  administerec 
in  order  not  to  alarm  the  patient  by  any  sufiTocative  sensatioi^ 
The  mask  should  be  gradually  brought  nearer  and  nearer  to  the 
face.  More  of  the  anaesthetic  should  now  be  given,  so  that  ^ 
distinctly  moistened  surface  results.  Any  holding  of  the  br^th 
or  coughing  should  be  met  by  a  partial  withdrawal  of  the  mask 
The  inhalation  should,  however,  not  be  wholly  discontinued.  An 
endeavour  must,  in  fact,  be  made  to  continuously  give  a  well- 
diluted  vapour.  The  administrator  should  steer  between  the  twi- 
extremes,  the  rapid  and  the  slow  plans  of  administration.  In 
patients  requiring  large  quantities  of  the  anaesthetic,  it  may  1^ 
necessary  to  keep  the  mask  quite  moist,  at  all  events  for  the 
major  portion  of  the  administration.  I  have  found  that  Ij 
using  the  Skinner*s  mask  and  drop-bottle  described,  about  1| 
to  2  oz.  of  chloroform  per  hour  are  consumed  by  adult  sut»- 
jects,  i.e.  about  1  drachm  every  four  or  five  minutes.  Children 
and  weakly  patients  require  less  than  this  ;  whilst  in  the  cas 
of  alcoholic  persons,  etc.,  more  will  be  needed.  The  average 
given  is  that  for  the  first  hour.  Less  will  be  required  for 
the  second,  and  less  again  for  the  third,  should  the  operatioji 
be  of  this  duration. 

Dr.  Kirk^  has  drawn  attention  to  the  bad  practice  of 
wholly  withdrawing  chloroform  after  once  the  administration 
hfiis  been  started,  i.e,  of  administering  it  in  an  intermittent 
fashion;  and  he  attributes  many  of  the  chloroform  fatalities 
which  have  been  recorded  to  this  error.  He  puts  forward  a 
theory  to  explain  the  clinical  phenomena  which  he  has 
observed.  He  believes  that  the  withdrawal  of  chlorofonn 
during  partial  ana^thesia  leads  to  a  "  rebound  '*  of  the  circula- 
tion which  terminates  in  syncope ;  but  the  facts  upon  whici 
he  bases  his  views  are  so  meagre  that  we  are  hardly  justified 
in  arguing  from  them.  Moreover,  the  fatal  cases  which  he  ha? 
selected  to  support  his  theory  are,  to  my  mind,  capable  of  being 
equally  well  explained  on  more  probable  grounds.     An  inter- 

*  A  New  Theory  of  Chloroform  Syncope,  by  Dr.  R.  Kirk.      See  also  a  revk^ 
of  the  book  in  the  Brit.  Med.  Joum.^  21st  March  1891,  p.  649. 
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dittent  and  sparing  administration  of  chloroform  is  un- 
loubtedly  objectionable,  and  possibly  dangerous  in  some 
ases.  When  chloroform  is  given  in  very  small  doses,  swallow- 
ng,  holding  the  breath,  and  exhaustion  from  struggling, 
oughing,  and  vomiting  are  all  liable  to  arise,  and  the 
Lsphyxiated  state  thus  induced  may,  as  we  know,  prove  a 
ource  of  danger.  All  such  phenomena  are  avoided  by  a  more 
iberal  use  of  the  drug. 

Chloroform  may  be  administered  to  children  during  sleep.^ 
[  have  adopted  this  course  on  several  occasions  with  satis- 
actory  results  (see  p.  197). 


Section  II. — The  Administration  of  Chloroform  with 

Oxygen 

This  plan  of  chloroformisation  was  introduced  by  Neudorfer 
of  Vienna,  who  is  stated  to  have  excluded  all  air  during  the 
administration,  and  to  have  given  the  mixed  oxygen  and 
chloroform  vapour  by  means  of  a  tightly-fitting  face-piece.^ 
Neudorfer's  method  has  been  simplified  by  employing  a  Junker's 
inhaler,  to  the  hand-bellows  of  which  a  bag  containing  oxygen 
is  fixed,  so  that  this  gas  instead  of  atmospheric  air  is  pumped 
through  the  chloroform  on  its  way  to  the  face-piece.  Con- 
flicting statements  prevail  as  to  the  results  of  this  method.  I 
have  had  no  personal  experience  with  it,  as  it  seems  to  me  to 
offer  no  special  advantages. 


B.  THE  EFFEOTS  PBODIJOED   BT  THE  ADMINISTBATION 

OF  OHLOBOFOBM 

The  phenomena  of  chloroform  anaesthesia  are  in  their  main 
features  so  similar  to  those  which  have  been  already  described 
as  characterising  the  use  of  ether,  that  it  will  probably  be 
better  to  compare  the  former  with  the  latter  than  to  specially 

*  See  Lancet,  vol.  ii.,  1872,  pp.  514,  549.  See  also  a  letter  from  Dr.  John 
G.  Marshall  in  Lancet,  24th  April  1886. 

«  See  BrU.  Med.  Joum.,  25th  January  1896  ;  CentraLf,  Chir.  No.  35,  1887  ; 
Central,/,  klin.  Med,  No.  36,  1888  ;  Colmial  Med.  Joum,,  June  1896. 
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describe  the  phases  through  which  the  patient  passes  whit: 
inhaling  chloroform. 

First  Degree  or  Stage. — The  vapour  of  chlorofomi  is  ms^ 
pleasant  to  inhale  than  that  of  ether.  When  given  with  a 
copious  supply  of  air,  the  sense  of  suffocation,  which  is  ncc 
unfrequently  complained  of  with  ether,  is  reduced  to  a  minimuuL 
Swallowing,  coughing,  holding  the  breath,  etc.,  symptoms  whicL 
almost  invariably  attend  the  administration  of  ether  by  tli* 
semi-open  method,  are  rarely  observed  with  chloroform.  Ic 
other  respects  the  initial  phenomena  are  identical  in  ik 
two  cases. 

Second  Degree  or  Stage. — If  we  compare  semi-open 
methods  of  etherisation  with  open  methods  of  chloroformisatioii 
we  may  say  that  mental  and  muscular  excitement  are  some- 
what more  common  with  the  former  than  with  the  latt*i 
But  if  we  compare  the  open  mode  of  administering  chloroforu 
with  the  usual  (close)  plan  of  exhibiting  ether,  we  may  ue- 
hesitatingly  state  that  ether  has  very  great  advantages  over 
chloroform  in  this  direction.  Shouting,  gesticulation,  scream- 
ing, etc.,  are  all  more  common  under  chloroform  than  under 
ether,  provided  the  latter  be  properly  administered  by  mean* 
of  a  close  inhaler.  Muscular  and  alcoholic  subjects,  as  well  a? 
hysterical  and  excitable  patients,  may  give  a  little  trouLk 
during  the  period  of  rigidity,  not  only  by  incoherently  gesticu- 
lating and  attempting  to  rise  into  the  sitting  posture,  but  bj 
holding  the  breath,  moving  the  arms  and  legs,  eta  Prolongs- 
tonic  spasm  should  make  the  administrator  cautious,  ani 
though  he  need  not,  as  a  rule,  wholly  discontinue  the  adminis- 
tration, he  should  not  too  rashly  push  the  drug.  An  occasiou^ 
breath  of  fresh  air  must  be  allowed,  and  the  inhalation  entirely 
suspended  for  a  few  moments  should  any  clonic  movement* 
appear.  The  fine  tremor  which  is  occasionally  met  with  under 
ether  (see  p.  289)  is  rarely  if  ever  met  with  under  chlorofonii. 
The  frequency  of  temporary  respiratory  embarrassment  ia 
vigorous  patients  under  chloroform  probably  helps  to  explain 
the  comparative  frequency  of  fatalities  in  such  patients  early 
in  the  administration.  A  continuous  and  yet  not  too  sparing 
an  inhalation,  with  the  careful  avoidance  of  that  strengtl 
of  vapour  which  might  cause  "  holding  of  the  breath,"  will,  io 
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sti  cases,  ensure  an  absence  of  inconvenient  struggling  and 
npered  breathing.  There  can  be  no  doubt  that  when  all 
!  muscles  of  the  body  are  contracted  and  the  respiratory 
vements  for  the  moment  suspended,  the  right  heart  is  some- 
xtt  over-full,  and  air  is  needed  in  order  to  allow  of  that  free 
Imonary  circulation  which  is  essential  for  the  escape  of  the 
prisoned  blood  to  the  left  cavities.  In  this  way  the  irregular 
bathing  which  marks  the  second  stage  in  certain  subjects 
sses  quietly  and  satisfactorily  away,  and  leaves  a  snoring 
rm  of  respiration  which  indicates  the  approach  or  actual 
esence  of  the  third  stage  of  antvathetisation. 

It  occasionally  happens,  however,  that  instead  of  the 
spiration  undergoing  the  usual  changes  hei^e  described,  it 
jcomes  inaudible  and  almost  imperceptible.  There  can  be  no 
)ubt  tliat,  as  a  general  rule,  this  kind  of  breathing  is  the 
suit  of  too  cautious  and  too  sparing  a  use  of  the  anivsthetic ; 
id  that  by  a  bolder  administration  (see  p.  328)  it  may  be 
aviated.  Should  this  unsatisfactory  form  of  breathing  once 
Bcome  well  established,  the  administrator  may  have  some 
ifficulty  in  getting  out  of  the  dilemma  which  he  himself  has 
reated.  The  shallow  movements  prevent  a  free  entrance  of 
[le  vapour,  and  the  advent  of  true  anaesthesia  is  thereby  de- 
lyed.  So  far  as  my  own  experience  goes,  I  am  inclined  to 
egard  the  shallow  breathing  (which  is  not  unfrequently 
ssociated  with  some  pallor  and  feebleness  or  slowness  of  pulse) 
s  an  indication,  at  all  events  in  many  cases,  of  a  tendency  to 
^omit,  although  othera  place  a  different  interpretation  upon  it. 
i  the  administration  be  carefully  continued,  the  symptoms 
nay  often  be  dispelled,  and  vomiting  averted :  the  breathing 
yill  become  deeper,  and  the  colour  and  pulse  better.  Some- 
imes,  however,  it  is  difficult  or  impossible  to  get  the  patient 
)ut  of  this  condition  without  vomiting  occurring.  Should  the 
m^Esthetic  be  entirely  withheld,  the  latter  event  will  be  very 
liable  to  take  place,  and,  after  retching  movements  have  sub- 
sided, the  colour  will  return,  and  no  further  trouble  will  be 
experienced. 

Certain  types  of  subjects  seem  particularly  prone  to  pass 
into  a  state  of  false  anaesthesia — that  is  to  say,  although  surgical 
narcosis  has  not  yet  become  established,  they  present  such 
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indications  of  its  presence  that  the  most  skilled  anaesthetist 
may  be  deceived.  This  is  notably  the  case  with  children,  be 
false  anaesthesia  may  also  be  met  with  in  adults.  The  cornt--'^ 
may  be  insensitive,  the  pupils  more  or  less  contracted,  xh-. 
breathing  quiet  and  regular ;  but  immediately  an  incision  l^ 
made,  a  considerable  reflex  movement  may  take  place,  an: 
curiously  enough,  the  corneal  reflex  may  simultaneously  rv- 
appear  (p.  57).  One  is  very  liable  to  fall  into  this  error  wfe: 
the  operation  is  not  begun  for  a  considerable  time  after  il-- 
signs  of  anaesthesia  have  appeared. 

In  some  instances  loud  palatal  stertor  comes  on  early  i: 
the  second  stage,  and  should  be  disregarded,  as  it  does  iv' 
indicate  the  profound  anaesthesia  which  it  might  suggest  I: 
others,  the  respiration  is  very  deep  and  hurried  throughout,  I'c; 
such  cases  are  exceptional. 

The  behaviour  of  the  circulation  will  depend  upon  mac; 
circumstances.  In  most  cases  there  is  a  tendency,  as  surgit^ 
anaesthesia  approaches,  for  the  initial  acceleration  of  the  pil>c 
to  gradually  subside,  and  for  a  soft  regular  pulse  of  about  tit 
normal  rate  to  become  established.  Any  marked  interference 
with  free  respiration,  such  as  that  which  would  arise  froc 
tonic  spasm  of  the  respiratory  muscles  during  the  period  d 
excitement,  reflex  laryngeal  closure,  etc.,  will  very  quickly  an! 
markedly  modify  the  rate,  regularity,  and  fulness  of  the  pulse. 
The  swallowing,  coughing,  retching,  and  vomiting,  which  are 
prone  to  arise  when  chloroform  is  improperly  administered,  ait 
one  and  all  similarly  liable  to  interfere  with  cardiac  actioa 
As  nothing  is  so  favourable  to  the  occurrence  of  these  symptom? 
as  an  intermittent  and  sparing  use  of  the  anaesthetic,  we  can 
readily  understand  the  occasional  existence  of  a  feeble  pnlsc 
comparatively  early  in  chloroform  administration.  The  half- 
asphyxiated  condition  into  which  a  patient  passes  when  hi? 
air-way  is  intermittently  occluded,  or  rendered  temporarilj 
useless  for  respiratory  purposes  in  consequence  of  musculsr 
spasm,  rapidly  tends  to  embarrass  the  heart's  action  during  tk 
inhalation  of  chloroform.  As  already  mentioned,  there  is  noi 
nearly  the  same  liability  to  these  results  under  ether,  t 
studying  the  eSects  of  anaesthetics,  and  more  particidarly  tho6*e 
of  chloroform,  one  cannot  help  being  struck  by  the  fact  that 
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Idleness  of  the  radied  pulse  is  often  directly  and  mechanically 
pendent  upon  feebleness  of  respiration.  Other  things  being 
Lxal,  a  patient  whose  upper  air-passages  are  perfectly  free 
11  be  more  liable  to  pass  into  a  state  of  tranquil  breathing 
xa  a  patient  with,  let  us  suppose,  a  nased  catarrh.  In  the 
•mer  case,  indeed,  the  respiratory  movements  may  be  so 
allow  that  they  cannot  possibly  favour  pulmonary  circula- 
m,  so  that  the  left  side  of  the  heart  receives  comparatively 
tie  blood.  In  the  latter  case  the  slightly  obstructed  breath- 
g  involves  increased  respiratory  action,  and  this  in  its  turn 
so  favourable  to  pulmonary  circulation  that  a  full  pulse 
:d  good  colour  may  be  obierved.  I  am  now  speaking  of 
nditions  associated  with  corneal  reflex,  not  of  states  of 
tloroform  toxiemia.  In  actual  practice  I  find  it  a  good  plan, 
hen  early  shallow  breathing  manifests  itself,  to  artificially 
duce  slight  snoring  by  gently  pressing  the  lower  jaw  back- 
ards — a  procedure  which  has  the  efifect  of  increasing  respira- 
•ry  movements,  and  consequently  circulation. 

The  pupils  during  this  part  of  the  administration  are,  as  a 
meral  rule,  mobile  and  more  or  less  dilated.  They  react 
uggishly,  or  possibly  not  at  all,  to  light.  As  the  third  stage 
'  anaesthesia  approaches  they  usually  show  a  marked  tendency 
}  become  smaller  and  more  fixed.  I  find  in  Dr.  Sheppard*s 
otes  53  cases  in  which  the  pupil  was  observed  before  full 
iloroform  ansesthesia  was  established.  In  2  6  it  was  "  moderately 
Hated  "  or  "  dilated  " ;  in  1 5  "  moderately  contracted  " ;  and  in 
2  "contracted." 

The  ocular  globes  may,  as  the  result  of  tonic  or  clonic 
pasm,  move  in  this  or  that  direction,  or  nystagmus  may  be 
resent.  According  to  Warner,  the  movements  in  this  stage 
re  always  co-ordinate.  Dastre  states  that  somewhat  later 
tie  globes  may  follow  a  light  passed  backwards  and  forwards 
•efore  them. 

Third  Degree  or  Stage. — The  phenomena  of  deep  surgical 
naesthesia  under  chloroform,  when  uncomplicated  and  satis- 
actorily  developed,  are  very  similar  to  those  which  have  been 
[escribed  as  occurring  with  ether.  There  are,  however,  certain 
emarkable  differences. 

The  respiration  is  usually  regular,  softly  snoring,  and  some- 
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what  quicker  and  deeper  than  normal.^  Generally  speaking 
more  of  the  anaesthetic  will  produce  a  louder  stertor,  and  ks? 
will  lead  to  quieter  breathing.  In  some  cases  there  is  loo: 
stertor,  whilst  in  others  the  respiration,  though  satisfactmy 
performed,  is  almost  or  wholly  inaudible.  Plethoric,  flabti 
and  stout  subjects  are  moi'e  liable  to  stertor  than  others,  &ii 
in  these  especially  the  jaw  may  have  to  be  kept  pushed  w&l 
forwards  in  order  to  maintain  free  respiration  (see  p.  444 
There  is,  however,  with  chloroform  not  quite  so  great  a  tendeo:? 
to  rigidity  of  the  masseters  and  adjacent  muscles  as  there  s 
with  ether,  and  it  is  therefore  less  common  to  have  to  keep  tk 
jaw  forwards  during  the  administration.  The  respiratory  moTn- 
ments  under  chloroform  are  not,  as  a  rule,  so  deep,  so  quick,  ' 
so  noticeable  as  those  met  with  under  ether;  and  hence  so2- 
doubt  may  occasionally  be  felt  as  to  the  efficiency  of  tht 
breathing.  A  crowing  laryngeal  sound  is  prone  to  aecompai:; 
inspiration  in  some  cases.  This  sound  has  already  been  dis- 
cussed (p.  46).  Looked  at  from  all  points  of  view,  the  respir. 
tion  during  deep  chloroform  anaesthesia,  though  favourable  h 
reason  of  its  comparative  tranquillity  to  the  performance  •: 
many  operations,  is  not  as  satisfactory  as  the  respiraM 
under  ether.  Whilst  the  breathing  of  the  patient  udu^ 
chloroform  is  occasionally  difficult  of  appreciation,  that  of  i 
patient  under  ether  is  always  obvious  to  the  administraUTj 
usually  distinctly  audible,  and  a  never-failing  guide  in  tiL^ 
of  doubt. 

Much  discussion  has  arisen  concerning  the  circalatian  i^ 
deep  chloroformisation.  Those  who  have  been  accustomed  u 
the  excited  cardiac  action,  the  bounding  and  somewhat  accelet 
ated  pulse,  and  the  general  vascular  fulness^  of  etherisatk'i 
will  be  struck  by  the  comparatively  sluggish  circulation  of  tu^ 
patient  under  chloroform.  That  the  heart's  action  under  tl^ 
latter  anaesthetic  is  in  most  cases  sufficiently  well  maintains 

^  All  varieties  of  respiration  may  be  met  with.  I  have,  for  example,  d^^i^ 
of  a  case  in  which,  during  deep  autesthesia  for  an  abdominal  section,  the  fttti?:J 
— a  female  aged  forty-two,  of  average  appearance — breathed  at  the  rate  of  62  ^' 
minute. 

2  Surgeons  who  have  for  many  years  operated  under  chloroform  often  ^ 
excellent  testimony  to  the  more  vigorous  circulation  of  ether,  in  their  comfte- 
as  to  the  greater  vascularity  when  oj>erating  under  the  latter  agent. 
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3re  can  be  no  doubt.  When  the  administration  has  been 
:iducted  in  the  proper  manner,  and  temporary  cardiac  depres- 
►n  consequent  upon  too  sparing  a  use  of  chloroform,  or  upon 
jpiratory  embarrassment,  has  been  avoided,  the  administrator 
U  find  that  the  pulse  becomes  slower  and  steadier  than  it  was 
ring  the  first  and  second  stages,  and  that  it  settles  down  to 
^out  the  normal  rate,  or  even  less  than  this.^  It  is  not  un- 
ual  to  find  the  almost  imperceptible  pulse  of  a  feeble  subject 
ow  markedly  stronger  under  the  finger  as  surgical  anaesthesia 
)proaches.  Dr.  Leonard  Hill  finds  that  his  "  sphygmometer  " 
dicates  a  rapid  and  persistent  fall  of  blood-pressure  to  the 
ctent  of  about  ^  or  ^  of  the  normal. 

During  deep  chloroform  anaesthesia  the  eyeballs  are  either 
xed,  or  one  may  be  fixed  whilst  the  other  slowly  moves,  or 
Dth  may  slowly  move.  The  loss  of  associated  movements  was 
ointed  out  by  Dr.  F.  Warner^  in  1877,  and  generally  indi- 
aites  a  considerable  and  proper  depth  of  narcosis.  I  have, 
owever,  met  with  a  case  in  which,  even  though  the  patient 
ras  deeply  and  properly  anaesthetised,  co-ordinated  movements 
ersisted.  The  eyeballs,  if  fixed,  are  usually  in  the  horizontal 
lane. 

The  pupil  during  the  stage  of  surgical  anaesthesia  under 
liloroform  has  given  rise  to  much  comment,  and  is  well  worthy 
►f  careful  study.  Budin  and  Coyne  were  the  first  to  direct 
)articular  attention  to  the  pupil  as  a  guide.  All  observers 
igree  that  it  is  usually  contracted  in  deep  chloroform  anaesthesia, 
3ut  the  term  "  moderately  contracted  "  seems  to  me  to  be  more 

1  An  abnormally  slow  pulse  may  point  to  an  unnecessarily  deep  aueesthesia. 
I  have  frequently  found  that  when  the  pulse  is  very  slow  less  of  the  anaesthetic 
wrill  increase  its  rate.  A  normally  slow  pulse  will  still  be  slow  during  deep 
maisthesia.  I  have  kno^ni  a  pulse  of  46  i)er  rain,  throughout  the  administra- 
tion, the  patient,  a  woman  of  75  yeai-s,  normally  possessing  a  slow  pulse.  In 
20  patients  in  whom  Kapi)eler  compared  the  pulse  of  deep  chloroform  anjesthesia 
with  that  observed  a  few  hours  before  the  administration  when  the  patient  was 
not  excited,  he  found  a  diminution  in  rate  of  from  4  to  30  beats  i>er  min.  Thus, 
in  a  child  of  12,  a  pulse  of  80  fell  to  50  ;  in  a  man  of  60,  a  pulse  of  60  fell  to  52  ; 
and  in  a  man  of  56,  a  pulse  of  72  fell  to  48.  I  must  refer  the  reader  to  Kappeler's 
book  for  sphygmographic  tracings  of  the  pulse  under  chloroform.  The  Glasgow 
Anaesthetics  Committee  of  the  British  Medical  Association  found  that  of  50  cases 
in  which  chloroform  was  given  for  surgical  operations,  5  presented  a  pulse  of  64, 
7  of  60,  5  of  56,  and  1  of  48  during  deep  antesthesia  (Brit  Med.  Journ.,  18th 
Dec.  1880,  p.  958). 

2  Brit.  Med.  Journ.,  10th  March  1877,  p.  292. 
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appropriate.  By  taking  measurements  with  a  pupillometer,^  I 
find  that  in  most  cases  the  pupil  measures  from  2  to  3  mot 
in  diameter,  usually  being  about  2^  mm.  The  average  chloro- 
form pupil  is  therefore  decidedly  smaller  than  the  aver^ 
ether  pupil.  The  two  resemble  one  another,  however,  in  tba: 
they  behave  in  a  similar  manner  in  response  to  an  incr^sc 
or  decrease  in  the  quantity  of  the  anaesthetic  given,  and  ii 
that  they  are  similarly  affected  by  light  and  other  stimuli  ii 
will  be  pointed  out  below,  the  pupil  is  of  ten  of  great  service  as 
a  guide  in  chloroform  administration.  OccasionaUy,  as  witi 
ether,  it  remains  widely  dilated  throughout  this  stage,  evs 
though  the  anaesthetic  has  not  been  pushed  too  far.  This  is 
often  the  case  during  operations  upon  cervical  glands.  A  var 
small  pupil  (1  or  1^  mm.)  in  most  cases  indicates  a  ligb 
anaesthesia ;  whilst  a  somewhat  dilated  pupil  (3^  to  4^  mmi 
usually  means  either  that  the  anaesthesia  is  very  profound,  or 
more  probably  that  the  dilatation  is  of  reflex  origin,  and  i: 
associated  with  a  light  anaesthesia.  As  already  stated  wha 
dealing  with  ether,  very  little  reliance  is  to  be  placed  up^ 
the  pupil  as  a  guide  until  after  the  operation  has  been  is 
progress  some  little  while,  and  until  the  administrator  has 
satisfied  himself  as  to  its  behaviour  with  more  and  less  of  tk 
anaesthetic.^ 

The  lid-reflex  should,  as  a  general  rule,  be  absent  Thesf 
are,  of  course,  exceptions  to  this  rule,  but  the  third  degree  d 
anaesthesia  cannot,  generally  speaking,  be  said  to  be  pre^^t 
when  this  reflex  phenomenon  can  be  elicited. 

The  muscular  system  is  completely  relaxed  under  chlorofonC' 
With  ether  a  slight  degree  of  rigidity  may  persist  for  son* 
time,  even  though  the  anaesthetic  be  very  freely  used ;  bai 
with  chloroform  this  is  very  rarely  the  case. 

The  normal  colour  of  the  foce  is  usually  at  first  somewhit 

^  I  have  used  Mr.  Edgar  Browne's  pupillometer  in  these  obserratioiu.  M 
Brit.  Med.  Journ.  vol.  ii.,  1886,  p.  24. 

^  For  further  information  see  an  interesting  article  in  the  Lancety  vol  ^■ 
1875,  p.  5,50.  Also  a  paper  by  Dr.  H.  J.  Neilson,  Brit.  Med.  Jmim,,  30th  J::^ 
and  Ist  Oct.  1887.  I  cannot  agree  with  Dr.  Neilson 's  contention  that  when  t^ 
pupil  is  strongly  contracted  and  immobile,  no  chloroform  should  be  given  tat- 
It  begins  to  dilate  again.  A  very  small  pupil  is,  I  believe,  almost  invariaH^ 
indicative  of  a  light  form  of  anaesthesia,  and  in  most  cases  denotes  the  need  ^' 
slightly  increasing  the  chloroform. 
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Mghtened,  provided  that  conditions  capable  of  leading  to 
rculatory  depression  or  to  obstructed  breathing  be  absent 
lould  the  patient  be  allowed  to  come  out  of  a  deep  anaesthesia, 
illor  indicative  of  the  approach  of  retching  may  result.  Or 
lould  an  inadequate  nasal  or  oral  air-way  exist,  from  pursing 
p  of  the  lips  or  other  causes,  a  slight  degree  of  cyanosis  would 
isult.  As  much  more  air  is  admitted  with  chloroform  than 
ith  ether,  there  is  as  a  rule  less  duskiness  of  the  features. 
fter  deep  anaesthesia  has  been  established  for  a  short  time 
lere  is  a  tendency  for  the  face  to  become  paler  than  normal, 
ad  this  tendency  persists  for  the  remainder  of  the  administra- 
on,  unless  abnormally  deep  breathing,  coughing,  or  vomiting 
lould  occur. 

Mucus  and  saliva  are  rarely  secreted  in  sufficient  quantities 
3  attract  attention.  The  excessive  secretion  of  these  fluids 
rhich  occurs  in  florid  young  patients  under  ether  is  rarely  if 
ver  observed  under  chloroform. 

The  temperature,  according  to  Kappeler,  who  has  made 
aany  observations  on  this  subject,  is  invariably  reduced  during 
he  administration  of  chloroform.  In  thirty  cases  in  which 
perations  were  performed  the  reduction  varied  from  00 2^  C. 
o  1*1°  C,  the  average  being  0o9°  C. 

The  Chloroformisation  of  Infants. — The  upper  air- 
)assages  of  these  subjects  are  so  sensitive  that  the  administra- 
ion  of  an  anaesthetic  vapour,  even  though  carefully  conducted, 
generally  causes  the  breath  to  be  "  held "  both  before  and 
ifter  unconsciousness.  Should  crying  occur,  a  rapid  intake  of 
maesthetic  will  ensue,  and  care  must  be  exercised  when  em- 
ploying chloroform  to  allow  a  very  free  admixture  of  air 
luring  this  stage.  It  is  a  good  plan,  in  fact,  to  withdraw  the 
jhloroform  altogether  directly  the  crying  legins  to  show  signs 
)f  abatement.  If  the  administration  be  conducted  without 
thus  anticipating  an  excessive  intake,  an  unnecessary,  or  even 
i  dangerous,  degree  of  anaesthesia  may  ensue.  Guthrie  ^  points 
3ut  that  after  the  crying  stage  infants  often  pass  into  chloro- 
form "  sleep,"  with  contracted  pupils,  convergent  eyeballs, 
insensitive  corneae,  and  flaccid  limbs.  This  false  anaesthesia 
[vide  sujrra)  has  been  already  alluded  to.     It  is  best  treated 

1  ClinicalJoum.y  7th  April  1897,  p.  377. 
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by  briskly  rubbing  the  lips,  or  otherwise  stimulating  lb 
infant  to  deeper  respiration ;  or  it  may  be  advisable  to  atld « 
little  ether  to  the  mask,  when  au  immediate  improvement  ii 
respiration  and  pulse  will  ensue.  The  peripheral  circulation 
of  infants  is  often  difficult  of  appreciation  under  chloroform 
especially  if  the  extremities  be  normally  cold.  It  is  importaD: 
however,  to  keep  a  finger  upon  the  radial  pulse  in  all  cases  il 
which  there  is  any  doubt  as  to  the  depth  of  anit^sthesia.  I 
liave  frequently  found  the  circulation  to  be  a  valuable  guide 
especially  in  hare-lip  and  cleft-palate  cases.  In  addition  t* 
the  pulse  quickly  showing  evidences  of  depression  when  t^ 
much  chloroform  is  given,  it  also  soon  becomes  feeble,  or  dis- 
appears, as  the  result  of  embarrassed  or  arrested  breathing. 


0.  THE  VABIOIJS  FA0T0B8  WHICH  MAT  INDIVIDnALLT 
OB  OOLLEOTIVELT  LEAD  TO  DANGEBOIJS  OB  FATAL 
SYMPTOMS  DUBINa  OHLOBOFOBMISATION ;  TEE 
DIFFEBENT  MODES  OF  DEATH  UNDEB  CHLOBOFOBM; 
AND  THE  POST-MOBTEM  APPEABANCES 

"We  have,  in  preceding  pages,  discussed  what  I  havt 
ventured  to  term  the  experimental  physiology  of  chloroform 
antesthesia,  and  have  considered,  in  some  detail,  the  effect^ 
produced  upon  the  mammalian  organism  by  toxic  quantities  of 
this  anaesthetic.  We  have  now  to  study  the  numerous  clinieil 
facts  which  may  throw  light  upon  the  important  problem  ol 
how  and  why  chloroform  accidents  occur,  and  to  see  to  wha: 
extent  these  facts  harmonise  with  those  to  which  attention  has 
already  been  directed.  At  the  first  blush  it  might  seem  tha: 
we  possess,  in  the  vast  number  of  physiological  researchr? 
which  have  been  conducted,  a  key  t6  the  correct  interpretaiit»o 
and  understanding  of  all  the  chloroform  accidents  of  practice 
But  this  is  not  so.  It  is  of  paramount  importance,  if  we  wish 
to  obtain  a  clear  insight  into  the  various  modes  of  onset  (-^ 
dangerous  or  fatal  symptoms  during  the  use  of  chloroform  is 
surgical  practice,  that  we  should  bear  in  mind  that,  in  a  lart. 
proportion  of  accidents,  overdosagCy  in  the  iisual  sense  of  the  tfr^ 
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is  conspicmmsly  absent.  It  would,  of  course,  be  wrong  to  ignore 
the  influence  or  to  minimise  the  risks  of  the  presence  within 
the  circulation  of  dangerous  quantities  of  this  ana^thetic.  All 
I  would  point  out  in  this  connection  is  that  we  have  before  us 
not  merely  the  simple  question  of  chloroform  toxtemia,  but 
other  questions  whose  importance  is  equally  as  great  or  even 
greater. 

The  Committee  appointed  by  the  Eoyal  Medical  and 
Chirurgical  Society  in  1864,  to  inquire  into  the  uses  and 
effects  of  chloroform,  collected  and  analysed  109  fatal  cases 
which  occurred  in  the  years  1848-1863  inclusive.  Kappeler, 
in  his  valuable  work  on  anaesthetics,  gives  a  similar  analysis 
of  101  additional  fatalities,  which  have  been  recorded  in 
various  journals  as  having  taken  place  in  the  years  1865-1876 
inclusive.  As  the  matter  is  one  of  importance,  and  as 
Kappeler's  work  in  this  direction  is  not  perhaps  as  widely 
known  in  this  country  as  it  deserves,  I  propose  to  present  to 
the  reader  a  combined  analysis  of  the  210  cases. 


An  analysis  o/  210  chloroform  fatalities  (=109  collected  by  the 
Committee  of  the  Royal  Medical  and  Chirurgical  Society ^ 
and  101  collected  by  Kappeler). 


Males 
Females    . 
Not  stated 


(a)  Sex 


150 

59 

1 

210 


Under  5  yeai-s 

6-15  years 
16-30  "  „ 
31-45      „ 
46-60     „ 
Over  60  years 
Not  stated 


(b)  Age 


2 
21 
49 
53 
37 

3 
45 


210 
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(c)  Nature  of  Operatimi 

Amputations     ..... 

Dislocations       ..... 

Removal  of  tumours  .... 

Examination  of  injuries  (including  putting  up 

Operations  on  male  genito-urinary  organs 

Operations  on  anus,  rectum,  etc.  . 

Operations  on  female  genital  organs 

Operations  on  eye 

Hernia      .... 

C^astration 

For  necrosis,  excision  of  bone,  etc 

Excision  of  joints 

Forcible  straightening  of  joints 

For  application  of  escharotics 

Plastic  operations 

Ligature  of  arteries 

Opening  abscesses  and  sinuses 

Impaction  of  faeces 

For  removal  of  teeth 

Removal  of  toe-nail    . 

For  relief  of  neuralgia 

For  delirium  tremens 

For  maniacal  excitement 

Not  stated 


of  fractures) 


(d)  Perioff  of  Inhalation  at  which  Death  occurred 

Under  1  minute 
1-3  minutes 
3— o        ,, 
6    15      „ 
Over  15  minutes 
Not  stated 


36 

16 
17 

20 
11 

5 
16 

3 

4 

« 

s 

6 
1 


1^ 
5 

1 


6 


210 


10 
13 
12 
33 
« 
135 


(e)  Statje  of  Ancesthesia  at  which  Death  occurred 


210 


(Jommenciiig  to  inhale         .... 

14 

Stage  of  excitement    ..... 

30 

Incomplete  anoosthesia         .... 

49 

Fully  under  influence          .... 

68 

After  operation           ..... 

31 

Not  stated         ...... 

18 

210 
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Or,  Before  full  effects  of  chloroform 
During  full  effects 
After  operation 
Not  stated 


93 
68 
31 
18 


210 


(f)  Mode  of  Death 

It  is  best,  perhaps,  to  keep  the  two  analyses  under  this  heading 
separate. 


Royal  Medical  and  Chirurgical  Committee 


Syncope           ..... 
Syncope  during  stage  of  excitement    . 
Died  suddenly          .... 
Died  in  a  fitw  . 

> 
> 

56 
6 
6 

10 

Pulse  and  respiration  ceased  together 
Failure  of  respiration  (pidse  not  noted) 
Failure  of  respiration  (pulse  remaining) 
Not  stated       ..... 

• 
1 

9 

6 

2 

14 

109 


Kappeler 

Group  1.  Imperfectly  recorded  cases,  or  cases  in  which  death  could 
not  be  ascribed  directly  to  chloroform 

Group  2.  Fully  reported  cases  in  which  death  occurred  as  the  im- 
mediate result  of  chloroform    ..... 


61 
40 


101 


Analysis  of  Group  2 

A.  Death  with  primary  evidences  of  circulatory  failure  (14  fully 

under  and  9  partially  under  chloroform)    .... 

B.  Cases  in  which  respiration  ceased  first  (10  fully  under  and   7 

partially  under  chloroform)       ...... 


23 

17 


40 
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(g)  Mode  of  Inhalation 

On  handkerchief,  towel,  napkin,  or  lint 

Lint  with  sponge 

On  sponge 

With  an  ether  inhaler 

Snow's  inhaler 

An  inhaler 

Paper  bag  or  cloth  cone 

Skinner's  mask 

A  mask 

Esmarch's  mask 

Melal  inhaler  with  plenty 

Clover's  apparatus    . 

Not  stated 


() 


f  air 


87 

,> 

11 
2 

5 
3 

1 

.'> 
59 


210 


The  above  facts  will  act  as  a  kind  of  clinical  l^a^is  upcm 
which  to  start  our  inquiry ;  and  we  shall  have  occasion  t « 
ref^r  to  certain  of  them  in  the  following  remarks. 

It  is  well  known  that  a  large  proportion  of  deaths  durinj 
chloroform  inhalation  have  taken  place  quite  early  in  the 
administration  before  anaesthesia  has  become  completely  estali- 
lished. .  Of  the  210  cases  referred  to,  the  period  at  which  deatL 
occurred  is  stated  in  75  cases  only,  and  in  ^^  of  these  {it. 
in  90  per  cent)  the  patients  died  within  the  first  fifteen  mini'ti^ 
Comte  ^  collected  232  deaths  under  chloroform.  In  224  ot 
these  the  time  at  which  the  fatal  event  occurred  was  mentioned; 
and  of  these  224  deaths,  112  (50  per  cent)  took  place  befoiv 
antesthesia  was  complete.  I  myself  find  130  chlorofoni: 
deaths  reported  in  the  Lancet  and  British  Medical  Joirna^ 
from  1880  to  1889  inclusive  ;  and  of  these,  54  took  place  either 
before  tlie  operation  or  during  some  short  and  trivial  operatioiL 

The  question  naturally  arises  :  Why  should  the  early  stagts 
of  chloroformisation  be  specially  hazardous  ?  In  some  cases  it 
has  seemed  as  if  death  has  arisen  from  psychical  causes — fn>ii: 
apprehension  or  alarm  on  the  part  of  the  patient  whilst  in- 
haling the  vapour.  In  others  it  has  been  thought  that  tb- 
contact  of  chloroform  vapour  with  the  mucous  membrane  of  tbt 


(Quoted  by  JiilUard,  L'FAlicr^  cst-iJ  prefSrabh  an  Chlowformc  f 
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respiratory  tract  has  reflexly  inhibited  cardiac  action.  '  In 
others,  again,  it  has  been  supposed  that  chloroform  vapour  has, 
by  its  local  action,  induced  "  holding  of  the  breath,"  laryngeal 
spasm,  or  other  asphyxial  symptoms  directly  dependent  upon 
the  irritant  properties  of  the  drug.  In  a  fourth  group  of  cases, 
fatal  syncope  is  said  to  have  resulted  from  the  commencement 
of  an  operation  during  partial  anaesthesia.  In  a  fifth  group, 
the  operation  has  again  been  held  to  be  responsible,  but  the 
fatal  phenomena  have  been  primarily  respiratory  in  their 
nature.  In  a  sixth  series,  patients  have  died  during  the  act  of 
vomiting.  And  lastly,  in  a  highly  important  class,  fatalities 
have  occurred  during  or  immediately  after  excitement,  muscular 
rigidity,  or  struggling.  It  will  therefore  be  convenient  to 
discuss  these  different  groups  of  cases,  in  order  to  clearly 
grasp  the  full  significance  of  the  fact  that  death  may  arise  in 
numerous  ways  quite  early  in  chloroformisation.  But  before 
doing  this  it  is  necessary  that  we  should  fully  appreciate  what 
happens  in  arrested  breathing  arising  independently  of  the 
presence  within  the  circulation  of  a  toxic  substance  such  as 
chloroform.  Sudden  spasm  of  the  glottis,  for  example,  will 
destroy  life  within  a  few  minutes,  the  exact  duration  of  the 
asphyxial  phenomena  varying  according  to  the  special  circum- 
stances present.  The  arrested  breathing  leads  to  a  stasis  of 
the  pulmonary  circulation,  to  over-distension  of  the  right  heart, 
and  finally  to  failure  of  this  organ,  partly  from  its  inability  to 
propel  blood  through  the  lungs,  and  partly  from  poisoning  of 
its  muscular  substance  by  the  non-oxygenated  blood.  In 
patients  with  a  vigorous  and  normal  circulation  several  minutes 
may  elapse  before  cardiac  action  finally  ceases ;  whilst  in  very 
feeble  persons  and  in  those  with  valvular  and  other  cardiac 
affections  the  heart  may  fail  almost  immediately  after  cessation 
of  breatliing.  We  have  seen  in  a  preceding  chapter  that  one 
of  the  most  important  physiological  phenomena  of  chloroform 
inhalation  is  cardiac  dilatation,  and  that  this  dilatation  arises 
independently  of  all  aspliyxia,  in  other  words,  from  the  direct 
action  of  cliloroform  upon  the  heart  muscle.  Supposing,  then, 
that  before  the  full  effects  of  chloroform  have  been  produced, 
and  whilst  corneal  reflex  is  still  present,  any  intercurrent 
asphyxial  state  arises,  not  only  do  we  have  to  reckon   with 
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pulmonary  engorgement,  secondary  distension  of  the  rigLr 
heart,  and  the  widespread  eflfects  of  non-oxygenated  blood,  bot 
we  have  an  additional  factor  to  deal  with,  viz.  the  continuon^ 
absorption  of  the  incarcerated  anaesthetic  within  the  lungs  aod 
the  action  of  this  upon  the  already  embarrassed  cardiac  muscle. 
It  is  hence  very  easy  to  see  that  in  certain  patients  a  ven* 
slight  asphyxial  strain  under  chloroform  may  cause  sudden  and 
fatal  syncope,  and  that,  even  in  the  most  vigorous  subj«;ts. 
death  may  take  place  within  a  minute  or  two  of  respiratoir 
arrest. 

The  Psychical  Factor. — Prior  to  the  introduction  of 
anjiesthetics  it  was  not  an  unknown  event  for  death  to  take 
place  from  fright  immediately  before  an  operation  ^ ;  and  it  i- 
quite  possible  that  in  a  few  instances  profound  psychical  dis- 
turbance has  led  to  a  fatal  result  during  the  first  few  inhala- 
tions of  chloroform  vapour,  i.e.  before  the  patient  has  becom*:' 
unconscious.  But  there  is  good  reason  to  believe  that  the 
frequency  of  this  so-called  "  fright  syncope  "  at  the  very  outset 
of  chloroformisation  has  been  greatly  exaggerated ;  for  there  are 
few,  if  any,  accounts  of  similar  accidents  under  nitrous  oxide  » r 
ether.  Granting,  for  the  sake  of  argument,  that  emotional  stata 
may,  per  se,  prove  fatal  during  the  first  two  or  three  breath? 
of  an  anaesthetic,  it  is  difficult  to  see  w^hy  such  fatalities  should 
arise  almost  exclusively  under  the  agent  we  are  now  con- 
sidering. It  is,  in  fact,  in  the  highest  degree  probable  that  in 
many  of  the  cases  of  supposed  "  death  from  fright  under  chlort»- 
form  "  the  fatal  symptoms  have  arisen  during  vnco7iscioifjmf-^< 
and  that  influences  far  more  potent  than  the  mental  disturlMin<> 
itself  have  been  at  work.  Errors  as  to  the  precise  moment  iu 
which  consciousness  disappears  under  an  anaesthetic  are  very 

^  An  interesting  case  is  recorded  by  Kan\)e\er  (Anasthcti/xtj  p.  118).  Tbf 
patient  was  a  man,  set.  40  ;  an  amputation  had  to  be  performed.  He  was  > 
feeble  that  chloroform  was  not  considered  advisable  ;  so  a  pretence  was  n^i' 
to  administer  the  agent  by  means  of  a  cloth,  but  no  chloroform  was  nsftl 
After  four  inspirations,  respiration  and  circulation  suddenly  ceased  :  the  h-b^ 
was  dead.  This  ease  is  interesting  because  it  is  in  the  highest  degree  probal'I': 
that  a  similar  result  would  have  attended  the  use  of  chloroform,  and  that  th-" 
death  of  the  })atient  would  have  been  attributed  to  the  drug.  Sir  James  Simj6»^ 
refers  to  a  somewhat  similar  case,  in  which  a  patient  suddenly  expired  duna: 
the  shaving  of  the  groin,  preparatory  to  an  oi)eration  for  hernia.  Oth« 
instances  of  the  kind  miglit  be  quoted.  See  Sir  James  Simpsons  H'orks^  vol  ii. 
p.  144. 
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>inmon.  I  have,  for  example,  often  heard  the  medical 
^tendant  of  a  patient  address  to  the  latter  words  of  comfort 
r  reassurance  when  to  my  certain  knowledge  consciousness 
as  been  in  abeyance  for  several  minutes,  and  the  patient  has 
een  nearly  or  quite  ready  for  the  operation.  It  is,  therefore, 
y  no  means  improbable  that  in  many  of  the  recorded  cases 
tie  patients  have  died  whilst  absolutely  unconscious  of  their 
iirroundings,  i.e.  in  the  second  rather  than  in  the  first  degree 
f  anaesthetisation.  But  we  must  not  lose  sight  of  the 
►ossibility  of  psychical  influences,  originating  during  the  con- 
cious  stage,  prejudicially  affecting  the  patient  after  conscious- 
less  has  been  destroyed.  A  complicated  machine  may  be  set 
;oing  by  a  touch ;  but  when  once  it  has  been  started,  it  may 
>e  impossible  to  correct  any  faulty  working  whicli  may 
nanifest  itself  in  time  to  prevent  the  machine  coming  to  a 
jtandstill.  So  it  may  be  with  the  half-an^esthetised  subject. 
Emotional  influences  arising  during  consciousness  may  set  in 
iction  certain  respiratory  and  circulatory  mechanisms  which  may 
still  remain  in  operation  even  when  all  consciousness  has  been 
abolished  ;  and  these  mechanisms  may,  imder  certain  favourable 
conditions,  bring  about  complete  arrest  of  breathing,  which,  in 
the  case  of  chloroform,  may  be  rapidly  followed  by  cardiac 
paralysis.  It  is  a  matter  of  everyday  experience  that  highly 
nervous,  emotional,  and  apprehensive  subjects  present  peculiar 
and  almost  characteristic  symptoms  during  and  after  the  induc- 
tion of  anaesthesia;  and  so  profound  may  be  the  initial  modi- 
fications in  respiration  and  circulation  that  the  whole  course 
of  the  anaesthesia  may  be  altered.  It  would  seem,  indeed, 
that  acute  mental  disquietude,  with  its  concomitant  pallor  or 
lividity,  its  feeble  and  quick  pulse,  and  its  restricted  or  excessive 
breathing,  introduces  into  the  administration  an  element  which 
may,  especially  in  patients  of  certain  physical  types,  lead  to 
the  development  of  dangerous  or  even  fatal  symptoms  when 
all  consciousness  has  been  annulled  by  the  anaesthetic.  With 
nitrous  oxide  and  with  ether  psychical  disturbances  are  of 
practically  no  importance ;  but  this  is  not  so  with  chloroform. 
With  the  last-named  anaesthetic,  hampered  and  suspended 
breathing  is,  for  reasons  elsewhere  considered,  specially 
dangerous.     We  shall  probably  not  be  going  too  far,  then,  if 
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we  say,  in  summing  up  this  branch  of  our  subject,  that  the  dre*^ 
of  an  impending  operation  is  probably  more  prone  to  lead  i 
dangerous  or  fatal  symptoms  under  chloroform  than  umlci 
other  agents ;  but  that  such  symptoms  are  to  be  looked  ujh.c 
as  the  indirect  and  not  the  direct  effect  of  the  patient's  menta" 
state. 

The  Factor  of  Reflex  Cardiac  InhibitioiL  from  a 
Concentrated  Vapour  (?). — Dastre  and  other  French  writers 
have,  as  we  have  seen,  formulated  elaborate  theories  as  to  tl> 
occurrence  of  reflex  cardiac  inhibition  from  the  contact  oi 
chloroform  with  the  mucous  surfaces  of  the  upper  air-passages. 
But  subsequent  research  has  failed  to  corroborate  their  \iewb. 
and  there  is  no  good  evidence  that  in  man  any  inhibition  frtjia 
this  cause  takes  place. 

The  Factor  of  Intercurrent  Asphyxia  dependent  upon 
the   Direct   Effects    of   Chloroform    Vapour.  —  A    stroit: 

chloroform  vapour  may  induce  "  holding  the  breath,"  coughinL'. 
swallowiug,  and  other  symptoms  due  to  the  direct  local  effect 
of  the  anaesthetic ;  and  it  is  quite  conceivable  that  suspension 
of  breathing  thus  arising  may,  in  certain  subjects,  be  dangen>u? 
{vide  infra).  It  is  highly  probable,  however,  that  the  chantvr 
of  accident  from  this  source  are  very  remote.  A  concentraieii 
atmosphere  is  objectionable,  not  so  much  because  of  its  power 
of  reflexly  arresting  breathing,  but  because  it  may  lead  to  toxi 
symptoms.  As  pointed  out  by  Snow,  there  is  no  chance  of 
any  niLxture  of  chloroform  vapour  and  air  inducing  asphyxia 
from  an  insufficiency  of  oxygen  in  the  atmosphere  breathed: 
any  intercurrent  as[)hyxial  state  in  chloroformisation  must  U 
due  to  interferences  with  free  respiration,  either  from  sonx 
occlusion  of  the  air- tract  or  from  some  affection  of  the  nervo;> 
or  muscular  mechanism  of  breathing.  In  the  early  stages  *4 
administration,  asphyxial  conditions  are  usually,  if  not  ic- 
varicably,  of  an  obstructive  character ;  in  the  later  stages  the}' 
may  be  due  to  central  paralysis  of  respiration. 

The  Factor  of  Early  Smrgical  Shock. — It  is  generally 
believed  that  the  commencement  of  a  surgical  operation  durin. 
partially -establislied  chloroform  aniesthesia  is  particularly 
liable  to  be  attended  by  sudden  and  fatal  cardiac  synco[»e; 
but    this    time-honoured    doctrine    must    either    be    "reatl^ 
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odified  or  altogether  discarded  (see  p.  142).  It  is  true 
lat  sudden  death  at  the  moment  of,  or  immediately  after,  an 
icision  or  some  other  painful  procedure  was  not  uncommon 
sfore  aniesthetics  came  into  use^ ;  and,  it  is,  of  course,  quite 
)nceivable  that  an  operation  begun  during  the  administration 
r  chloroform,  but  whilst  consciousness  is  still  intact,  might, 
y   similarly  inflicting  pain,  lead  to  fatal  shock.     But  there 

every  reason  to  believe  that  when  once  consciousness  has 
een  abolished  by  chloroform  the  risk  of  such  a  disaster  is 
reatly  lessened.  As  already  pointed  out  (p.  144),  reflex 
irdiac  inhibition  as  the  result  of  surgical  procedures  may  be 
let  with  not  only  in  light  but  in  deep  anu'sthesia,  but  such 

condition  is  rarely,  if  ever,  fatal.  In  man,  as  in  the  lower 
nimals,  the  pulse  may  altogether  vanish  as  the  immediate 
esult  of  an  incision  or  some  other  surgical  measure ;  but  the 
tihibited  heart  soon  recovers  itself  Were  deaths  caused  in 
his  way,  they  would  be  far  more  common  than  they  are ;  for 
housands  of  patients  are  annually  operated  upon  whilst  only 
)artially  anaesthetised  by  chloroform.  That  there  is  little  or 
lo  risk  from  this  quarter  is  further  evident  from  the  fact  that 
ertain  surgeons  prefer  to  perform  certain  operations  during 
ight  anaesthesia  (analgesia).  It  is,  moreover,  a  matter  of 
jommon  observation  that  in  very  exhausted  patients — the 
mbjects  who  might  be  considered  to  be  eminently  liable  to 
^etlex  cardiac  ari-est — this  analgesic  state  is  often  the  safest  to 
naintain.  A  skin  incision  made  during  the  second  stage  of 
^hloroformisation  almost  invariably  stimulates  respiration,  and 
t  may,  instead  of  temporarily  depressing  or  inhibiting  cardiac 
iction,  have  the  reverse  effect  and  improve  the  pulse. 

The  Factor  of  Intercurrent  Asphyxia  dependent  upon 
the  Surgical  Procedure. — We  must  not  forget  an  important 
point  in  discussing  the  influence  of  surgical  procedures  during 
light  ana'sthesia.  I  refer  to  the  possibility  of  such  procedures 
producing  reflex  effects  upon  respiration.  This  has  already 
been  discussed  (p.  142),  and  we  have  seen  that  there  are  several 

1  Curiously  enough,  a  case  of  this  kind  occurred  in  the  Edinburgh  Infinnary 
when  ehlorofonn  was  to  have  been  used  for  the  firet  time  by  Simpson.  To 
(|Uote  Loi*d  Lister's  words:  "Dr.  Simjjson  being  ])revented  from  attending, 
the  oj)eration  was  commenced  without  the  anaesthetic,  and  the  jwitient  died 
immediately  after  the  first  incision." 
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ways  in  which  breathing  may  become  suspended  as  the  resn/ 
of  the  surgical  procedure.  With  other  antesthetics  ihi 
chloroform,  these  reflex  arrests  of  respiration  are  comparativeiT 
unimportant;  but  with  chloroform  secondary  syncope  roaj 
easily  arise.  Sudden  death,  indeed,  is  far  more  likely  to  Ux^ 
place  in  this  way  than  as  the  direct  result  of  cardiac  inhibto :. 
A  fat,  feeble,  and  senile  patient,  for  example,  may,  by  tk 
performance  of  an  operation  during  partial  anaesthesia,  '^ 
thrown  into  a  state  of  reflex  muscular  rigidity  in  which  ih 
breath  is  "  held "  for  a  longer  or  shorter  time ;  and  althouc 
such  a  condition  would  not  be  hazardous  in  a  patient  wi:^ 
a  vigorous  normal  heart,  it  might  easily  bring  about  fa'vS. 
syncope  in  the  type  of  subject  mentioned.  It  is  practically 
certain  that  many  chloroform  accidents  ^  have  arisen  i: 
this  way. 

The  Factor  of  Vomiting. — As  is  well  known,  the  act  i 
vomiting  may  be  accompanied  by  cardiac  depression  of  greatTr 
or  less  severity ;  and  cases  are  on  record  in  which  fati. 
syncope  has  thus  arisen,  during  or  after  chloroformLsaticC 
The  graver  forms,  however,  of  vomiting-syncope  appear  to  V 
only  met  with  in  patients  who  are  at  the  time  in  a  feeli? 
condition.  The  more  vigorous  the  patient,  the  less  seems  i* 
be  the  risk  of  syncope  during  vomiting.  We  must  remember, 
however,  that  the  strongest  person  may  be  placed  in  an  un- 
favourable condition,  so  far  as  the  actual  effect  of  vomiting  fc 
concerned,  by  the  faulty  and  too  sparing  administration  already 
discussed  (p.  *^31).  The  half- asphyxiated  and  feeble  statt, 
brought  about  by  a  faulty  method  of  administration,  is  probai'lj 
favourable  to  the  occurrence  of  vomiting-syncope.  Emaciate: 
and  exhausted  subjects,  such,  for  example,  as  those  sufl'eriDj 
from  intestinfil  obstruction,  are  particularly  prone  to  succunii 
under  chloroform  (or  indeed  any  anaesthetic)  during  an  act  d 
vomiting.  Vomiting  never  takes  place  during  very  profouisi 
anaesthesia.  It  will  therefore  either  arise  in  the  perioJ 
preceding  or  in   that  following  surgical  narcosis.     When  tk 

'  This  would  appear  to  have  Iwen  the  cause  of  death  in  an  interesting  •.«» 
which  occurred  in  the  hands  of  Snow.      See  his  work,  p.  207. 

-  As  an  illustrative  case  see  Jin'L  Med.  Joiirn.,  21st  July  1888,  y,  135.  as: 
14th  June  1SS4,  p.  1162.  There  is  also  a  well-recorded  example  in  the  Z^***' 
:ird  March  1900,  p.  632. 
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unach  is  full  of  undigested  food,  a  few  breaths  of  cliloroform 
pour  may  be  sufficient  to  cause  this  organ  to  expel  its 
n tents.  But  whether  food  is  or  is  not  present  in  the 
>riiach,  a  slow  and  intermittent  administration  is  particularly 
,ble  to  induce  emesis — a  fact  which  may  possibly  act  as  a 
ie  to  some  of  the  chloroform  fatalities  in  which  remarkably 
lall  doses  of  the  drug  have  been  used.  Symptoms  of 
ipending  vomiting  may  occur  during  chloroformisation,  and 
;t  the  act  of  vomiting  may  never  take  place.  The  pallor, 
eble  pulse,  dilated  pupil,  and  shallow  breathing  are  hence 
ten  misunderstood,  and  attributed  to  the  anaesthetic ;  whereas 
ley  may  be,  in  reality,  due  to  too  sparing  a  use  of  the 
iloroform.  Whether  such  symptoms,  originally  developing 
I  association  with  vomiting,  ever  end  fatally  in  weakly 
srsons  witliout  the  supervention  of  actual  retching  or  vomiting 
)  testify  to  their  nature,  is  a  matter  for  future  inquiry.  It 
i  quite  possible  that  the  syncope  referred  to  by  Dr.  Kirk 
p.   328)  may  be  of  this  kind. 

The  Factor  of  Excitement,  Struggling,  and  Tonic 
r  Clonic  (Epileptiform)  Spasm. — When  excitement  and 
truggling  are  well  marked,  as  they  frequently  are  in  alcoholic, 
iervous,or  vigorous  subjects, respiration  maybeeome  embarrassed 
n  the  course  of  the  general  muscular  contraction,  and  secondary 
yncope  may  arise.  It  is  a  significant  fact  tliat  healthy  and 
nuscular  patients  are  more  liable  than  feeble  and  phlegmatic 
subjects  to  display  dangerous  symptoms  during  the  induction 
>f  chloroform  anaesthesia.  Children,  old  persons,  and  those 
patients  who  have  become  weakened  by  disease,  as  a  rule 
:ake  chloroform  well.  In  the  foregoing  analysis  of  210  fatal 
3ases  of  chloroform  inhalation  it  will  be  seen  that  one-half  of 
the  number  occurred  in  patients  between  the  ages  of  16 
and  45,  i.e,  during  the  most  vigorous  period  of  life.  As 
will  also  be  seen,  men  are  more  prone  to  succumb  under 
chloroform  than  women :  about  two-thirds  of  the  patients  were 
males.  The  better -developed  muscular  system  of  men  is 
probably  responsible  for  this  difference.  Other  things  being 
equal,  the  greater  the  vigour  of  the  patient,  the  greater  will 
be  the  tendency  to  the  development  of  muscular  spasm,  not 
only  of  the  extremities   but  also  of  the  respiratory  muscles, 
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masseters,  muscles  of  the  floor  of  the  mouth,  larynx,  and  o:!.: 
parts.  It  is  in  this  way  that  chloroform  kills  the  perfai' 
healthy  subject;  the  fatal  symptoms  arising  when  the  com 
are  quite  sensitive,  and  the  circulation  failing  before  ib 
anaesthetist  can  re-establish  breathing.  It  was  in  this  « - 
that  many  of  the  fatalities  recorded  by  Snow  doubtless  toi 
place,  although  a  totally  different  explanation  of  them  was  ;^ 
the  time  advanced.  The  "  spluttering  at  the  mouth,"  lividiT 
and  other  indications  of  impaired  respiration  were,  in  h:: 
regarded  as  signs  of  primary  heart-failure. 

It  is  by  no  means  uncommon  for  clonic  muscular  phenomei 
to  arise  during  the  second  stage  of  chloroformisation,  iD^r; 
particularly  in  cases  in  which  the  breathing  is  somewk 
obstructed  by  stertor,  jaw-spasm,  laryngeal  closure,  etc.  h 
some  of  the  recorded  cases  of  this  kind  patients  are  repoHK 
to  have  had  a  "  fit,"  or  to  have  been  attacked  by  "  epileptifoni 
convulsions."  ^  All  clonic  phenomena  must  be  careful! ■ 
watched.  Sometimes  clonic  movements  affect  the  arms  a:. 
cause  them  to  be  more  or  less  rhythmically  jerked  towar-- 
the  median  line  of  the  body.  It  is  probable  that  this  qoi- 
vulsive  movement  of  the  arms  should  be  regarded  as  a  dang^i- 
signal.  So  similar  are  these  movements  to  those  met  will 
a  trifle  earlier  in  the  administration,  during  the  period  c 
gesticulation  and  excitement,  that  the  two  are  liable  to  !» 
confounded.  Whilst  irregular  and  excited  movements  invar- 
ably  call  for  a  steady  continuance  of  the  administration,  th- 
clonic  phenomena  referred  to,  which  are  apparently  due  : 
spasm  of  the  pectoral  muscles,  strongly  indicate  the  necessi'J 
for  air.  It  is  probable  that  these  clonic  contractions  of  ti^ 
pectoral  muscles  should  be  regarded  as  the  result  of  impul^ 
originating  in  the  respiratory  centre:  the  pectorals  comir: 
into  action  as  extraordinary  muscles  of  respiration.  Owiu: 
however,  to  the  arms  having  become  flaccid,  the  contraction 
of  the  pectoral  muscles  has  no  effect  in  increasing  thorai 
expansion.     All  that  such  contraction  can  do  is  to  draw  iIk 

1  See   Loi-d   Lister's  account  of  a  chloroform  fatality  {SysUm  of  Sury^^ 
vol.   iii.   3ni  edition,   \\  615).     In  this  ease  the  inspiration  ceased  during  is 
epileptiform  spasm.      A  similar  condition  has  be^n  observed  under  ether  {/'^ 
Mfd.  Joimi.,  2nd  May  188.5,  p.  887). 
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rras  towards  the  trunk.  The  jerky  movements  referred  to 
re  most  conspicuous  when  the  arms  are  hanging  down  on 
ach  side  o!  the  operating -table.  I  have  on  three  occasions 
mown  cessation  of  respiration  under  chloroform  to  be 
^receded  by  these  movements. 

When  full  surgical  anaesthesia  has  become  established 
here  is  far  less  chance  of  intercurrent  asphyxia  arising  than 
luring  the  induction  period.  This  is  owing  to  the  fact  that 
n  the  third  degree  of  chloroformisation  general  muscular 
elaxation  is,  as  a  rule,  present,  so  that  it  is  no  longer  possible 
or  breathing  to  become  interfered  with  by  muscular  spasm. 
Chere  is,  however,  a  distinct  tendency  in  certain  subjects  for 
obstructed  breathing  to  occur  even  in  properly -established 
.niesthesia. 

The  Factor  of  Laryngeal  Closure  occurring  inde- 
pendently of  the  Local  Action  of  Chloroform  Vapour. — 

»Ve  have  already  studied  (p.  46)  the  circumstances  under 
vhich  laryngeal  closure  may  arise  during  auivsthetisation.  In 
,he  description  of  respimtory  embarrassment  during  imperfect 
itlierisation  (p.  295)  it  has  been  stated  that  laryngeal  spasm 
mder  ether  rarely,  if  ever,  gives  cause  for  anxiety.  The  case 
8  different,  however,  with  chloroform.  With  this  anaesthetic 
nstunces  are  not  wanting  in  which  a  high-pitched  ("  crowing  *') 
nspiratory  stridor  is  met  with,  iminfluenced  in  extreme  cases 
>y  pushing  the  lower  jaw  forwards  or  by  moderate  tongue- 
raction.  I  have  notes  of  three  cases  in  which  forcible  traction 
ipon  the  tongue  had  to  be  employed  in  order  to  overcome  this 
brin  of  obstruction.  All  the  three  patients  were  florid  young 
tdults  in  excellent  health.  Two  were  females ;  the  other  was 
L  male  patient.  Of  the  two  females,  one  was  being  operated 
ipon  for  ruptured  perineum  (see  lUust.  Case,  No.  35,  p.  449), 
ind  the  other  was  just  emerging  from  deep  anaesthesia,  which 
lad  been  maintained  for  one  hour  for  ovariotomy.  The  male 
>atient  was  undergoing  an  operation  for  the  radical  cure  of 
lernia,  and  had  been  allowed  to  emerge  to  a  very  slight  degree 
rom  deep  anaesthesia.  Lord  Lister  has  drawn  attention  to  the 
mportance  of  recognising  laryngeal  obstruction  under  chloro- 
brm.     He  states^  that  a  falling  together  or  spasm  of  the 

'  System  of  Surgery y  vol.  iii.  3rd  edition,  j).  604. 
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aryUeno-epiglottidean  folds  not  uufrequently  takes  place,  r~ 
that  almost  noiseless  obstruction  to  respiration  may  iLi- 
result.  He  regards  this  condition  as  indicating  a  danger  j 
depth  of  narcosis;  and  there  can  be  no  doubt  that  wh^i 
symptoms  of  laryngeal  closure  arise  they  may  often  be  relievr 
by  giving  less  anaesthetic.^ 

Other  Factors  which  may  lead  to  Occlusion  of  the  Ai^ 

tract. — Some  patients  become  dangerously  stertorous  in  dt^: 
anaesthesia  (see  p.  45),  whilst  in  othei*s  the  presence  of  mocn- 
saliva,  vomited  matters,  blood,  etc.,  within  the  upper  tni- 
passages  may  introduce  an  asphyxial  element  into  the  adminis- 
tration (see  pp.  452  el  seq.). 

The  Factor  of  Posture. — This  factor  has  been  alreaJ; 
fully  considered  (p.  138). 

The  Factor  of  late  Surgical  Shock. — For  remarks  ■: 

this  subject  see  pp.  143  and  481. 

Pathological  Factors. — The  various  pathological  sta:^ 
which  may  favour  or  determine  respiratory  or  cardiac  sir^' 
under  chloroform  are  discussed  on  pp.  123  and  128. 

The    Factor    of    Susceptibility :    Idiosyncrasy. — Th- 

susceptibility  of  the  particular  patient  to  chloroform  is  a  mati*:^! 
of  some  importance  in  any  inquiry  concerning  the  supervenlii ". 
of  dangerous  symptoms.  Billroth,  Robert,  and  other  compeUL: 
authorities  believe  that,  as  with  morphine,  iodide  of  potaasiurt 
and  other  drugs,  patients  may  display  very  marked  suscepti 
bility  to  chloroform,  and  may  thus  exhibit  toxic  symptoms  fnn 
doses  which  in  the  vast  majority  of  cases  would  have  no  suu 
deleterious  effects.  This  is  quite  in  accordance  with  my  o^m 
experience.  In  addition  to  the  recognised  differences  whitl 
exist  between  alcoholic,  neurotic,  plethoric,  and  well-develofie. 
patients  on  the  one  hand,  and  temperate,  placid,  anemic,  au- 
feebly-developed  persons  on  the  other,  one  is  often  surprised  I  j 
the  very  large  or  very  small  quantity  of  chloroform,  as  the  case 

1  Dr.  Snow  does  not  seem  to  have  recognised  this  particular  danger,  thtcr- 
he  states  (op.  cit.  p.  234)  that,  at  a  trial  in  France,  M.  Devergie  urged  tb' 
chloroform  was  capable  of  causing  death  by  closure  of  the  glottis.  See  »1? 
a  |»amphlet  by  Dr.  Black,  Chloroform :  How  shall  wc  ensure  Saffiy  in  '• 
Administration  'f  London,  1855.  Dr.  Black  believed  that  all  accidents  msV' 
chloroform  were  due  to  closure  of  the  glottis,  but  attributed  this  closore  to  :i- 
pungency  of  the  vapour.  More  recently  Ricord,  Yvonneau,  and  StaneUi  luv 
dwelt  upon  the  dangers  of  epiglottic  and  laryngeal  obstruction  under  chloiofvrr- 


CHLOEOFOKM  353 


lay  be,  which  some  particular  patient  requires ;  and,  unless 
le  adniinistrator  take  the  measure,  so  to  speak,  of  each  patient, 
e  ^will  be  liable,  when  dealing  with  an  extremely  susceptible 
abject,  to  overstep  the  boundaries  of  safety.  It  is  this  con- 
cleration  which  seems  to  me  to  call  for  the  use  of  some  simple 
ihaler  such  as  Skinner's,  which  is  capable  of  supplying 
ifferent  strengths  of  vapour.  The  term  "chloroform  idio- 
yrncrasy  "  has  much  to  be  ^aid  .in  its  favour  when  applied  to 
[ises  displaying  this  abndrm^l'&ii3Ge]^tibi>ity.  * 

The  Factor  of  Simple  Chloroform  ^Tox^rxm,  :*.m)ctFtti: 
>efirree'X>r  St&jfa  •  iu^  the  •  Action?  of*  Ohloroform.*4^Simple 

hloroform  toxj^qaia  may  be  brought  '^bout  in  several  ways. 
n  the  first  place,  •the'-'vapoar-percentc'ge  C)ft  the '-atmosphere 
►resented  to  the  patient  'may'  be  too  high  (p.  79),  so  that, 
p-ithin  a  comparatively  short  time — the  duration  varying  with 
he  depth  and  rate  of  breathing,  the  permeability  of  the  air- 
ract,  the  state  of  the  pulmonary  circulation,  and  other  con- 
litions — signs  of  an  overdose  manifest  themselves.  As  cilready 
iientioned.  Snow,  Clover,  the  English  Chloroform  Committee, 
tnd  Paul  Bert  considered  the  dangers  of  chloroformisation  to 
>e  distinctly  increased  by  the  administration  of  atmospheres 
containing  more  than  4  or  5  per  cent  of  vapour.  Snow 
calculated  that  the  quantity  of  chloroform  sufficient  to  stop 
respiration  in  an  average  adult  patient  was  36  minims,  when 
equally  diffused  through  the  circulation,  and  he  pointed  out 
that,  supposing  the  patient  to  be  breathing  a  10  per  cent 
t'apour,  a  considerable  part  of  this  amount  might  enter  the 
lungs  in  a  few  inspirations,  for  36  minims  of  chloroform  occupy 
3  7 '5  cubic  inches,  and  would  be  contained  in  375  cubic 
inches  of  air,  which  might  be  breathed  in  less  than  a 
minute.  In  the  next  place,  it  is  clear  that,  even  with 
atmospheres  containing  less  than  4  per  cent  of  vapour,  a 
dangerous  degree  of  anaesthesia  may  result,  either  because  of 
some  special  susceptibility  on  the  part  of  the  patient,  or 
because  of  the  occurrence  of  such  exaggerated  breathing  that 
an  abnormally  free  absorption  of  vapour  ensues. 

When  studying  the  experimental  physiology  of  this  subject 
we  saw  (p.  96)  that  the  usual  sequence  of  events  in  chloroform 
toxaemia  is  (1)  progressive  fall  of  blood-pressure ;  (2)  paralytic 

2  A 
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failure  of  respiration ;  and  (3)  cessation  of  the  heart's  action.  Bu: 
we  have  also  seen  that  pari  passu  with  this  fall  in  tension  an 
respiratory  paralysis,  a  greater  or  less  degree  of  dilatation  or 
the  heart's  cavities  takes  place,  so  that,  although  it  is  perfectly 
true  that  with  toxic  doses  respiration  fails  before  the  heait 
finally  ceases  to  beat,  we  cannot  shut  our  eyes  to  the  fact  that 
for  a  considerable  time  befoi^  the  heart  comes  to  a  standstill 
(the  time  varying  ia'differetU  cases),  at  has  ceased  to  act  in  o 
clinical  sense,  i.e.  ks  "^  propeller  of  blood  into  the  peripheral 
arteFiijl  syseem-.  In  actual  practice  an  overdose  of  chloroform 
may  tberetbre  Ijiinsj  about  one  of  tiiree  .stutBS  :> 

(a)  cCessatioo  .of  bicathing  whilst  the  wrist -pulse   is  still 
perceptii)b  ;•,.•..*•,        :  •      :  •      • 

{h)  Cessation  of  the  wrist -pulse  whilst  breathing   is  still 
proceeding;  or 

(c)  Simultaneous  cessation  of  the  pulse  and  respiration- 
It  might  be  imagined  that  two  at  least  of  these  threv 
clinical  states  are  incompatible  with  experimental  data,  bin 
such  is  not  the  case.  All  three  are  perfectly  in  harmony 
with  physiological  teaching,  for  the  absence  of  a  uv^ist-pid^ 
by  no  means  indicates  tlwi  the  heart  has  ceased  to  hot. 
Clinical  observers  of  Snow's  time  fell  into  the  error  of  regardiiiji 
pulse  failure  and  heart  failure  as  one  and  the  same  thing ;  ami 
it  hence  happened  that  many  cases  in  which  the  heart  wa> 
still  beating,  although  unable  to  cause  a  wrist- pulse,  were 
looked  upon  as  cases  of  "  primary  cardiac  syncope."  We  now 
know  that  in  chloroform  toxaemia,  pure  and  simple,  respiration 
ceases  before  the  heart,  but  not  necessarily  before  the  ^w/se.  It 
might  be,  and  has  been,  argued  from  this  that,  after  all,  chloro- 
form is  essentially  a  respiratory  poison,  and  that  the  circulatory 
element  in  the  toxaemia  should  therefore  be  disregarded.  But 
this  is  an  error  which  cannot  be  too  strongly  condemne*!. 
although  it  has  unfortunately  received  the  support  of  authority. 
Although  it  is  perfectly  true  that  respiration  generally,  if  not 
invariably,  ceases  before  the  heart  muscle  is  finally  paralysed,  and 
that  in  chloroform  administration  attention  should  primarily  l>f 
directed  to  the  respiration,  the  clinical  fact  remains  that  in  all 
threatening  or  fatal  conditions  dependent  upon  simple  chloroform 
toxoemia  circulatory  depression  is  the  characteristic  and  dangerous 
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symptom.  Death  usually  takes  place,  indeed,  not  from  our 
inability  to  restore  respiration,  but  from  our  helplessness  in 
reinstating  cardiac  action. 

As  in  the  case  of  ether,  the  phenomena  which  depend  upon 
the  administration  of  an  overdose  of  chloroform  will  be  found 
:o  be  associated  with  an  insensitive  cornea.  So  long  as  the  lid- 
reflex  is  present,  any  dangerous  symptoms  which  the  patient  may 
3vince  must  depend  upon  other  causes  than  simple  toxaemia. 

The  symptoms  which  collectively  indicate  the  superven- 
tion of  the  fourth  degree  or  stage  of  chloroformisation  are : 
[rapairment  or  complete  cessation  of  respiration  ;  an  abnormally 
slow  and  feeble  pulse,  which  tends  to  become  irregular  and 
then  imperceptible ;  moderate  dilatation  of  the  pupils,  increasing 
In  severe  cases  to  wide  dilatation  ;  complete  absence  of  lid- 
reflex  ;  a  dusky  pallor  of  the  complexion ;  and  a  separation  of 
the  eyelids,  with  upturning  of  the  eyes. 

Should  the  administration  have  been  conducted  rapidly, 
recklessly,  and  without  the  important  precaution  of  admitting 
a  suflBcient  quantity  of  air,  the  patient  may  so  suddenly  die 
that  all  attempts  on  the  part  of  the  administrator  to  recognise 
the  order  in  which  the  fatal  symptoms  have  arisen  may  be 
completely  futile.  In  such  cases  as  these  the  pulse  may  fail 
before  respiration  ceases.^ 

But  when  toxic  quantities  of  chloroform  are  more  gradually 
given,  the  symptoms  displayed  by  the  patient  will  be  more 
capable  of  differentiation  and  analysis;  although  the  period 
which  elapses  before  such  symptoms  culminate  in  total  cessation 
of  respiration  and  peripheral  circulation  will  still  be  very  short 
— far  shorter  indeed  than  in  the  case  of  ether.  Obvious 
impairment  of  breathing  is  generally  noticeable  before  thoracic 
and  abdominal  movements  altogether  cease.  Most  commonly 
the  breathing  simply  becomes  shallow  and  slow  before  the 
final  stoppage  takes  place;  but  gasping,  jerky,  or  irregular 
movements  may  precede  the  arrest.  In  some  cases  inspiration 
is  accompanied  by  spasmodic  retraction  of  the  lower  jaw. 

Smnmary. — It  is  clear  from  the  foregoing  considerations 

*  One  of  the  best  reported  cases  illustrating  the  mode  of  death  from  a  con- 
centrated chloroform  atmosphere  is  to  be  found  in  the  Brit.  Med.  Joum,,  26th 
Oct.  1884,  p.  811. 
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that  the  two  main  elements  with  which  we  have  to  reckon  ix 
chloroform  administration  are  (1)  suspended   or  erabarrassei'. 
breathing  from  whatever  cause  arising;  and  (2)  simple  cblor-^ 
form   toxaemia.     Whilst  it  is  true   that,  in   the   latter,   pul^ 
failure  may  take  place  without  there  being  at  the  moment  auy 
noteworthy  impairment  of  breathing  (see  p.  354),  there  is,  in 
most  chloroform  accidents,  some  initial  and  apparently  trifliu: 
interference  with  free  respiration.     The  characteristic  featurt 
of  death   under  chloroform   is   the   rapidity  with   which   tlie 
circulatory  wheels  of  the  vital  machinery  are  thrown   out  o: 
gear  by  the  arrest  of  those  of  respiration.     The  dependence  • : 
a   good   circulation   upon   free   respiration   must   be    perfectly 
obvious  to  any  one  who  has  had  experience  in  anarsthetisiuc 
It  matters  not  how  breathing  becomes  hampered,  the  effect  wiL 
be  the  same,  viz.  to  produce  an  asphyxial  state  during  whicl 
the  circulation  will  fail  with  greater  or  less  rapidity.      In  cast^ 
of  intercurrent  asphyxia  dependent  upon  occlusion  of  the  air- 
way no   air  reaches   the  lungs  (although  futile  thoracic   an*! 
abdominal  movements  may  for  a  time  persist) ;  the  elimination 
of  carbonic  acid  is  equally  impossible ;  the  imprisoned  chlon - 
form  vapour  within  the  pulmonary  alveoli  is  absorbed  by  tli^ 
pulmonary  blood-stream  ;  the  right  cavities  of  the  heart  becoiL' 
more  and  more  distended  as  the  result  of  the  asphyxial  state: 
the  heart  muscle  becomes   more  and  more  poisoned    by  tbr 
chloroform-laden  blood ;  the  dilatation  increases ;  and,  unlej^^ 
air  be  admitted  to  the  lungs  before  cardiac  embarrassment  ha> 
gone  too  far,  death  will  result.      Such  a  death  as  this  may  takt* 
place  within  a  very  short  time — that  is  to  say,  it  may  be  mort 
or  less  sudden — or  it  may  be  postponed  for  several  minute- 
Much  will  dejxind  upon  the  pre-existing  state  of  the  heart  an 
lungs,  and  upon  the  amount  of  anjesthetic  in  the  blood  and  air- 
passages   at   the   moment   of  arrested  breathing.       A  patiei.: 
whose  heart's  action  and  respiration  are  both  embarrassed  ... 
the  course  of  an  acute  attack  of  pleuro-pneumonia   mav,  ft: 
example,  suddenly  die  under    chloroform   from   the    slightest 
possible  interference  with  the  already  embarrassed  respiratioii 
the  pulse  vanishing  at  the  wrist  during  or  immediately  afkr 
the  momentarily  suspended  breathing.      On  the  other  hanA^ 
vigorous  subject,  whose  heart  and  lungs  are  sound,  and  whot 
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respiration  becomes  obstructed  or  otherwise  suspended  before 
the  cornese  have  become  insensitive,  may  retain  a  wrist -pulse 
for  a  considerable  time  before  death  ensues.  Such  intercurrent 
disturbances  in  breathing  as  those  referred  to  in  the  latter  case 
are  equally  or  even  more  common  during  the  induction  of 
nitrous  oxide  or  ether  anaesthesia ;  but  when  they  arise  under 
these  anaesthetics  they  are  not  followed  by  disastrous  con- 
sequences save  in  the  most  exhausted  subjects.  With  chloro- 
form the  case  is  different,  for  any  interference  with  free 
respiration  is  dangerous  owing  to  the  powerful  effects  which 
the  imprisoned  anaesthetic  rapidly  produces  upon  the  heart, 
already  labouring  under  an  asphyxial  strain. 

Post-mortem  Appearances. — These  naturally  vary  con- 
siderably, according  to  the  stage  of  anesthesia  at  which  death 
has  occurred,  the  presence  or  absence  of  intercurrent  asphyxia, 
the  state  of  the  patient's  heart  and  lungs  prior  to  the  adminis- 
tration, the  nature  of  the  remedial  measures  adopted,  and  other 
circumstances.  Thus,  in  non-asphyxial  cases  in  which  the  patient 
dies  from  an  overdose  of  the  drug  gradually  administered,  the 
heart  is  usually  found  flaccid  and  empty,  the  lungs  crepitant 
and  not  markedly  engorged,  and  the  brain  not  congested.^  In 
deaths  due  largely  to  intercurrent  asphyxia,  general  venous 
engorgement,  distension  of  the  right  cavities  of  the  heart, 
pulmonary  congestion,  and  partial  or  complete  emptiness  of 
the  left  cardiac  chambers  will  be  generally  met  with.  But 
when  death  results  from  some  slight  asphyxial  complication  in 
patients  with  feeble,  fatty,  or  dilated  hearts,  or  when  it  takes 
place  in  those  whose  cardiac  muscle  has  become  enfeebled  by 
incautious  or  prolonged  chloroformisation,  there  may  be  few  if 
any  of  the  ordinary  evidences  of  aspliyxia,  owing  to  the  right 
heart  failing  before  any  marked  distension  of  its  cavities  has 
occurred.  Snow  states  that  in  numerous  lower  animals  which 
lie  killed  by  chloroform  the  right  cavities  of  ^  the  heart  were 
always  found  filled  with  blood,  whether  they  died  suddenly  or 
gradually,  the  left  cavities  never  containing  more  than  a  small 
quantity  of  this  fluid.  The  Eoyal  Medical  and  Chirurgical 
Committee  also  found  in  their  experiments  that,  as  a  geneml 
rule,  all  cavities  contained  more  than  the  normal  quantity  of 

*  For  typical  ease  see  Snow,  op.  cU.  p.  170. 
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blood,  but  that  the  right  contained  more  than  the  left.  In  tLr 
majority  of  cases  the  lungs  were  of  a  briight  florid  colour,  ai- 
in  many  instances  there  were  sub-pleural  ecchymoses.  The  liver 
spleen,  and  portal  system  were,  as  a  rule,  congested,  and  tl- 
superficial  brain  vessels  contained  more  blood  than  usual  1: 
is  highly  probable  that  whenever  the  right  heart  is  foun-: 
distended,  this  distension  has  the  same  significance  as  in  deatl 
from  simple  mechanical  asphyxia — in  other  words,  that  i: 
indicates  an  obstructed  pulmonary  circulation.  It  is  doubtful 
whether  chloroform,  by  its  local  action  within  the  alveoli  or  1} 
its  presence  within  the  pulmonary  blood,  ever  really  induces  .. 
sufficient  degree  of  pulmonary  stasis  to  account  for  this  disten- 
sion. It  is  far  more  probable  that  simple  impairment  or  sus- 
pension of  respiratory  action  is  the  chief  factor,  and  that  tli^^ 
blood  stagnates  owing  to  the  cessation  of  lung -expansion 
With  regard  to  the  amount  of  blood  found  within  the  Iud.- 
after  death,  Leonard  Hill  points  out  that  much  will  dep^nl 
upon  whether  respiratory  arrest  has  taken  place  durin, 
inspiration  or  expiration.  He  found  that  if  the  trachea  wer- 
clamped  at  the  height  of  a  forcible  expiration,  there  might  K 
only  g^gth  of  the  weight  of  the  blood  of  the  body  in  the  lung? . 
whereas,  if  the  clamping  were  effected  during  a  deep  inspira- 
tion, there  might  be  as  much  as  ^^th.  Kunkel  ^  states  that  tl:»r 
heart  killed  by  chloroform  always  stops  in  diastole,  the  con- 
traction of  the  left  ventricle,  which  has  been  so  often  reportirti, 
being  simply  a  post-mortem  appearance.  Guthrie  ^  notes  thai 
Cooper,  Binz,  Pritchard,  and  Berend  agree  in  their  statement- 
as  to  the  blood  after  death  under  chloroform  presenting  .» 
peculiar  dark  cherry  colour,  and  being  more  fluid  than  usual 
Friinkel  ^  states  that  the  kidneys,  liver,  and  heart  are  fouD'l 
homogeneously  altered  and  their  specific  elements  affected  hj 
cloudy  swelling  (coagulation-necrosis),  whilst  deposits  of  pig- 
ment are  met  with  in  the  renal  tubules  and  in  the  hepati' 
parenchyma.  Ajello^  also  describes  degenerative  changes  il 
the  liver,  kidneys,  heart,  and  blood-vessels  in  four  cases  o: 
fatal  chloroform  syncope. 

1  Ifnndbuch  cUr  Toxikologie,  Part  I.,  1899,  p.  449. 

2  Loc,  cit.  3   Virchows  Archiv,  129  (1893),  2  Heft. 

^  Annals  of  Snrfjery,  March  1897. 
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D.   THE  DEPTH  OF  AN.S8THESIA  NECESSABY  FOB 

SXJBGICAL  OPEBATIONS 

We  can  readily  understand  the  discrepancies  of  opinion 
concerning  the  effects  produced  by  chloroform  when  we  reflect 
that  administrators  of  large  experience  differ  widely  as  to  the 
degree  of  anaesthesia  which  they  consider  to  be  appropriate  for 
surgical  operations.      One  chloroformist  will  work  with  a  light, 
another  with  a  moderately  deep,  and  another  with  a  very  deep 
antesthesia.     The  success  of  Syme  in  administering  chloroform 
appears  to  have  been  principally  due  to  the  almost  invariable 
maintenance  of  a  profound   narcosis.     From   what  has  been 
already  said,  the  reader  will  have  gathered  that  the  surest  way 
to  avoid  irregular  and  hampered  breathing  (which  is  liable  to 
be   followed  by  circulatory  depression)  is  to  work  with  that 
depth  of  anaesthesia  in  which  such  alterations  in  respiration 
are  impossible.     In  the  early  days  of  chloroform,  patients  were 
rarely  thoroughly  narcotised.     Struggling,  tonic  spasm,  holding 
the  breath,  retching,  vomiting,  and  other  symptoms  of  imperfect 
aniesthesia  were   the   rule  rather   than  the  exception.      The 
patient  was  usually  placed  moderately  deeply  under  chloro- 
form ;  the  operation  quickly  performed ;  and  in  many,  if  not 
in  most  cases,  no  more  of  the  anaesthetic  was  administered. 
In  those  operations  which  could  not  be  thus  rapidly  completed, 
the  patient  was  allowed  to  become  nearly  conscious  before 
more  chloroform  was  given.     Simpson,  Syme,  and  Lister  have, 
in  their  turn,  drawn  attention  to  the  importance  of  a  more  free 
and  uniform  exhibition  of  this  agent;  and  the  profession  is 
greatly  indebted  to  these  observers  for  their  emphatic  teaching. 
If  chloroform  is  to  be  given  at  all,  it  must  not  be  given  too 
sparingly. 

But,  as  has  been  before  pointed  out,  the  maintenance  of  a 
profound  narcosis  reduces  the  workable  area  under  chloroform 
to  somewhat  narrow  limits.  In  other  words,  if  we  wish  on 
the  one  hand  to  avoid  the  dangers  of  a  light  anaesthesia,  and  on 
the  other  to  keep  away  from  the  phenomena  of  an  over-dose, 
we  shall  find  our  task  by  no  means  easy.  Most  of  that  which 
has  already  been  said  with  reference  to  the  maintenance  of  a 
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right  degree  of  ether  anaesthesia  will  apply  to  chloroform ;  l»u: 
there  are  some  differences  in  the  two  cases  which  are  of  con- 
siderable importance. 

As   in   the   case   of   ether,   the   anaesthetist,  having  on- 
secured  a  satisfactory  form  of  anaesthesia,  must  be  guided  by— 

(a)  The  respiration  ; 

(b)  The  occuri-ence  of  swallowing  movements  ; 
{c)  The  lid-reflex ;  and 

{(f)  The  state  of  the  eye  and  pupil. 
But  in  addition  to  these  guides,  experience  teaches  us  thai 
it  is  advisable  to  observe — 

(e)  The  strength  and  frequency  of  the  pulse  ;  and 

(/)  The  colour  of  the  face  and  lips. 
Finally,  cases  occasionally  occur  in  which 

(g)  Kigidity  of  the   muscles  in  various  parts  of  th- 
body  (hands,  neck,  etc.) 
may  help  the  administrator  in  deciding  as  to  the  proper  le\>l 
at  which  he  should  keep  his  patient. 

(a)  If  one  symptom,  and  one  symptom  only,  is  to  be  takcL 
as  a  guide  during  cliloroform  administration,  the  respintios 
should  undoubtedly  be  selected.  When  once  a  softly  snorin. 
form  of  breathing  has  been  secured,  an  endeavour  should  ^» 
made  to  maintain  it.  The  withdrawal  of  the  anaesthetic  \^ill 
lead  to  tranquil  and  inaudible  respiration;  whilst  an  increase  . 
quantity  of  chloroform  will,  in  most  cases,  favour  the  continu- 
ance of  (or  even  augment)  the  existing  stertor.  I  say  tw.  iw-^- 
cases,  because  it  is  sometimes  impossible  to  obtain  this  desir- 
able state  of  respiration ;  and  the  administrator  may  be  ii: 
doubt  as  to  the  depth  of  the  narcosis.  Should  tlie  breathin. 
be  inaudible,  he  may  usually  cause  a  softly  snoring  sound  t- 
manifest  itself  by  gently  pressing  the  lower  jaw  backwar<]^. 
and  this  artificially  produced  stertor  will  often  act  as  a  gooi 
guide.  Owing  to  the  tendency  for  tranquil  respiration  t- 
occur,  even  wlien  an  insensitive  conjunctiva,  a  moderatelv 
contracted  pupil,  and  muscular  flaccidity  are  present  to  testin 
to  the  establishment  of  deep  aniesthesia,  the  administrator  wi/ 
not  unfrequently  be  in  a  state  of  doubt  as  to  the  degree  oi' 
narcosis,  if  he  relies  solely  on  the  respiration.  He  will  n^i 
know  whether  the  quiet  breathing  indicates  a  too  light  or  * 
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too  deep  anaesthesia ;  and  in  the  absence  of  other  indications 
he  may  therefore  erroneously  administer  too  much  or  too  little 
of  the  anaesthetic,  as  the  case  may  be.  Fortunately  other 
guides  come  to  the  rescue,  and  by  the  assistance  of  an  act  of 
deglutition,  a  smaller  pupil,  slight  lid-reflex,  an  expiratory 
noise,  or  a  tendency  towards  tonic  muscular  spasm,  the  ad- 
ministrator becomes  aware  that  the  tranquil  respiration  is 
indicative  of  too  light  an  anivsthesia.  As  a  general  rule  we 
may  say  that — 

Inaudible  breathing, 

A  good  colour, 

A  moderately  contracted  or  contracted  piipil,  and 

A  slight  degree  of  lid-reflex, 
collectively  indicate  the  need  for  more  of  the  an^iesthetic ;  and, 
as  the  result  of  increasing  the  quantity  of  chloroform,  respira- 
tion will  quickly  become  audible  and  deeper.  If  the  patient 
should  have  been  allowed  to  come  so  far  out  of  a  deep  aniies- 
thesia  that  the  inaudible  breathing  is  associated  with  pallor, 
feeble  pulse,  and  other  indications  of  approaching  vomiting,  it 
may  be  difficult,  or  even  impossible,  to  secure  a  deeper  and 
noisier  breathing  till  the  vomiting  has  taken  place. 

A  very  deep  chloroform  antesthesia  is  not  unfrequently 
associated  with  a  somewhat  shallow  and  hampered  form  of 
breathing ;  but  this,  if  carefully  watched,  does  not  seem  to  be 
fraught  with  any  great  danger.  It  may  indeed  be  necessary 
in  certain  cases,  and  in  certain  subjects,  to  proceed  to  this 
degree,  in  order  to  avoid  reflex  difficulties.  The  breathing  in 
question  is  usually  associated  with  the  absence  of  lid-reflex, 
slight  duskiness  of  the  features,  and  a  ralher  slow  regular 
pulse,  which,  although  not  as  full  as  in  a  less  profound  anaes- 
thesia, is  not  markedly  feeble.  When  the  patient  has  passed 
into  this  condition  the  administrator  will  find  that  by  briskly 
rubbing  the  face  and  lips  ^  with  a  dry  towel  he  can  generally 

*  Mr.  Meredith,  of  the  Samaritan  Hospital,  infonns  me  that  he  used  to  find 
this  little  procedure  of  gicat  value  in  the  administration  of  chlorofonn  for 
aWorainal  section.  The  lato  Dr.  C.  E.  Shep}>ard  also  found  it  of  advantage. 
In  consequence  of  the  recommendations  of  Mr.  Meredith  and  Dr.  Sheppard, 
I  have  frequently  resorted  to  brisk  friction  of  the  lips  and  cheeks  when  any 
tendency  towards  feeble  respiration  or  circulation  has  arisen  under  chloroform  ; 
and  always  with  good  results.     I  have  often  l)een  surprised  at  the  immediate 
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maintain  efficient  respiration,  and  consequently  a  better  pubr 
and  colour. 

High-pitched  crowing  breathing  (inspiratory)  is  of  coe- 
siderable  interest  in  connection  with  the  administration  of 
chloroform.  Generally  speaking,  profound  anaesthesia  prevect 
its  occurrence.  In  certain  operations,  however,  it  is  practicallj 
impossible  to  obviate  the  laryngeal  stridor,  even  by  very  largr 
doses.  Should  it  tend  to  culminate  in  total  cessation  of 
breathing,  the  best  plan  is  to  suspend  the  anaesthetic  and  :• 
proceed  as  recommended  on  p.  447. 

The  manner  in  which  expiration  is  performed  will  often 
assist  the  administrator,  and  I  cannot  do  better  than  quote 
from  Dr.  Sheppard's  notes,  in  which  I  find  the  followiD; 
interesting  remarks : — 

It  would  be  useful  and  of  practical  importance  to  get  at  the  eiart 
series  of  signs  connected  with  the  expirations,  as  tliey  are  of  great  u* 
in  the  conduct  of  many  cases.  They  seem  to  occur  pretty  r^ularly  m 
the  following  order,  as  the  patient  emerges  from  the  deep  regular  breath- 
ing of  chloroform  narcosis.  (1)  Slight  holding  of  the  breath  before  xht 
commencement  of  expiration,  soon  developing  a  definite  cat42h.  (2)  Tit 
expiratory  catch  becoming  definitely  vocal,  but  only  occurring  at  the  com- 
mencement of  expiration.  (3)  Definite  expiratory  phonation,  the  vocalisa- 
tion continuing  all  through  the  expiration,  or  it  may  still  retain  tbc 
character  of  (2),  and  develop  into  straining.  (4)  Movements  of  tongnf 
and  lips,  etc.,  producing  inarticulate  mumbling.  (5)  Definite  articukttr 
phonation. 

Cheyne-Stokes  breathing,  of  a  more  or  less  typical  character. 
is  not  uncommon  under  chloroform,  especially  in  exhausted 
and  senile  subjects.  Although  it  is  generally  met  with  in 
profound  anitsthesia,  I  have  known  it  arise  when  a  slight 
conjunctival  reflex  was  present.  I  have  notes  of  one  case  in 
which  it  disappeared  directly  the  A.C.R  mixture  was  sub- 
stituted for  chloroform. 

(b)  All  that  has  been  said  with  regard  to  the  occurre^boe 
of  swallowing  movements  under  ether  will  apply  in  the  preseu: 
instance  (p.  300). 

(c)  With  regard  to  the  lid-reflex  under  chloroform  there  i? 
little  to  say  in  addition  to  what  has  been  stated  when  dealiuij 

improvement.  1  have  known  almost  imperceptible  breathing  to  quickly  becoEK 
deeper  and  more  audible,  and  have  observed  this  change  to  be  at  once  foUowisi 
by  a  better  pulse  and  colour. 
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with  ether  (p.  300).  The  phenomenon  is,  perhaps,  less  trust- 
worthy as  a  guide  under  chloroform  than  under  ether.  At  the 
same  time  it  certainly  ranks  amongst  the  most  important  of 
the  clinical  signs  of  anaesthesia.  In  many  cases  a  trace  of  this 
reflex  may  be  permitted ;  but  there  are  numerous  subjects  and 
numerous  operations  in  which  both  comeae  must  be  kept  abso- 
lutely insensitive  throughout, otherwise  inconvenient  phenomena, 
such  as  retching,  coughing,  and  abdominal  rigidity,  may  occur. 
If,  as  is  taught  by  some,^  the  inhalation  be  stopped  directly  the 
cornea  becomes  insensitive,  the  danger  of  chloroform  toxaemia 
may  of  course  be  largely  avoided ;  but  the  irregular  effects  to 
which  such  a  line  of  practice  must  inevitably  lead  would 
hardly  satisfy  the  modern  exponent  of  abdominal  surgery.  It 
is  better,  as  a  rule,  when  the  corneal  reflex  disappears,  to 
lessen  rather  than  to  discontinue  the  an£esthetic,  and  by  care- 
fully studying  other  indications,  to  decide  whether  or  not  this 
reflex  may  be  permitted  to  return.  In  robust  patients,  under- 
going operations  upon  sensitive  parts,  the  lid-reflex  should,  as  a 
general  rule,  be  kept  in  abeyance  throughout.  Old  people,  feeble 
subjects,  and  those  who  have  lost  much  blood,  or  have  become 
otherwise  exhausted  by  the  operation,  may  usually  be  allowed 
to  exhibit  lid-reflex  occasionally.  There  are  certain  operations 
which  are  best  performed  during  a  moderately  deep  anaesthesia, 
such,  for  example,  as  those  for  the  removal  of  tonsils  or  nasal 
polypi ;  and  in  such  cases  it  is  best  not  to  abolish  the  lid- 
reflex  save  for  a  few  seconds  at  a  time. 

{d)  Most  of  what  has  been  said  concerning  the  value  of 
the  eye  and  pupil  as  guides  to  the  degree*  of  ether  anaesthesia 
will  apply  to  chloroform.  As  already  mentioned,  the  average 
chloroform  pupil  is  smaller  than  the  average  ether  pupil.  Like 
the  latter,  it  is  most  useful  when  other  signs  are  equivocal ;  as, 
foiv  example,  when  the  breathing  is  shallow  and  the  lid-reflex 
absent.  Moreover,  when  from  the  nature  of  the  operation  the 
breathing  is  deprived  of  its  usual  characters,  variations  in  the 
size  of  the  pupil  in  response  to  more  or  less  of  the  anaesthetic 
may  be  very  significant. 

The  following  extract  from  Dr.  Sheppard's  notes  is  worth 
quoting  in  this  connection  : — 

^  See  Lawrie,  Lancet y  14tli  Marcli  1891. 
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The  dilated  pupil  is  an  excellent  guide  as  an  indication  of  ret  inning 
consciouHness,  but  one  must  be  very  certain  that  the  patient  is  recovcrm, 
and  not  actually  becoming  more  deeply  narcotised.  .  .  .  On  admini^tt-r- 
ing  a  fresh  dose,  6  to  10  minims,  of  chloroform  to  a  child  with  tic 
dilated  pupil  of  recovery,  the  effect  is  not  immediate^  but  after  five  or  ki 
inspirations  after  cessation  of  chloroform,  the  pupil  becomes  contract*^! 
The  postponed  operation  of  chloroform  is  better  seen  in  this  way  tloL 
in  any  other.  Hence  the  danger  of  even  6  minims  to  a  child  with  the 
dilated  pupil  of  deep  narcosis. 

Speaking  generally,  a  dilated  pupil  phis  conjunctival  reflei 
calls  for  more  chloroform ;  whei*eas  a  dilated  pupil  minus  con- 
junctival reflex  should  be  taken  to  mean  immediate  withdrawal 
of  the  anaesthetic  till  the  pupil  has  become  smaller,  or  the  con- 
junctiva slightly  sensitive. 

(e)  Like  the  pupil,  the  pulse  is  of  value  as  a  corrobomtixr 
guide.  Some  writers,  and  particularly  those  of  the  Scot-!, 
school,  have  laid  so  much  stress  upon  the  importance  of  lu'ci  ■ 
feeling  the  pulse  that  one  is  naturally  tempted  to  incjuir- 
upon  what  grounds  such  teaching  is  based.  It  is  contende^i 
(1)  that  the  whole  attention  should  be  directed  to  the  respira- 
tion ;  and  (2)  that,  as  the  pulse  may  become  feeble  immedi- 
ately prior  to  vomiting,  the  anaesthetist  may  be  misled,  an^l 
suspend  the  administration,  instead  of  continuing  it  It  i^ 
perfectly  true,  and  even  self-evident,  that  if  the  administrator's 
powers  of  observation  are  so  limited  that  he  cannot  tnist 
himself  to  watch  more  than  one  sign,  that  sign  should  be  the 
respiration.  But  let  us  hope  that  such  anaesthetists  are  rare. 
It  is  certainly  possible  for  an  administrator  of  average  abiUty 
to  attend  to  many  other  indications  than  the  breathing,  with- 
out relaxing  the  almost  automatic  vigilance  which  he  shouW 
obviously  bestow  upon  that  function.  With  reference  to  the 
pulse-feebleness,  which  often  marks  the  approach  of  vomitiui'. 
there  is  surely  no  liarm  in  knowing  that  such  feebleness  i< 
present  (altliough,  as  will  be  pointed  out  below,  pulse  indica- 
tions are  of  little  or  no  value  so  long  as  the  cornea  is  sensitive  i 
nor  is  there  any  objection  to  treating  this  feebleness,  when  it 
is  obviously  connected  with  light  anaesthesia,  by  an  increase  ol 
tlie  anasthetic.  When  corneal  reflex  has  been  destroyed,  ais*: 
deep  anaesthesia  produced,  the  slow,  regular  pulse  of  chloroform 
narcosis   generally  becomes  established,  and   it    is   from   this 
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j>oint    onwards    that    the    peripheral    circulation    will    afford 

valuable   indications   as   to   the    depth    of   anaesthesia.^      An 

exceedingly  slow  and  feeble  pulse  will,  for  example,  call  for 

less  chloroform ;  and  this  treatment  will  soon  be  followed  by 

better  circulation.     In  rare  cases  it  is  impossible  to  proceed 

beyond    a    certain    point    without    inducing   an    intermittent 

action  of  the  heart ;  and  such  cases  must  be  similarly  treated. 

The  administrator  should  occasionally  consult   the   temporal, 

facial,   or  superior   coronary  pulse.^      If  he  can   feel   a   fair 

pulse  in  either  of  the  two   former  arteries,  he  may  depend 

upon   the   wrist -pulse   being   better   than   he  anticipates.     I 

have    often    been    unable    to    distinguish    a    temporal    pulse, 

although   the   radial  was  at  the  moment  of  fair  volume.     I 

tind  the  superior  coronary  pulse  to  be  very  accessible  during 

chloroform  administration. 

One  can  quite  understand  the  Scotch  school  and  the 
Hyderabad  Commission  denying  the  value  of  pulse  indications, 
for,  according  to  their  views,  the  administration  should  not  be 
continued  beyond  the  point  at  which  corneal  reflex  disappears. 
I  fully  admit  that  if  a  case  can  be  conducted  without  destroy- 
ing this  reflex,  and  if  breathing  be  unembarrassed  and  free, 
the  pulse  may  be  disregarded,  except  in  cases  of  impending 
or  actual  surgical  shock.  But,  as  pointed  out  above,  it  is 
necessary  in  many  cases  to  conduct  the  administration  without 
allowing  even  a  trace  of  lid-reflex  to  be  present ;  and  it  is  in 
such  cases  that  the  pulse  will  give  valuable  indications  as  to 
the  depth  of  anaesthesia.  The  necessity  for  carefully  observing 
the  peripheral  circulation  in  cases  of  surgical  shock  is  sufficiently 
obvious. 

(/)  The  colour  of  the  face  and  lips  is  generally  of  value  as 
a  guide,  although  too  much  reliance  must  not  be  placed  upon 
it  per  se  (see  p.  336).  Tlius  I  have  notes  of  cases  in  which  the 
wrist-pulse  has  vanished  (from  surgical  causes)  without  any 
marked  alteration  in  colour;  and  it  is  a  matter  of  everyday 

*  Snow  (op.  cit.  p.  250)  found  that  watching  the  pulse  was  of  great  service, 
especially  when  employing  unknouTi  strengths  of  chloroform  vajKjur. 

2  The  late  Mr.  J.  Milk,  who  had  a  large  experience  in  the  administration  of 
anasthetics  (Laiwctj  vol.  ii.,  1880,  p.  912),  also  directed  attention  to  the  advan- 
tages of  watching  the  pulse  during  the  adininistration  of  chloroform,  and  quoted 
three  cases  illustrating  this  point. 
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experience  tliat  a  good  peripheral  circulation  may  coexist  with 
pallor  and  livid  ity.  A  dusky  or  cyanotic  aspect  of  the  face  is 
probably  always  indicative  of  deficient  blood  oxygenation  and 
of  the  need  of  more  air.  Cvanosis  in  the  e^iremities  mav 
however,  depend  upon  vascular  stasis  induced  by  surgical  shock, 
and  may  coexist  with  a  fairiy  florid  complexion.  Pallor  occur- 
ring during  a  light  amesthesia  generally  means  the  approacli 
of  vomiting ;  it  may,  however,  result  from  strictly  surgical 
causes. 

E.  APTEB-EFFECTS 

The  after-effects  of  chlorofonn  differ  considerable^  in  dif- 
ferent  cases ;  and  we  are  still  to  a  great  extent  in  the  dark  a? 
to  the  factors  which  come  into  play  in  their  production.  The 
patient  who  has  been  kept  deeply  and  properly  ansesthetiseii 
will  usually  make  a  very  satisfactory  recovery,  provided  that 
there  be  no  mechanical  interference  with  the  elimination  of 
the  anaesthetic.  The  cough  or  act  of  retching,  at  the  termina- 
tion of  the  administration,  will  bring  back  a  good  colour  to 
his  face  and  lips,  and  if  left  to  himself  he  will  probably  pass 
into  a  quiet  sleep.  When  inadequate  quantities  of  the  anaes- 
thetic have  been  given,  so  that  the  patient's  respiration  has 
been  more  or  less  hampered  over  a  considerable  perioii  by 
swallowing,  coughing,  straining,  vomiting,  etc.,  recovery  from 
the  effects  of  chloroform  is  not  so  satisfactory.  Pallor  is 
more  common ;  and  the  pulse  may  remain  feeble  for  a  con- 
siderable time.  A  similarly  unsatisfactory  recovery  is  also 
common  when  dangerous  symptoms  have  manifested  them- 
selves during  the  inhalation,  and  have  required  such  treatment 
as  the  application  of  the  tongue  forceps,  or  artificial  respiratioa 

Transient  nausea,  retching,  and  vomiting  are  not  as  frequent 
after  chloroform  as  after  ether ;  but  troublesome  and  distressing 
vomiting  is  probably  more  common  after  chloroform.  Owing 
to  the  smaller  quantities  of  mucus  secreted  under  chloroform, 
coughing  and  straining  are  not  so  frequently  witnessed  as 
immediately  after  the  withdrawal  of  ether.  This  has  led 
many  to  think  unfavourably  of  ether  in  this  respect.  But  we 
ought  hardly  to  reckon  the  transient  ether-retching  as  in  any 
way  inconvenient :  it  very  soon  passes  ofif.     When  vomiting 
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comes  on  after  chloroform,  it  is  more  likely  to  prove  dis- 
tressing to  the  patient,  and  intractable  to  treatment.^  Ether- 
vomiting  is  like  ether- haemorrhage — brisk  at  the  time,  but 
unlikely  to  recur.  Chloroform  nausea  and  retching  often 
persist  after  the  stomach  has  ejected  its  contents  ^  (supposing 
food,  mucus,  etc.,  to  have  been  present^). 

Bronchial  and  pulmonary  affections  are  exceedingly  rare 
after  chloroform,  although  they  are  not  unknown ;  and  in  those 
exceptional  cases  in  which  they  have  been  reported  it  is  highly 
probable  that  other  causes  than  the  anaesthetic  itself  have 
been  wholly  or  partly  responsible.  For  example,  a  prolonged 
operation  upon  an  elderly,  bronchitic  subject  may  be  followed 
by  such  complications,  more  especially  if  extensive  cutaneous 
surfaces  have  been  exposed ;  but  it  would  be  wrong  under 
such  circumstances  as  these  to  throw  the  whole  of  the  blame 
upon  the  anaesthetic.  Speaking  generally,  we  may  disregard 
the  possibility  of  any  respiratory  sequelae. 

Transitory  mental  and  muscular  excitement,  similar  to  that 
referred  to  when  dealing  with  the  after-effects  of  ether,  may 
occur  in  hysterical  and  neurotic  subjects.  Delirium  lasting 
three  days  has  been  recorded.*  Loss  of  speech^  (attributed  to 
cerebral  haemorrhage)  has  also  supervened  after  chloroformisation. 
Persons  who  have  had  maniacal  attacks  before  the  administra- 
tion of  chloroform  have  been  known  to  suffer  from  a  recurrence 
of  their  mental  disorder  after  the  use  of  this  anaesthetic.® 

According  to  Sokoloif  ^  and  Ajello,®  temporary  albuminuria 
is  very  common  after  the  administration  of  chloroform,  and  in 

*  Snow  refers  to  a  case  in  which  vomiting  after  chloroform  proved  fatal  ; 
and  others  have  occurred. 

^  This  is  pointed  out  by  Mr.  Marcus  Gunn  {BriL  Med.  Joiirn.y  19th  Sept. 
1885). 

3  Snow  and  Clover  reckoned  that  vomiting  took  place  in  1  out  of  7  cases. 
They  probably  refer  to  severe  cases  only — not  to  transient  vomiting.  Mr. 
Rigden  (see  footnote,  p.  305)  found  vomiting  to  occur  in  32-86  j)er  cent  of  his 
eases,  and  of  these  it  was  noted  as  troublesome  in  16*17  per  cent. 

*  See  a  case  {Ether  as  an  AiurslheiiCf  by  Josiah  de  Zouche,  M.D.,  of  Otago), 
ill  which  delirium  lasting  three  days,  in  a  boy  of  fourteen,  was  met  with  after 
chloroform-inhalation. 

*  Lancety  vol.  i.,  1870,  p.  553.  Chloroform  was  given  for  a  tooth-extraction. 
The  aphasia  lasted  five  weeks. 

«  See  Savage,  Brit.  Med.  Jaum.,  3rd  Dec.  1887,  p.  1199. 
7    Wraisch,  St.  Petersburg,  No.  4,  1891. 
®  Annals  of  Surgery ^  March  1897. 
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patients  with  pre-existing  albuminuria  some  increase  in  albuinec 
may  be  produced.  Further  evidence  on  this  point  is,  however. 
needed.  Thiem  and  Fischer^  state  that  the  urine  may  show 
traces  of  chloroform — the  drug  existing  in  an  unchanged  statt- 
— even  twelve  days  after  the  administration. 

In  very  exceptional  cases  Jaundice  has  been  induced  by  the 
use  of  chloroform.^ 

Lastly,  it  has  been  alleged  that  the  prolonged  or  frequeLt 
inhalation  of  chloroform  may  be  followed  by  degenerative  changet 
in  the  heart,  liver,  and  other  organs.  Ungar,  Strassmann, 
Thiem,  Fischer,  and  Ostertag'  have  investigated .  this  point. 
The  last-named  observers  results  have  been  referred  to  in  a 
preceding  section  (p.  95).  Guthrie*  believes  that  chloroforni 
may  produce  fatal  after-effects  in  children  by  causing  extensi\H 
fatty  degeneration  of  liver  tissue  and  symptoms  similar  i- 
those  met  with  in  acute  yellow  atrophy. 


F.   ILLnSTSATIVE  CASES 

The  following  cases  will  illustrate  many  of  the  points  to 
which  reference  has  been  made  in  the  preceding  portions  of  tLis 
chapter. 

It  may  be  well,  in  the  first  place,  to  quote  a  couple  ^  f 
normal  cases. 

Illustrative  Case,  No.  11. — F.,  vet.  19.     Tall  :  well  developed  :  \v^^ 
a  flabby  appearance,  especially  about  lower  part  of  face  :  full    lips :  n-t 
thoracic  abnormality  discoverable.     Removal  of  caseous  cervical  glands 
Administration    lasted    one    hour.      Skinner's    inhaler.      Breath   held  i 
little    at    first.      No    excitement    or    struggling.      Respiration    becanjc 
gradually  deeper  and  rougher.     After  5-6  min.  colour  good,  respirati  a 
regular  and  rouj^h,  pulse  good  and  rather  slow,  pupils  3  mm.,  conjun.- 
tiva  barely   sensitive.      Operation    commenced.       No   reflex    movenictt 
Respiration  continuing  stitisfactory,    a  slight   lid-reflex    was    pennittrl 
but  if  this  reflex  became  at  all  marked   more    chloroform  was   j^ivri. 
I^ess  chloroform   allowed    the   breathing   to    become  quieter,   the  put. • 
smaller,  and   the  lid-reflex  more  marked.      More  chloroform  had  exacr> 


1  Drntsche  mcflizinttlc  Zcituwj.     Berlin,  2nd  Dec.  1889. 

2  Murchison,  Disea.srs  of  the  Liirr,  •2nd  edition,  p.  407. 

3  See  "On  Some  Fatal  After- Effects  of  Chloroform  on  Children,"  by  Leonii. 
(J.  Guthrie,  M.D.  {LatwH,  27th  Jan.  1894,  p.  193  ;  and  3rd  Feb.  p.  257> 

*  Op.  cit. 
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opposite  effects.  After  stitches  had  been  put  in,  and  the  ansesthetic 
withdrawn,  the  pupils  enlarged,  and  the  conjunctiva  became  very 
sensitive.  In  a  second  or  two  retching  commenced,  and  a  little  mucus 
was  ejected.     Pupils  then  gradually  got  smaller. 

niostratiye  Oase,  No.  12. — Florid,  intelligent  girl,  ffit.  16  :  average 
height,  and  slim  build  :  pupils  4^  mm.  Removal  of  glands  from  neck. 
Administration  lasted  46  min.     Skinner's  inhaler. 

2.5    P.M.     Administration  conmienced. 

2.9      „       Muttering  and  swallowing. 

2.11  „        Pupils  4  mm. 

2. 1 2  „        Ready  for  operation.     Pupils  3-3  J  mm.     Snoring  regular 

breathing.     No    movement  with    incision,    but   pupils 

went  to  4  mm. 
2.14    „        Less  stertor.     More  chloroform.      Stertor  more  marked 

and  pupils  5  mm.     No  lid -reflex.     Very  good  colour 

and  pulse. 
2.16    „        Pupils  as  before.     Less  chloroform  seemed  to  make  pupils, 

if  anything,  larger. 

2.19  „        Pupils  still   5  mm.:    doubtfully  active  to  light.     Florid 

colour. 

2.20  „        An   act  of  deglutition.     Pupils  4   mm.   with  lid -reflex. 

Increased  quantity  of  chloroform  now  produces  larger 
pupil. 

2.23  „  A  slight  cough.  Pupils  4|  mm.  Increased  the  chloro- 
form. Cough  subdued.  Slight  crowing  with  inspira- 
tion. Chloroform  again  increased  to  subdue  it  Pupils 
5  mm.  No  lid-reflex.  Pulse  good  and  regular,  about 
75. 

2.28  „  Whilst  glands  being  removed  from  neighbourhood  of  carotid 
and  jugular  the  respiration  became  shallow,  and  pulse  a 
trifle  less  full.  This  shallow  respiration  lasted  2-3  mins. 
Lips  briskly  rubbed  with  good  results.  Pupils  4^  mm. 
No  lid-reflex. 

2.32  „  Respiration  stertorous  and  deeper  again.  Good  pulse : 
doubtful  lid-reflex. 

2.35  „        Pupils  3|  mm.     No  lid -reflex.     A  little  moaning  with 

expiration,  and  less  stertor.  Chloroform  increased^ 
and  with  result  of  deeper  stertor  and  larger  pupil. 
(Obvious  influence  of  more  chloroform  in  causing  a 
larger  pupil.) 

2.36  „        Slight  cough  and  crowing  breathing.    Anaesthetic  increased. 
2.38    „        Pulse  very  good. 

2.41  „        Pupils  4  mm.     Doubtful  lid-reflex.     Administration  con- 

tinued.    Pupils  4j  mm. 

2.42  „        Quieter  respiration.     Slight  expiratory  moan  suggestive  of 

impending  cough,  and  pupils  became  3^  mm.     Stitches 
now  put  in,  and  pupils  at  once  dilated  to  6  mm. 
2.51    „        Administration  discontinued. 

2  B 
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In  the  following  case,  which  I  take  from  Dr.  Sheppar:^ 
notes,  aortic  and  mitral  disease  were  present 

IllllStratiye  Oase,  No.  13. — F.,  set  35.  Aortic  and  mitral  disesK. 
Ovariotomy.  Worked  almost  entirely  by  the  pupil,  and  phcm^.i 
occurring  during  expiration.     The  following  was  the  sequence  : — 

I  Contracted  pupil, 
(a)    J  Conjunctival  reflex  present, 
(  Expiratory  phonation : 
I  Pupil  gradually  dilated, 
Then  (6)    ^  Conjunctival  reflex  abolished, 
(  Slight  expiratory  phonation  : 
-,,       /  \    i  Dilated  and  fixed  pupil,  and 
^  ^     I  Cessation  of  phonation. 

About  m.xv.  of  chloroform  took  the  patient  through  all  these  sta^t> ; 
and  the  recovery  back  to  contracted  pupil  took,  roughly,  a  minute  or  s  - 
Larj'nj;eal  musical  stertor  present  all  through,  and  not  much  affected  Ir 
position  of  head  or  pulling  jaw  forwards.  Pulse  good  all  through,  an  1 
patient  came  well  and  quickly  out  of  the  narcosis. 

The  administration  of  chloroform  to  a  patient  sufferiui; 
from  dyspnoea  due  to  an  enlarged  thyroid  is  exemplified  in  th^ 
following  case.  As  the  dyspnoea  did  not  increase  under  tb^ 
anaesthetic,  but  actually  diminished,  it  was  probably  th«r 
outcome  of  laryngeal  spasm  rather  than  of  pressure  upon  iL^:^ 
trachea. 

Hlofltratiye  Case,  No.  14. — M.,  ait  17.  Tall:  slim:  full  lip 
rather  nervous.  Occasional  distress  in  breathing.  Prefers  to  be  propj*-! 
up  somewhat.  Dry  sounds  throughout  both  lungs.  Occasional  imn-' 
cough.  Audible  stridor  on  taking  a  deep  breath.  Large  thyroid  gruwtL 
Operation  10  a.m.:  dry,  bright,  cold  morning.  Chloroform  on  lini 
Administrution,  1  hour  13  minutes;  operation,  1  hour  5  minutes 
Two  oz.  of  clUoroform  used.  Head  and  shoulders  slightly  raise^l 
Anaesthetic  cautiously  given.  Barely  audible  breathing  became  audiU'- 
(both  inspiration  and  expiration).  Thought  it  best,  as  breathing  seemtd 
to  be  getting  rather  laboured,  not  to  push  ansBsthetic  Long  incisiuii 
Very  slight  reflex  movement,  and  deeper  breathing.  Occasional  swallow- 
ing. Rather  free  ha*morrha;^e.  Breathing  grew  quieter,  cdthougk  ^ 
^rt  of  growth  yd  removed.  Thyroid  now  removed.  Pulse  got  slight^ 
feeble  during  extraction  of  left  lobe,  which  was  deeply  seated  ;  it  ther 
improved.  Conjunctival  reflex  often  present,  with  large  (5  mm.)  pupil . 
more  chloroform  abolished  reflex  and  made  pupil  smaller  (3  or  2i  mm. . 
Pupils  hence  good  guide.  Face  rather  pale.  No  movement  througbori 
During  removal  of  left  lobe,  transient  inspiratory  stridor  of  high  pitch, 
but  no  cyanosis.     No  flattening  of  trachea  discovered. 
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The  following  case  seems  to  indicate  that  the  presence  or 
absence  of  the  lid-reflex  may  be  dependent  upon  the  nature  of 
the  operation  in  progress  (see  p.  57). 

niustrative  Case,  No.  15. — F.,  set.  about  50.  Febrile.  Of  spare 
build.  Heart-sounds  and  chest  expansion  good.  Exploration  and 
evacuation  of  a  tubercular  kidney.  Skinner's  mask.  Administration 
lasted  1  hour  20  minutes.  An  abdominal  incision  was  first  made,  and 
subsequently  a  lumbar  opening.  After  about  one  hour  the  patient's 
condition  was  as  follows,  the  operator  working  at  the  lumbar  opening : — 
Pupils  contracted  :  lid-reflex  either  completely  absent  or  only  present 
in  the  slightest  degree :  pulse  good,  regular,  about  72  :  respiration  quiet. 
The  operator  now  passed  in  sponges  through  the  abdominal  wound, 
with  the  immediate  result  that  the  breathing  became  deep,  the  colour 
more  florid,  and  so  much  lid-reflex  appeared  that  the  lids  tightly  con- 
tracted when  the  conjunctiva  was  touched.  We  might  say  that  this 
patient  was,  at  the  moment  referred  to,  suflBciently  anaesthetised  for  the 
lumbar  operation,  but  not  for  the  abdominal  The  interest  of  the  case, 
however,  lies  in  the  reappearance  of  the  lid-reflex  as  the  direct  result  of 
a  particular  stimulus,  namely,  intereference  with  the  peritoneum. 


CHAPTER   XII 

BROMIDE    OF   ETHYL,    ETHIDENE    DICHLORIDE,    AMYLENE 
(PENTAL),    and    OTHER    ANAESTHETICS 

A.   BROMIDE  OF  ETH7L 

Administration  and  Effects  produced.  —  The  ana^sthetk 
properties  of  bromide  of  ethyl  were  first  recognised  by  Nunnelev 
of  Leeds  in  1849,  who  spoke  highly  of  the  drug.  Eabuteau* 
and  TumbuU*  were  the  next  to  investigate  its  aniesthetic 
properties.  The  latter  has  used  it  in  a  considerable  number  of 
cases,  and  has  on  more  than  one  occasion  brought  its  antesthetic 
merits  l^efore  the  notice  of  American  surgeons,  several  of  whom, 
including  Dr.  Chisholm,^  Dr.  Levis,  Dr.  Marion  Sims,  and 
others,  have  employed  it  with  more  or  less  success.  The  late 
Sir  B.  W.  Eichardson*  considered  the  bromide  a  good  and 
efficient  anaesthetic.  Clover,  however,  who  gave  the  agent  a 
trial,  was  not  favourably  impressed  with  it®  Dr.  H.  C.  WckkI 
of  Philadelphia  is  also  opposed  to  its  introduction  into  general 
use.  Drs.  Schneider  and  Herz,^  as  well  as  other  German 
dentists,  have  used  bromide  of  ethyl  in  their  practices,  and 
speak  highly  in  its  favour  for  dental  operations.  Dr.  J.  F.  Silk ' 
has  also  investigated  the  properties  of  the  bromide  as  an 
anaesthetic  in  this  branch  of  surgery.     He  administered  it  in 

*  Lancet,  vol.  i.,  1877,  p.  143. 

2  Manual  of  Anaesthetics. 

3  Dr.  Chisholra  has  used  bromide  of  ethyl  in  3000  cases  without  a  fatality. 
See  Maryland  Med.  Jcntni.,  5th  December  1880. 

*  Asrlcpiad,  1885,  p.  264. 

^  Brit.  Med.  Journ.  vol.  i.,  1880,  p.  586. 

*  Int4i7iiatio7iale  klinische  Jiundschati,  14th  April  1889.     See  also  Lawri, 
27th  April  1889,  p.  848. 

7  Trans.  Odont.  Soc,  of  Great  Britain,  February  1891. 
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over  130  cases,  and  took  notes  of  the  effects  produced.  I 
have  therefore  largely  availed  myself  of  the  information  and 
conclusions  contained  in  Dr.  Silk's  paper  on  the  subject. 

All  who  have  employed  bromide  of  ethyl  in  surgical 
practice  agree  that  it  is  more  adapted  for  operations  of  very 
short  duration  than  for  others.  It  often  produces  an  analgesic 
rather  than  an  anaesthetic  effect,  and  has  hence  been  somewhat 
extensively  used  in  dental  practice.  It  rapidly  destroys  con- 
sciousness ;  and  recovery  from  its  influence  is  correspondingly 
speedy. 

The  administration  may  be  conducted  by  means  of  a  towel 
or  leather  mask  (Fig.  26,  p.  270),  but  an  Ormsby's  inhaler 
(Fig.  36,  p.  282)  is  very  suitable  for  the  purpose.  A  drachm, 
or  a  drachm  and  a  half,  should  be  placed  upon  the  sponge  of 
this  inhaler,  and  the  apparatus  applied  to  the  face  of  the 
patient.  Dr.  Silk  recommends  that  little  or  no  air  should  be 
admitted  for  the  first  few  inhalations,  after  which  the  air-cap 
of  the  apparatus  may  be  opened.  With  regard  to  the  time 
occupied  in  producing  anaesthesia,  Dr.  Silk  found  this  to  be, 
on  the  average,  66  seconds;  whilst  the  duration  of  anaes- 
thesia was  46  seconds.  When  the  inhalation  exceeded 
two  minutes,  the  after-effects  were  liable  to  be  troublesome. 
Of  300  cases  in  which  Dr.  Chisholm  administered  bromide 
of  ethyl  the  time  required  to  produce  deep  anaesthesia  was  not 
more  than  60  seconds. 

As  to  the  signs  of  antesthesia,  the  administration  should  be 
conducted  till  softly  snoring  breathing,  or  insensibility  of  the 
cornea,  is  produced.  Should  there  be  delay  in  the  supervention 
of  these  signs,  the  inhaler  must  be  removed  on  the  detection  of 
any  feebleness  or  irregularity  in  the  pulse.  A  single  and  con- 
tinuous administration  in  this  manner  is  not  likely  to  be 
attended  by  any  unpleasant  after-effects ;  but  a  reapplication 
of  the  inhaler  will  be  liable  to  induce  nausea  and  vomiting. 
An  intermittent  administration,  such  as  that  which  would  be 
necessary  for  a  prolonged  operation,  is  therefore  not  to  be 
recommended.  Dr.  Marion  Sims^  performed  Batty 's  operation, 
using  bromide  of  ethyl  as  the  anaesthetic,  and  the  administra- 

*  See  a  pajier  read  before  the  New  York  Academy  of  Medicine,  March  1880, 
entitled  "  The  Bromide  of  Ethyl  as  an  Anaesthetic."     By  J.  Marion  Sims,  M.D. 
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tion  lasted  1^  hour.  Vomiting  occurred  several  times;  tfe 
conjunctiva  was  sensitive  from  the  beginning  to  the  end: 
opisthotonos,  very  rapid  breathing,  and  violent  straining  wer^ 
produced.  Severe  pain  in  the  head  followed  the  inhalation 
and  after  attacks  of  diarrhopa,  tenesmus,  and  convulsions,  the 
patient  died  (21  hours  after  the  operation).  Dr.  Levis  of 
Philadelphia  administered  the  bromide  for  40  consecutiTr 
minutes  with  an  expenditure  of  11  dmchms.  Other  observers 
also  record  prolonged  administrations.^ 

When  bromide  of  ethyl  is  administered  as  above  reconj- 
mended,  respiration  is  not  markedly  affected.  It  remains  fur 
the  most  part  regular,  and  free  from  those  temporary  em- 
barrassments which  are  common  with  nitrous  oxide  or  ether. 

Professor  Wood  of  Philadelphia  regards  bromide  of  ethyl 
as  a  cardiac  depressant.  During  its  administration  the  pulst 
usually  becomes  increased  in  rate,  and  somewhat  diminished  in 
force.  In  several  of  the  patients  to  whom  Dr.  Silk  administered 
the  bromide,  he  found  that  distinct  irregularity  and  slowing  of 
the  pulse  were  to  be  detected. 

Struggling  and  excitement  are  exceptional.  Dr.  Turnbuli 
records  hysterical  excitement  in  6  out  of  100  cases.  ThL- 
absence  of  early  excitement  is  doubtless  a  great  point  in 
favour  of  the  bromide.  The  pupils  usually  dilate  during  the 
administration,  and  profuse  salivation  and  sweating  are  not 
uncommon. 

Dangers  comiected  with  the  Administration. — Seveml 
deaths  have  occurred  during  or  immediately  after  the  administra- 
tion of  this  ana'sthetic  ;  but  as  it  is  difficult  or  impossible  to  ascer- 
tain the  number  of  times  bromide  of  ethyl  has  been  eniployetl 
the  actual  death-rate  is  unknown.  There  is  good  reason  to  believe 
that  the  risks  attendant  upon  the  administration  have  been 
over-estimated,  and  that  if  a  pure  drug  be  employed,  and 
ordinary  care  exercised,  the  rapid  induction  of  anaesthesia 
sufficient  for  the  performance  of  a  short  operation  is  attendeii 
by  little  or  no  danger.  Dr.  Silk,  who  has  investigated  all  the 
published  fatal  cases,  says  that  in  some  of  these  (1)  sudden 
and  early  heart -failure  occurred;  in  others  (2)  respiratory 
paralysis  took  place  somewhat  later  in  the  administration  :  and 

1  See  Norton,  Brit.  Med,  Joum.,  15th  May  1880,  p.  735. 
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in  others  again  (3)  gastro-intestinal  symptoms  were  recorded. 
Gleich  ^  reports  a  case  in  which  the  face  became  cyanotic  and 
pulse  and  respiration  ceased  together.  The  post-mortem  showed 
no  hyperaemia  of  the  brain,  but  there  was  fatty  degeneration  of 
all  the  viscera.  A  fatal  administration  is  also  reported  in  the 
Deivtcd  Cosmos,  August  1880.  Jendritza^  refers  to  a  case  in 
which  unconsciousness,  trismus,  and  dilated  pupils  came  on 
after  recovery  from  this  anoesthetic  administered  for  tooth- 
extraction,  the  condition  lasting  90  minutes. 

After-Effects. — As  with  other  agents,  the  after-effects  bear 
a  kind  of  proportion  to  the  duration  of  the  anaesthesia.  A 
short  administration  is  usually  not  followed  by  headache  or 
nausea,  the  patient  regaining  consciousness  very  satisfactorily. 
It  is  not  very  uncommon,  however,  for  some  degree  of  depres- 
sion to  be  experienced,  and  in  some  cases  actual  fainting  has 
been  recorded.  Hysterical  outbursts  may  sometimes  follow 
the  inhalation.  Nausea  and  vomiting  are  exceptional  after  a 
single  administration ;  but  during  or  after  a  comparatively  long 
inhalation  they  will  be  liable  to  result. 

Ivooked  at  from  all  points  of  view,  bromide  of  ethyl  can 
hardly  be  regarded  with  much  favour.  As  compared  with  nitrous 
oxide  it  is  distinctly  inferior  not  only  in  point  of  safety,  but  in 
the  greater  liability  after  its  administration  to  headache,  nausea, 
and  other  unpleasant  effects.  Before  any  very  definite  opinion, 
however,  can  be  expressed  as  to  its  suitability  for  use  in 
dental  and  other  minor  surgical  operations,  a  more  extensive 
trial  of  the  drug  should  be  made.  Its  greater  portability  is 
necessarily  a  recommendation  when  we  compare  it  with  nitrous 
oxide ;  but  its  liability  to  decomposition  quite  outweighs  this 
advantage. 

B.   ETHIDENE  DIGHLOBIDE 

Administration  and  Effects  produced. — Ethidene  di- 
chloride  was  first  employed  as  an  anaesthetic  by  Snow,^  who 

*  DnUsche  medizinale  Zcitungj  Berlin,  August  1892. 

*  Year- Book  of  Trciitment,  1897,  p.  172. 

**  Most  of  the  information  contained  in  the  present  chapter  is  derived  either 
from  the  re{)orts  of  the  Glasgow  Committee  on  Anaesthetics  (/?rt/.  Med.  Joum., 
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administered  it  on  several  occasions  with  good  results.  Soow 
found  the  effects  to  be  nearly  the  same  as  those  of  chloroform.  In 
1870  it  was  used  by  Leibreich  and  Langenbeck  in  Berlin/  aad 
by  Sauer  ^  and  Steffen.^  In  1879  the  Glasgow  Committee  of  the 
British  Medical  Association  *  drew  attention  to  the  merits  of  the 
anaesthetic,  and,  after  a  careful  comparison  of  its  action  with  that 
of  chloroform,  published  their  results  in  the  following  year.  Fifty 
operations  were  performed  under  ethidene  dichloride,  fifty  under 
chloroform,  and  the  results  tabulated.  They  found  the  average 
dose  of  ethidene  to  be  40*3  c.c,  or  1*8  c.c.  for  each  minute  during 
which  the  patient  was  under  its  influence.  With  cliloroform 
the  average  dose  was  31*8  cc,  or  1*7  c.c.  per  minute.  The  time 
taken  to  proiluce  antes thesia  was,  in  the  case  of  ethidene  di- 
chloride, 4*3  minutes  ;  whilst  with  chloroform  it  was  5*4  minute. 
Less  excitement  was  observed  than  with  chloroform.  The 
Committee  found  that  both  the  pulse  and  the  respiration  undei 
ethidene  dichloride  were  less  altered  than  when  chloroform  was 
used.  They  did  not  obtain  the  marked  slowing  of  the  pul» 
and  the  quick  respiration  which  are  often  observed  with 
chloroform.  Ethidene  dichloride  was  regarded  by  the  Com- 
mittee as  midway,  in  point  of  safety  and  in  other  respects, 
between  chloroform  and  ether;  and  after  their  eulogistic 
account  of  its  action  it  was  for  a  time  largely  used.  Mr.  Tom 
Bird  ^  has  recorded  six  administrations  by  means  of  Junker's 
apparatus.  Mr.  J.  H.  Palmer  ^  has  also  reported  his  experiences 
with  the  agent  administered  upon  lint  or  by  means  of  a  towel 
He  found  that  one  ounce  was  required  to  ana^thetise  a  boy  of 
eij^hteen  for  an  operation  lasting  35  minutes.  We  are 
indebted,  however,  to  Clover"  for  the  records  of  no  less  than 
1877  administrations  of  ethidene  dichloride,  and  his  results 
are    of   great   interest.      Of    the    1877    administrations,   ?87 

18th  Di'ccniber  1880,  \>.  958)  ;  from  a  lecture  given  by  the  late  Mr.  Clover 
(Bril.  Med.  Journ.,  29th  May  1880,  p.  797);  or  from  Dr.  Snow's  article  on 
"  MonoeliloruiTetted  Chloride  of  Ethyle"  (op.  cit.  p.  420). 

1  Berlin  kiin.   Woeheiw^irift,  Xos.  31  and  33,  1870,  p.  401. 

2  Pharm.  CeiUrn/blatt,  vol.  xiv.  p.  140. 

3  iJcid^cJi/j  KNnik,  No.  44,  p.  398;  and  Jahresb.  der  Medicin,  1870-1-2. 
^  Brit.  Afed.  Journ.  vol.  i.,  1879,  p.  108. 

^  Med.  Timrs  and  Oaz.  vol.  i.,  1879,  p.  62. 

^  Lancety  vol.  ii.,  1879,   p.   637.     Mr.   Palmer  obtained  his  ethidene  froa 
Kahlbaura  of  Berlin,  through  some  London  chemists. 
7  Brit.  Med.  Journ.,  29th  May  1880,  p.  797. 
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were  for  major  operations.  Clover  usually  preceded  the  ad- 
ministration of  ethidene  by  nitrous  oxide  gas,  using  his  com- 
bined gas-and-ether  inhaler  (p.  403)  for  the  purpose.  The 
vapour  of  ethidene  was  gradually  added  when  the  patient  was 
partly  anaesthetised  by  nitrous  oxide.  By  this  method  struggling 
-was  rarely  met  with.  A  little  convulsive  twitching  occurred 
as  anaesthesia  approached,  and  this  was  quickly  followed  by 
stertor  and  dilatation  of  the  pupils.  Air  was  then  admitted 
as  occasion  required  ;  and  the  quantity  of  ethidene  given  was 
regulated  by  the  general  condition  of  the  patient.  Clover 
seems,  in  fact,  to  have  administered  ethidene  in  very  much 
the  same  way  as  he  employed  ether,  ie.  with  a  limited  supply 
of  air. 

Dangers  connected  with  the  Administration. — Sauer,  to 
-whom  reference  has  already  been  made,  has  recorded  a  fatality 
under  ethidene  in  a  patient  who  was  the  subject  of  morbus 
cordis.  Another  fatality  is  reported  by  Clover  ^ ;  but  from  the 
published  account  of  the  case  the  antesthetic  seems  to  have  had 
but  little  share  in  bringing  about  the  fatal  syncope  which 
followed  the  administration.  The  patient  had  a  large  flabby 
lieart,  and  syncope  took  place  whilst  the  head  was  being 
voluntarily  raised  after  the  operation  was  over.  A  third  case 
is  put  on  record  by  Dr.  Mouillot.^  The  patient  was  the 
subject  of  empyema,  and  died  with  symptoms  of  syncope  soon 
after  the  stage  of  struggling.  A  fourth  fatality  is  mentioned  ^ 
as  having  occurred  during  an  ophthalmic  operation.  Pallor  and 
disappearance  of  the  pulse  were  noticed  at  the  moment  the 
cornea  was  incised.  It  may  be  incidentally  mentioned  that 
ethidene  seemed  at  one  time  to  be  specially  suited  for 
ophthalmic  operations,  owing  to  the  infrequency  of  struggling 
during  its  administration,  and  of  vomiting  afterwards.  There 
can  be  no  doubt,  however,  that  ethidene,  although  more  stimulat- 
ing than  chloroform,  is  yet  to  be  regarded  in  this  respect  as 
inferior  to  ether.  Clover  refers  to  three  cases  in  which 
alarming  symptoms  presented  themselves  during  the  adminis- 
tration, and  in  his  remarks  on  the  fatality  above  alluded  to, 
states  his  belief  that  ether  would  have  been  safer  than  ethidene. 

*  Loc.  cit,  2  Brit.  Med,  Jouni.  vol.  i.,  1881,  p.  385. 

3  /bid.  vol.  ii.,  1882,  p.  1267. 
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After-Effects. — According  tx)  Clover,  patients  recover  from 
ethidene  anaesthesia  very  satisfactorily.  He  found  vomitiiu; 
to  occur  in  one-third  of  his  administrations  for  major  opera- 
tions, and  in  one-twentieth  of  those  for  minor  operations.  Ht 
further  states  that  vomiting  after  ethidene  invariably  ceases 
sooner  than  after  chloroform.  Of  thirty-three  cases  mentioneti 
by  Sauer,  two  vomited,  and  two  had  nausea  and  headache  after. 
The  Glasgow  Committee  found  that  nausea  and  vomiting  were 
about  equal  in  frequency  after  ethidene  and  after  chlorofonn. 
but  that  vomiting  after  ethidene  was  of  shorter  duration  thai, 
that  after  chloroform. 

0.   AMTLENE.      PENTAL. 

AmyleTie 

Administration  and  Effects  produced. — For  most  of  ou: 
present  knowledge  concerning  the  effects  produced  by  aniylene 
we  are  indebted  to  Snow,  who,  as  already  mentioned,  was  the 
first  to  employ  this  substance  as  an  anaesthetic.  Snow  used  it 
in  238  cases,  and  found  that  the  best  results  were  obtained  bv 
administering  it  with  his  chloroform  inhaler  (p.  314).  Thr 
great  volatility  of  amylene  almost  necessitates  the  use  of  some 
s{)ecial  apparatus.  Snow  found  that  three  to  four  flui<l 
drachms  were  required  to  cause  insensibility  in  the  adult,  and 
that  about  15  per  cent  of  the  vapour  should  be  breathed  witli 
air.  Amylene  appears  to  differ  from  chloroform  in  that  the 
continuous  administration  of  a  very  dilute  vapour  does  not  lead 
to  aniesthesia ;  it  is  necessary  to  exhibit  the  agent  in  a  some- 
what concentrated  form.  Owing  to  the  sparing  solubility  o: 
amylene  in  the  blood,  and  to  its  great  volatility,  patients  very 
rapidly  emerge  from  its  influence,  so  that  a  frequent  renewal 
of  the  inhalation  is  necessary.  Snow  estimated  that  amylent- 
was  consumed  at  about  tiie  rate  of  one  fluid  drachm  per  minute, 
when  administered  by  means  of  his  apparatus.^ 

In  most  of  Snow's  administrations  an  analgesic  and  not  a 
truly  anitsthetic  state  appears  to  have  been  obtained.  He 
declared,  indeed,  that  he  found  it  possible  to  secure  an  absence 

^  Me4.  Times  anditaz,^  17th  January  1857,  p.  60. 
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of  pain  with  a  less  profound  coma  than  that  which  characterised 
the  use  of  chloroform  or  ether.  The  lid-reBex  was  not  as  a  rule 
abolished,  although  muscular  movements  in  reflex  response  to 
operative  interference  were  usually  absent.  Both  major  and 
minor  operations  were  performed  during  this  comparatively 
light  form  of  an<"esthesia.  The  pulse  was  almost  always 
increased  in  frequency  and  forca  The  respiration  was  often 
accelerated.  The  pupils  were  most  commonly  about  the 
ordinary  size.  The  colour  of  the  features  was  heightened. 
Perspiration  was  met  with  in  some  cases.  It  was  found  that 
amylene  could  not  be  depended  upon  for  producing  complete 
muscular  relaxation,  and  that  it  was  not  a  very  convenient 
aniesthetic  for  prolonged  operations  about  the  mouth  or 
face.  It  appeared  to  answer  best  in  short  operations  not 
requiring  muscular  flaccidity,  such  as  those  for  the  extrac- 
tion of  teeth.  Less  salivation  was  observed  than  under  ether 
or  chloroform. 

Soon  after  the  introduction  of  amylene  by  Snow,  it  was 
tried  somewhat  extensively  both  in  this  country  and  abroad. 
The  conclusions  arrived  at  by  a  Committee  of  the  Academy  of 
Medicine  were  ^ :  That  rigidity  was  the  rule  rather  than  the 
exception  during  amylene  administration  ;  that  a  remarkably 
rapid  recovery  from  its  effects  occurred ;  and  that  it  was  more 
suitable  for  brief  operations  than  for  others.  Its  unpleasant 
odour  was  regarded  as  a  barrier  to  its  general  employment. 
M.  Girald^s  administered  amylene  to  79  children,  and  stated 
that  two  drachms  were  required  in  most  cases  to  produce 
insensibility  to  pain.  According  to  Kappeler,'*^  amylene  was 
given  a  fair  trial  by  Spiegelberg  and  Lohmayer,  who  were 
unable  to  obtain  complete  anaesthesia  with  it ;  whilst  Billroth 
and  Jlingken  found  it  answered  well  as  an  anivsthetic,  even 
in  major  operations  (resection  of  os  calcis,  amputation  of 
leg,  etc.). 

Dangers  connected  with  the  Administration. — In  Snow's 
2  38  cases  there  were  two  fatalities;  but  in  discussing  these 
by  the  light  of  our  present  knowledge  it  is  questionable 
whether  they  should  be  directly  attributed  to  the  influence  of 

1  See  Mrd.  Times  and  Oiiz.  vol.  i.,  1857,  p.  623. 
2  Op.  cit.  p.  192. 
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the  antesthetic.  In  one  case  the  pulse  failed  at  the  momeDi 
the  incision  was  made  for  fistxda  in  ana,  the  patient  being  odIj 
lightly  under  the  anaesthetic.  In  the  other  the  patient  was  k 
the  prone  position/  and,  from  the  fact  that  breathing  had  been 
observed  to  be  noisy  and  snoring,  it  is  quite  possible  that 
other  factors  than  the  toxic  action  of  the  amylene  may  have 
been  at  work.  These,  however,  are  merely  conjectures.  Th€ 
patients  appear  to  have  died  from  cardiac  failure  in  much  the 
same  way  that  has  frequently  been  observed  in  the  case  of 
chloroform.  The  occurrence  of  these  two  fatal  eases  had  tie 
effect  of  lessening  the  confidence  of  the  profession  in  the  new 
anaesthetic;  and  it  does  not  appear  to  have  been  again  em- 
ployed, at  all  events  as  amylene.  The  body  recently  introduceu 
as  peutal  will  be  discussed  below. 

After-Effects. — Patients  recover  with  remarkable  rapidity 
from  the  effects  of  amylene.  Nausea  and  vomiting  are  quite 
exceptional.  Of  Snow's  238  cases  there  were  only  two  in 
which  vomiting  occurred  immediately  after  the  adininistradon: 
and  sickness  was  only  heard  of  subsequently  in  eight  or  ten 
cases. 

Fcntal 

The  substance  known  by  this  name  has  been  already 
referred  to  (p.  85).  What  the  precise  diflTerences  between  it 
and  its  predecessor  amylene  may  be,  further  experience  mu^-t 
decide.  Pental  has  been  somewhat  extensively  used  in 
Germany  as  an  antesthetic  in  dental  surgery,  and  the  foUowiuj 
remarks,  for  most  of  which  I  am  indebted  to  Mr.  T.  11 
Constant  -  of  Scarborough,  apply  to  its  employment  in  that 
branch  of  practice. 

Administration  and  Effects  produced. — A  Clover's  ether 
inhaler  (p.  273),  or  some  similar  appanitus,  answ^ei-s  ba^- 
Two  drachms,  or  a  little  more,  should  be  poured  into  tlie 
reservoir.  The  bag  being  attached,  the  patient's  expirations 
may  be  allowed  to  partly  fill  the  bag.  The  indicator  must  1"^ 
turned  to  "  1  "  when  the  apparatus  is  applied  to  the  face.  Xo 
more   air  is  given,  but   the   patient  breathes  to  and    fro  f'l 

'   Seep.  139. 

^  The  pental  used  by  Mr.  Constant  was  procured  from  C.  A.  F.  Kahlbaurs 
of  Berlin. 


XII  BROMIDE  OF  ETHYL,  ETC.  381 


about  40  seconds,  the  indicator  being  progressively  pushed 
towards  "  F."  The  symptoms  produced  are  similar  to  those 
recorded  by  Snow.  The  face  flushes,  the  pulse  becomes  quicker 
and  quicker,  the  pupils  dilate,  the  eyes  are  fixed  and  open,  the 
conjunctival  reflex  disappears,  the  breathing  is  quick  and 
laboured,  and  there  is  slight  cyanosis.  There  may  be  some 
opisthotonos.  It  is  sometimes  possible  to  obtain  true  analgesia, 
the  patient  retaining  consciousness  whilst  a  tooth  is  painlessly 
extracted.  At  the  end  of  about  40  seconds,  the  inhaler 
is  removed  and  the  extraction  commenced.  Anaesthesia  is 
stated  to  persist  for  about  a  minute  after  the  removal  of  the 
face-piece. 

Dangers  connected  with  the  Administration. — Several 
fatalities  in  connection  with  the  use  of  pental  have  been 
recorded.^  A  case  has  also  been  reported  to  me  in  which 
the  most  alarming  symptoms  occurred  immediately  after  the 
inhalation.  Eespiration  grew  shallow  and  then  ceased,  whilst 
the  radial  pulse  became  imperceptible.  Inversion  restored 
the  pulse ;  but  artificial  respiration  for  7  minutes  had  to  be 
resorted  to  before  recovery  ensued.  Looked  at  from  all  points 
of  view,  the  use  of  amylene  or  pental  seems  to  have  but  little 
to  recommend  it.  As  compared  to  nitrous  oxide  for  brief 
operations  it  is  certainly  inferior,  not  only  because  of  its  gi^eater 
danger,  but  because  it  is  not  so  agreeable  to  inhale.^ 

After-Effects. — As  with  the  amylene  employed  by  Snow, 
after-effects  are  usually  completely  absent. 

D.   OTHEB  ANiESTHETIGS 

There  are  numerous  other  agents  which  have  been  used  for 
the  production  of  general  anaesthesia ;  but  they  are  all  inferior, 
iu  one  way  or  another,  to  those  already  discussed. 

Nitrogen  is  capable  of  producing  insensibility  to  pain  when 
inhaled  free  from  oxygen,  or  with  very  small  percentages  of 
that  gas.  The  anaesthesia  must  be  regarded  as  the  result 
of    oxygen -deprivation,    for   it   is    obvious    that    we    cannot 

*  See  Brit,  Jouni.  Dent.  Science,  Ist  and  15th  June  1892  ;  Lancdf  4th  Jan. 
1896,  p.  45  ;  Dental  Rccordy  Nov.  1893,  vol.  xiii.  p.  611. 

*  For  further  remarks  see  Wiener  klin,  IVoch.y  21st  and  28th  Jan.  1892. 
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assign  any  specific  ansesthetic  properties  to  nitrogen  itself.     L 
1868/  Professor  Burdon  Sanderson,  the  late  Dr.  John  Murray 
and   Mr.  J.  Smith   Turner  administered  nitrogen    for   tooth- 
extraction   to    six    patients   at   the   Middlesex    Hospital     II 
the  first  two  cases  a  considerable  quantity  of  air    appears  t 
have    been    breathed    with    the   nitrogen ;    and    even    in   ik 
remaining  four  cases  there  is  good  reason  to  believe,  from  tbr 
results  obtained,  that  in  some  way  or  another  unknown   quiiii- 
tities  of  oxygen  must  have  gained  access  to  the  lungs   duriu. 
the  administration.      Thus,  insensibility  did  not  occur  till  fnnj 
3  to  4  minutes  after  the  commencement  of  the  inhalation :  l 
lividity  of  the  features  was  observed ;  and  in  only  two  of  tlj? 
four  cases  was  there  an  absence  of  pain  during  the  operatioi:. 

On  13th  May  1890, 1  administered,  at  the  Dental  HospiUiI 
for  Sir  George  Johnson,  nitrogen  with  '5  per  cent  of  oxrgea 
(i,€.  practically  pure  nitrogen)  to  nine  patients.  There  ws> 
no  excitement  in  any  case.  An  onlooker  could  not  hav? 
detected  any  difference  between  the  phenomena  produced  asu 
those  usually  met  with  under  nitrous  oxide.  I  used  the  saa.^ 
apparatus  which  I  employ  for  nitrous  oxide  (Fig.  16,  p.  21 2 1 
and  took  great  care  that  the  face-piece  fitted  well  and  that  the 
valves  worked  accurately,  so  that  no  air  whatever  might  gais 
admission  to  the  lungs.  Anaesthesia  was  produced  with 
remarkable  rapidity  in  each  case.  The  available  period  d 
anivsthesia  for  a  dental  operation  was,  with  one  or  two  excej- 
tions,  shorter  than  with  nitrous  oxide.  There  was  reflex 
screaming  in  some  of  the  cases ;  but  this  is  also  met  with 
under  nitrous  oxide,  more  especially  in  hospital  practice.  T 
administered  the  nitrogen  in  each  case  till  slight  epileptifonL 
movements  appeared.  The  recovery  was  quick  and  good.  There 
was  no  nausea  or  vomiting.  The  pulse  was  usually  rapid,  ani 
I  am  inclined  to  think  not  so  strong  as  under  nitrous  oxide 

On  26th  May  1890,  I  administered  nitrogen  with  5  js^r 
cent  of  oxygen  to  five  cases  ;  and  nitrogen  with  3  per  cent  d 
oxygen  to  four  cases.  A  longer  time  was  taken  to  product 
anaesthesia  than  with  the  practically  pure  nitrogen ;  but  tbr 
period  of  inhalation  was  still  remarkably  short.  The  resultin: 
antBsthesia  seemed  to  be  longer  than  that  obtained  by  nitrogen 

1  See  Brit,  ^fed.  Joimi.,  13th  June  1868,  p.  593. 
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alone.  No  excitement  was  noted  in  any  case.  During  the 
administration  there  was  less  jactitation  in  these  than  in  the 
preceding  nine  cases.  In  one  case  three  teeth  were  painlessly 
extracted.  There  was  some  excitement  after  the  inhalation  in 
a  few  of  the  cases.  One  patient,  a  boy,  complained  of  much 
headache,  and  cried  with  pain.  In  one  case  there  was  rapid 
tremor  of  one  arm  after  the  administration.  This  phenomenon 
I  also  observed  in  one  of  the  pure  nitrogen  cases.  All  patients 
exhibited  jerky  and  irregular  breathing,  with  cyanosis. 

On  29th  May  1890,  I  administered  nitrogen  with  5  per 
cent  of  oxygen  to  one  case.  The  anaesthesia  was  not  satis- 
factory. On  the  same  day  I  administered  to  two  cases  nitrogen 
with  about  6*6  per  cent  of  oxygen.  There  was  a  longer  period 
of  inhalation  than  with  the  5  per  cent  of  oxygen,  and  some 
apparent  discomfort  and  uneasiness.  In  one  of  these  cases  I 
pushed  the  administration  till  slight  clonic  movements,  irregular 
respiration,  and  cyanosis  occurred.  The  anaesthesia  was  then 
complete  for  a  short  operation. 

On  3rd  June  1890,  I  administered  nitrogen  with  7  or  7^ 
per  cent  of  oxygen  to  two  patients.  In  both  there  was  distinct 
anaesthesia.  In  one  case,  a  woman,  there  was  no  jactitation, 
but  some  cyanosis,  and  the  patient  was  quiet  throughout  In 
the  second,  a  woman,  the  symptoms  were  like  those  of  pure 
nitrogen  or  nitrous  oxide,  coming  on  more  quickly.  There  was 
definite  anaesthesia. 

Sir  George  Johnson,  in  his  report  of  the  above  administra- 
tions of  nitrogen  with  '5  per  cent  of  oxygen,  states  that  "  the 
maximum  period  required  to  produce  anaesthesia  was  70  sees., 
the  minimum  50  sees.,  and  the  mean  time  58*3  sees."  With 
regard  to  the  cases  in  which  3  per  cent  of  oxygen  was  present. 
Sir  George  Johnson  states  that  "  the  time  required  to  produce 
anaesthesia  varied  from  60  to  75  sees.,  the  average  time  being 
67*5  sees."  Referring  to  the  cases  in  which  5  per  cent  was 
present,  he  states  that  "  the  time  required  for  the  production 
of  anaesthesia  ranged  from  75  to  95  sees.,  the  average  being 
87*5  secs."^ 

1  For  further  information  see  Lancet,  11th  April  1891,  p.  815.  Sir  George 
Johnson  gives  the  details  of  some  administrations  of  nitrogen  conducted  for  him 
by  Mr.  Woodhouse  Braine. 
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Although  anaesthesia  undoubtedly  follows  the  inhalatioD  d 
nitrogen,  the  results  are  not  so  satisfactory  as  when  emploviiu' 
nitrous  oxide.  As  in  the  case  of  the  latter  gas,  a  continuoos 
inhalation  is  necessarily  impossible,  so  that  only  very  bris 
operations  can  be  performed  under  its  influence. 

Ethyl  chloride,  C^H^Cl,  a  colourless  mobile  liquid  with  s 
pleasant  odour,  and  boiling  at  12  5^  C.  (Regnault),^  is  described 
by  Kichardson  ^  as  a  good  ana?sthetic.  It  is  extremely  solubk 
in  alcohol.  When  thus  dissolved,  the  solution  may  be  kept  m 
well-stoppered  bottles,  and  the  ethyl  chloride  obtained  by  gently 
heating.  According  to  Kappeler,^  the  anaesthetic  properties  oi 
ethyl  chloride  were  recognised  by  Flourens  and  others,  and  it 
was  used  successfully  in  several  cases  by  Heyfelder.  Qnitt 
recently  *  it  has  been  employed  upon  the  Continent  for  minti 
surgical  operations,  and  the  results  are  stated  to  have  been 
satisfactory ;  whilst  in  this  country  Dr.  W.  J.  McCardie  h&^ 
given  it  a  trial.  The  best  apparatus  for  the  administrati^ri 
appears  to  be  that  of  Breuer,  consisting  of  a  tightly-fittin; 
face-piece  with  inspiratory  and  expiratory  valves,  and  furnish^: 
with  a  small  spherical  metallic  receptacle  for  holding  a  piecr 
of  lint  or  absorbent  cotton-wool,  upon  which  the  ethyl  chloride 
is  poured.  This  receptacle  is  in  communication  with  the  in- 
spiratory valve  through  which  the  vaporised  ethyl  chloride 
enters  the  face-piece.  Lotheissen  of  Innsbruck  recommends 
that  from  3  to  5  gm.  of  the  anaesthetic  should  be  placed  in 
the  metal  receptacle  before  the  face-piece  is  applied.  The 
initial  sensations  are  similar  to  those  of  nitrous  oxide  (McCardie i 
There  is  little  or  no  excitement ;  anaesthesia  (or  in  some  cast^ 
analgesia)  is  rapidly  induced  ;  and  recovery  quickly  takes  pla«. 
Owing  to  the  fact  that  the  muscular  system  does  not  as  a  rulr 
become  relaxed,  ethyl  chloride  is  not  so  suitable  as  other  ana^- 
thetics  for  prolonged  operations.     Lotheissen  found  that  froni 

*  Roscoe  and  Schorlemmer,  vol.  iii.  part  i.  p.  344. 

2  Med.  Tinus  and  Gaz.,  28th  Dec.  1867,  p.  693. 

3  (^p.  cU,  p.  185. 

^  The  readier  is  referred  to  a  paper  by  Dr.  Nogu^  (Archives  dr  Sfrfmatoi  -.' 
et  Journal  de  V Ancsth^siej  Sept.  1900),  in  which  wiU  be  found  a  r^swm^  of  :k- 
results  obtained  by  certain  Continental  surgeons  with  chloride  of  ethjL  St- 
also  Archiv  fiir  klinischc  Chirurffir^  1898.  The  article  by  Di*.  G.  Loth«i^r:i 
has  been  translated  by  Dr.  W.  J.  McCardie  {Birmingham  Med.  Jicview,  Jit 
1900).     See  also  Lajtcet,  9th  March  1901,  p.  698. 


XII  BEOAIIDE  OF  ETHYL,  ETC.  385 


8  to  10  gm,  were  needed  for  short  cases.  Unpleasant  after- 
effects are  said  to  be  exceptional,  but  McCardie  has  met  with 
vomiting  in  several  cases.  Further  experience  with  this  agent 
is  necessaiy  before  any  definite  statements  can  be  made  as 
to  the  precise  place  it  should  occupy  in  the  list  of  general 
anaesthetics. 

Methyl  oxide,  or  di-methyl  ether,  (CH2).^0,  a  gas  of  an  agree- 
able odour,  and  capable  of  being  condensed  to  a  mobile  liquid 
boiling  at  —  21^  C.  (Berthelot),  has  been  used  as  an  anivsthetic 
by  Kichardson,^  who  speaks  in  its  favour.  In  twenty-seven 
instances  sufficient  insensibility  was  induced  to  permit  of  the 
painless  extraction  of  teeth ;  and  in  all  cases  recovery  took 
place  within  a  minute.  Analgesia  rather  than  true  aniesthesia 
appears,  however,  to  have  been  produced. 

Ethylene,  or  olefiant  gas,  was  administered  by  Nunneley  of 
Leeds  in  1849  to  four  patients;  but  it  was  found  to  be  un- 
satisfactory in  its  action. 

Amyl  hydride,^  amyl  chloride,^  ethyl  nitrate,^  benzene,^  and 
tnrpentine  ^  have  one  and  all  been  found  to  be  capable  of  pro- 
ducing general  anaesthesia  when  administered  in  the  form  of 
vapour. 

^  Asrlepiail,  1887,  p.  135  ;  Mf.d.  T hues  and  (Un.  vol.  i.,  1868,  p.  .')81. 

^  Liniccty  vol.  i.,  1885,  p.  101  ;  Asdepiad,  188.'),  ]».  168  ;  Med.  Times  and 
(Jaz.,  28th  Dec.  1867,  p.  694. 

^  Kappeler,  op.  cif.  p.  190. 

*  Snow,  Med.  Titnes  and  Oaz.,  17th  Jan.  1857,  p.  61. 

^  Snow  and  Richai-dson,  Med.  Times  aiui  Oaz.,  17th  .Ian.  1857,  p.  61  ;  and 
li8th  Dec.  1867,  p.  694. 

«  Med.  Times  and  Oaz.y  28th  Dec.  1867,  p.  694  ;  and  Kapi>eler,  p.  19.3. 
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AN.€STHETJC    MIXTURES 


Mixtures  consisting  of  chloroform  and  alcohol,  chloroform  ani' 
ether,  and  of  chloroform,  alcohol,  and  ether,  have  been  ver 
extensively  employed  not  only  in  this  country  but    ujwn  the 
Continent.     The  object  in  adding  alcohol  and  ether  to   chlon.f- 
form  has  been,  not  only  to  prevent  too  concentrated  a  chlorofonu 
vapour  from  being  respired,  but  to  counteract  any  tendency  V 
circulatory  depression.      By  mixing  a  small  quantity  of  alcohol 
with  chloroform  it  is  obviously  possible  to  administer  a  chloru- 
form  vapour  considerably  weaker  than  that  which  would  result 
were  the  undiluted  agent  administered  in  precisely  the  sanir 
manner;  whilst  mixtures  of  ether  and  chloroform   have   been 
shown,  by  comparative  experiments,  to  produce  a  better  cardiar 
action  than  chloroform  alone.^      There  is,  however,  an  objectiou 
to  these  mixtures,  and  one  which  Snow  particularly  laid  stress 
upon.      It  is  that  as  the  constituents  have  their  own    special 
rates  of  evaporation,  the  more  volatile  ingredients  will   be  first 
vaporised,  the  less  volatile  remaining  behind  to  be  subsequently 
respired. 

Ether  and  chloroform,  for  example,  have  very  diiferent 
boiling-points,  whilst  the  rates  of  diffusion  of  their  respective 
vapours  will  follow  the  same  law  as  that  which  obtains  in  the 
case  of  gases — that  is  to  say,  they  will  be  inversely  as  the 
square  roots  of  the  densities  of  those  vapours  (see  Chap.  II.).  Ii 
is  therefore  clear  that  in  using  a  mixture  of  equal  parts  by 
volume  of  liquid  ether  and  chloroform,  not  only  will  the  pro- 
portions of  the  anaesthetics  in  the  mixed  vapour   be    "widely 

»   Traits.  Jioif.  Med.  Chir.  Soc.  vol.  xxix.,  1864,  \\  842. 
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different  from  those  in  which  the  liquids  were  mixed,  but  there 
will  be  considemble  fluctuations  in  these  proportions  throughout 
the  administration.  Ellis  ^  overcame  this  objection  by  devising 
an  apparatus  which  contained  the  anaesthetics  separately,  and 
their  vapours  were  mixed  in  the  desired  proportions  during  the 
administration.  The  plan  was  very  ingenious,  but  too  com- 
plicated for  general  use.  There  is  another  way,  however,  in 
which  the  objection  above  referred  to  may,  to  a  great  extent, 
be  overcome,  at  all  events  in  the  case  of  certain  mixtures,  viz. 
by  employing  such  proportions  of  the  liquid  constituents  as 
will  evaporate  in  the  same  period  of  time  at  the  same  tempera- 
ture. When  it  is  impossible  to  adjust  the  proportions  in  this 
manner,  the  anaesthetist  must  administer  small  quantities  of 
the  mixture  at  a  time,  and  frequently  replenish  the  mask  or 
inhaler,  thus  endeavouring,  as  far  as  possible,  to  get  rid  of 
one  dose  before  another  is  added.  Although  Snow  was  not 
favourably  disposed  towards  anaesthetic  mixtures.  Clover  appears 
to  have  used  certain  of  them  with  success.  The  latter*'^  took 
advantage  of  the  stimulant  effect  of  ether  by  mixing  4-8 
minims  with  every  30  minims  of  chloroform,  and  found  that 
he  obtained  a  better  pulse  than  with  the  last-named  anaesthetic 
alone.  When  fatty  degeneration  of  the  heart  was  supposed 
to  exist  he  advised  and  employed  a  mixture  of  chloroform  and 
ether,  containing  one-sixth  of  the  latter  agent.  He  also  used 
the  AC.K  mixture,  and  believed  it  to  be  specially  appropriate 
when  moderate  narcosis  was  required  for  a  long  time.  Various 
administrators  since  the  time  of  Snow  and  Clover  have  also 
eulogised  anaesthetic  mixtures,  especially  for  certain  cases. 
But  although  these  mixtures  possess  their  advantages,  they 
require  special  care  in  their  use.  They  must  not  be  looked 
upon  as  definite  bodies  capable  of  producing  definite  and 
characteristic  phenomena,  but  rather  as  mixtures  capable  of 
producing  mixed  symptoms,  dependent  upon  the  physiological 
actions  of  the  constituent  anaesthetics,  and  upon  the  proportions 
in  which  those  anaesthetics  are  present. 

1  Medical  Times  and  GazetU,  vol.  i.,  1867,  p.  246. 

2  BrUish  Medical  Journal,  14th  February  1874. 
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A.   mZTUBES  OF  CHLOBOFOBM  AND  ETHYLIC 

ALCOHOL 

Sausom  ^  recommended  and  used  equal  parts  of  chlorotoiB 
and  alcohol,  and  believed  that  the  good  effects  he  obtained  were 
due  to  the  alcohol  restraining  the  volatility  of  the  chloroforna. 
and  thus  preventing  too  concentrated  a  vapour.  Others,  in- 
cluding Snow,  have  employed  this  mixture  with  succe:^- 
When  alcohol  is  used  with  chloroform  it  is,  however,  generally 
added  in  smaller  proportions,  i.e.  to  the  extent  of  one-fourth  or 
one-fifth.  If  one-fifth  of  alcohol  be  added,  and  the  mixture 
be  administered  by  means  of  a  Junker's  inhaler,  it  will  be  found 
difficult  to  anaesthetise  vigorous  or  alcoholic  subjects,  although 
more  susceptible  patients  will  be  readily  affected. 

Mixtures  of  alcohol  and  chloroform  should  be  administered 
in  precisely  the  same  manner  as  the  undiluted  aniesthetic 

B.   MIXTXJBES  OF  OHLOBOFOBM  AND  ETHEB 

A  mixture  consisting  of  one  part  of  chloroform  and  two 
parts  of  ether  was  examined  and  used  by  the  Committee  of  tht 
Eoyal  Medical  and  Chirurgical  Society,  who  found  it  to  U 
very  similar  in  its  action  to  the  A.C.E.  mixture  referred  to 
below.  Ellis,^  in  his  inquiries  into  anaesthetic  mixtures,  con- 
siderod  it  very  unreliable,  as  it  parted  with  its  ether  rapidly, 
and  with  its  chloroform  very  slowly ;  and  this  has  been  m} 
experience.  A  death  under  its  influence  has  been  reported.^ 
Dr.  Edgar  B.  Truman^  has  investigated  this  mixture  from  a 
chemico-physical  point  of  view,  and  his  results  are  very  inter- 
esting. He  concludes  that  during  the  initial  stages  of  it- 
administration  100  volumes  of  ether  vapour  to  '95  volumtrs 
of  chloroform  would  be  inhaled  ;  whilst  at  the  last,  100  volunit? 
of  ether  to  75  of  chloroform  would  be  breathed. 

A  mixture  containing  one  part  of  chloroform  and  three  parts 
of  ether,  often  known  as  the  Vienna  mixture,  has  been   extern 

*  Medical  Times  and  (razettr,  vol.  ii.,  1870,  p.  107. 

■^  See  Stephens,  British  Medical  Journaf,  January  1888,  p.  19. 
3  ^Medical  Tiities  ami  Oazefte,  vol.  i.,  1867,  p.  246. 

*  Ibid.  No.  849,  p.  378.  '  LajKct,  16th  Feb.  1S95. 
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sively  used  abroad,  a  large  number  of  administrations  having 
been  recorded  without  a  casualty.  Observers  in  this  country  have, 
however,  stated  that  it  is  uncertain  and  irregular  in  its  action.^ 

A  mixture  consisting  of  one  part  of  chloroform  and  four 
parts  of  ether  was  examined  by  the  Committee  above  mentioned, 
and  was  reported  to  be  very  similar  in  its  action  to  ether  itself. 

For  some  time  past  I  have  extensively  used  a  mixture 
of  two  parts  of  chloroform  and  three  of  ether,  that  is  to  say, 
the  "  ACE. "  mixture  without  its  alcohol.  For  purposes  of 
brevity  and  description  this  will  be  termed  the  O.R  mixture. 
Although  the  presence  of  alcohol  is  generally  supposed  to  be 
essential  in  order  that  ether  and  chloroform  may  remain  per- 
fectly mixed,  I  have  been  unable  to  satisfy  myself  of  this 
supposed  advantage.  In  actual  practice,  indeed,  I  find  that 
I  obtain  better  results  with  the  C.E.  than  with  the  ACE. 
mixture.  There  is  less  excitement  during  the  administration 
and  a  more  satisfactory  recovery  afterwards,  differences  which 
are  probably  dependent  upon  the  absence  of  the  alcohol. 
Personally  I  have  never  seen  with  either  mixture  any  practical 
difficulties  dependent  upon  the  different  rates  of  vaporisation, 
and  I  am  strongly  of  opinion  that  if  very  small  quantities  of 
these  mixtures  be  added  from  time  to  time  to  an  appropriate 
inhaler  no  such  difficulties  need  be  feared.  If,  as  is  un- 
fortunately often  the  case,  an  ounce  or  so  of  a  chloroform- 
ether  mixture  be  placed  in  a  closed  inhaler,  the  amesthetist  is 
courting  accident,  and  dangerous  or  fatal  symptoms  may  readily 
arise.  Such  symptoms,  however,  are  not  dependent  upon  the 
fact  that  irregular  percentages  of  the  two  anaesthetics  are 
breathed,  but  upon  ignorance  of  the  principles  upon  which 
chloroform  should  be  used. 

Mixtures  of  chloroform  and  ether  should  be  administered 
by  means  of  "  open "  or  "  semi-open "  inhalers,  such  as  those 
represented  in  Figs.  47  and  26.  Bag -inhalers  should  not 
be  employed.  The  greater  the  proportion  of  chloroform,  the 
nearer  should  the  mode  of  administration  approach  to  that  de- 
scribed on  p.  327  ;  and,  above  all,  frequent  additions  of  small 
doses    are    essential.       Some    anaesthetists^    employ    Junker's 

1  Lftneet,  vol.  ii.,  1872,  p.  828. 
2  See  Tyrrell,  riinicalJoum.,  26th  Jan.  1898. 
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system  of  administration  (p.  315),  using  one  bottle  for  ethe: 
and  one  for  chloroform,  and  varying  the  proportions  of  the  two 
vapours  from  time  to  time. 

• 

0.  MIXTXJBES  OF  ALOOHOL,  OHLOBOFOBM,  AND  ETHEB 

1.  The  A.C.E.  Mixture. — This  mixture  consists  of  one 
part  of  alcohol',  two  of  chloroform,  and  three  of  ether.  It  was 
originally  suggested  and  used  by  Dr.  George  Harley.  Some 
years  later  the  Committee  of  the  Eoyal  Medical  and  Chinirgical 
Society  made  a  careful  trial  of  it,  and  with  very  favourable 
results.  They  recommended  it  as  preferable  to  chlorofonn; 
and  this  recommendation  is  to  a  great  extent  accountable  fi>r 
the  present  extensive  employment  of  the  mixture.  According 
to  the  Committee  the  specific  gravities  of  the  constituents 
should  be — 

Alcohol  .......  '838 

Chloroform    .  .  .  .  .  .         1*497 

Ether   ........  -735 

Martindale  states^  that  by  employing — 

Alcohol  sp.  gr.  795      1  part. 

Chloroform  „  1*497     2  parts, 

Ether  „  -720     3  parts, 

he  obtains  a  mixture  which  volatilises  uniformlv. 

Properties. — When  freshly  prepared  from  the  purest  in- 
gredients (all  kinds  of  methylated  ether  should  be  avoided), 
and  when  inhaled  gradually  and  with  plenty  of  air,  the  A.C.E 
mixture  possesses  an  agreeable,  somewhat  fruity  odour,  and  is 
certainly  as  pleasant  as,  or  even  more  pleasant  than  chlon^ 
form  itself.  The  mixture  is  more  stable  than  is  usually  sup- 
posed, and  it  is  quite  possible  that  some  chemical  change,  of 
which  we  are  at  present  in  ignorance,  takes  place  when  the 
alcohol,  chloroform,  and  ether  are  mixed.  The  A.C.E.  mixture 
should  be  freshly  prepared,  and  kept  in  small,  tightly-stopperel 
bottles. 

Administration. — Two  cardinal  points  should  be  borne  in 
mind — (1)  To  give  a  plentiful  supply  of  air  with  the   vapour. 

^  Extra  Pharmacopceia. 


XIII  ANAESTHETIC  MIXTURES  391 


and  (2)  to  employ  small  quantities  (say  half  a  drachm)  at  short 
intervals,  in  preference  to  placing  a  larger  quantity  (say  2  or 
3    drachms)  upon  the  inhaler  at  one  time.     I  have  found  a 
drop-bottle  of  the  shape  shown  in  Fig.  51,  p.  327,  but  of  larger 
size,  to  answer  well.     The  inhaler  used  should  be  simple  in 
construction.     A  Skinner's  mask  may  with  advantage  be  em- 
ployed to  commence  the  inhalation,  as  closer  forms  of  inhalers 
may   cause  discomfort  to  the  patient.     Children  and  weakly 
persons  may  be  kept  satisfactorily  anaesthetised  without  any 
further  apparatus ;  but  in  other  subjects  a  Rendle*s  inhaler,  a 
felt  cone  open  at  the  apex,  or  a  cone-shaped  cloth  similarly 
arranged  for  a  free  air-supply  may  be  needed.     The  air-holes 
in  Eendle*s  inhaler  (p.  270)  should  be  large,  in  order  to  provide 
for  a  very  free  supply  of  air.     If  a  Skinner's  mask  be  used 
throughout,  a  considerable  time  may  be  taken  in  ana^thetising 
an  average  adult  patient.     If,  however,  the  mask  be  kept  more 
or   less   completely  saturated,  anaesthesia  will   eventually  re- 
sult.    Clover's   and   Ormsby's   inhalers   should  not  be   used ; 
nor  is  Junker's  apparatus  suitable,  owing  to  the  inconvenience 
of    frequently   replenishing   it   with    small   quantities   of  the 
mixture. 

Effects. — When  the  A.C.E.  mixture  is  administered  with 
the  precautions  already  described,  it  produces  effects  which  are, 
ill  their  main  features,  similar  to  those  met  with  when  employ- 
ing chloroform.^  There  are,  however,  as  we  should  expect, 
certain  obvious  differences  in  the  two  cases.  As  the  adminis- 
tration proceeds,  respiration  gradually  becomes  deeper  and  more 
audible,  as  with  chloroform  itself;  but  unless  care  be  taken  to 
avoid  too  strong  a  vapour,  swallowing,  holding  the  breath,  and 
coughing  will  be  more  easily  excited  than  with  undiluted 
chloroform.  There  is  somewhat  more  mucus  and  saliva  pro- 
duced than  with  the  last-named  ana?sthetic ;  but  not  nearly  so 
much  as  with  ether.  Any  attempt  at  retching  or  vomiting 
must  be  met  by  carefully  continuing  the  administration.  The 
administrator  should  not  attempt  to  get  his  patient  ready 
for  operation  in  too  short  a  space  of  time :  from  5  to  8 
minutes  are  usually  necessary.      Old  persons,  very  fat  subjects, 

*  The  Hyderabad  Commission  state  (Lfinccf,  vol.   i.,  1890,  p.  158)  that  this 
mixture  gives  the  same  tracings  as  chloroform  alone. 
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middle-aged  emphysematous  and  bronchitic  patients  will  often 
be  found  to  take  the  A.C.K  mixture  remarkably  well,  and  u* 
pass  into  quiet  aniesthesia  with  little  or  no  trouble.  Stertorou-. 
regular  breathing,  absence  of  lid-reflex,  muscular  flacciditv,  a 
fixed  state  of  the  globes,  and  a  moderately  contracted  pupil  an 
the  signs  which  should  be  looked  for  and  maintained  when 
quiet  and  profound  antusthesia  is  desired.  As  with  chlorofonu 
and  ether,  the  respiration  should  be  kept  softly  snoring  ii 
possible.  Tlie  breathing  is,  in  fact,  one  of  the  best  guides  ;  any 
tendency  to  quiet  respiration  being  probably  due  to  too  light  a 
narcosis.  When  any  doubt  exists  as  to  the  degree  of  ana*- 
thesia  present,  other  signs  must  be  consulted.  The  lid-reflex 
and  pupil  are  both  good  guides.  The  latter  during  deep 
anivstliesia  is  generally  either  the  size  of  that  already  describe! 
as  almost  characteristic  of  chloroform  anaesthesia,  or  is  a  triflt* 
larger ;  but,  as  with  all  anaesthetics,  variations  not  imfrequently 
occur.  1  have  notes  of  several  cases,  for  example,  in  which 
it  was  necessary  to  maintain  a  pupil  of  3^  or  4  mm.,  any 
attempt  to  work  with  a  pupil  of  2^  or  3  mm.  being  at  ont^ 
followed  by  signs  of  imperfect  anaesthesia,  such  as  rigidity, 
tendency  to  cough,  etc.  Should  a  dilated  pupil  be  associate*! 
with  distinct  lid-reflex,  more  of  the  mixture  may  be  given 
if  desired  ;  but  should  such  a  pupil  exist  with  an  in- 
sensitive cornea,  the  anaesthetic  must  be  withheld  until  tbf 
pupil  has  become  smaller,  or  the  lid -reflex  re-established 
More  should  then  be  given  in  small  quantities.  Kespiratiou 
during  the  use  of  the  AXJ.E.  mixture  is  usually  deeper  than 
in  the  case  of  chloroform  ;  but  not  so  deep  or  so  liable  t«^ 
temporary  embarrassment  as  with  ether.  The  colour  of  the 
features,  too,  is  liable  to  be  somewhat  more  dusky  than  with 
chloroform  itself,  probably  because  of  the  greater  secretion 
of  mucus  and  saliva.  High-pitched  crowing  breathing  must  W 
carefully  treated.  As  a  general  rule  the  anaesthetic  should  W 
withdrawn  for  a  while  and  the  lips  briskly  rubbed  (p.  447k 
but  if  the  condition  be  obviously  associated  with  imperfect 
anaesthesia,  as  will  be  ascertained  by  other  signs,  the  adminis- 
tration may  be  cautiously  continued,  being  at  once  stopped  it 
the  crowing  does  not  subside.  The  circulatory  phenomena  of 
a  patient  under  the  A.C.E.  mixture  are  very  similar  in   many 
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'espects  to  those  observable  in  the  ease  of  chloroform.  The 
Dulse  is,  however,  generally  fuller  and  quicker  than  the  chloro- 
brm  pulse,  and  probably  less  liable  to  become  affected  by 
:hose  depressing  influences  which  may  come  into  play  in 
jhloroform  narcosis  proper.  In  infants  and  very  young 
children,  the  proper  degree  of  anaesthesia  may  be  arrived  at  by 
observing  the  breathing,  the  condition  of  the  general  muscular 
>ystem,  and  the  pujul.  Very  quiet  breathing,  a  tendency  to 
rigidity  of  the  arms  or  legs,  expiratory  phonation,  swallowing 
tiovements,  and  a  very  small  pupil  point  to  a  light  anaesthesia. 
rV  few  drops  of  the  mixture  will  generally  suffice  to  produce 
ieeper  breathing,  relaxation  of  tlie  muscles,  and  a  moderately 
:*ontracted  or  medium  pupil. 

The  A.C.E.  mixture  is  by  many  regarded  as  the  best 
xiia^sthetic  for  routine  use.  For  example,  the  late  Mr.  Moss, 
[>f  King's  College  Hospital,  writing  to  me  in  1889,  informed 
me  that  he  had  then  employed  it  in  over  10,000  cases,  and 
with  excellent  results.^  The  cases  in  which,  according  to  my 
own  experience,  the  A.C.E.  mixture  is  specially  serviceable  are 
considered  in  Chaps.  VI.  and  VII.;  whilst  the  special  advantages 
which  the  mixture  seems  to  possess  as  a  preliminary  an*nesthetic 
l)efore  ether  will  be  discussed  in  the  following  chapter. 

As  already  mentioned  (p.  389),  the  C.E  mixture  produces 
similar,  and  if  anything  even  more  satisfactory  results  than 
the  A.C.E.  mixture ;  and  the  foregoing  remarks  are  equally 
applicable  to  its  use. 

The  following  illustrative  cases  may  be  of  interest  as  show- 
ing the  value  of  the  A.C.E.  or  C.E.  mixture : — 

niustratiye  Case,  No.  16.— (This  case  occurred  in  the  practice  of 
my  friend  Mr.  Maruiaduke  Sheild,  to  whom  I  am  indebted  for  the  follow- 
ing notes.)  "  Patient  an  engine-fitter,  aged  42.  A  brawny,  heavily-built 
man.  Neck  practically  obliterated  by  an  enormous  swelling,  reaching 
from  the  malar  bones  to  the  sternum,  livid  in  colour,  and  hard  and  board- 
like  to  palpation.  Much  dyspnoea.  Face  livid  and  bedewed  with  sweat. 
Pulse  weak  and  quick.  Unable  to  8j>eak  or  open  mouth.  Nitrous  oxide 
had  been  given  and  an  exploratory  incision  commenced  ;  but  the  man 
had  so  nearly  died  that  the  operation  was  abandoned.  It  was  obvious  he 
was  suffering  from  pressure  upon  tlie  larynx  and  trachea.     I  ordered  him 


^  See  an  interesting  letter  on  the  value  of  this  mixture  in  Brit.  Med.  Jouni. 
vol.  ii.,  1880,  p.  797. 
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to  be  given  the  A.C.E.  mixture  in  a  large  cone  with  a  plentiful  supf^lr 
of  air.  I  further  requested  that  the  administration  shonld  be  \iri 
gradual  It  was  quite  ten  minutes  before  slight  rigidity  and  stroggliu 
took  place.  The  patient  seemed  unconscious  to  pain,  but  was  not  a4  - 
pletely  flaccid.  I  made  a  free  incision  on  the  right  side  of  the  nwL 
The  tissues  did  not  bleed.  The  deep  fascia  was  carefully  incised,  and '. 
then  passed  my  finger  l)ehind  the  carotid  sheath  into  a  large  abec*?* 
cavity,  from  which  a  quantity  of  pus  gushed  out.  The  inspirati-i. 
instantly  l)ecame  mon»  free,  but  as  there  was  still  some  difficulty  I  maiir 
a  free  incision  in  the  middle  line  of  the  neck.  Instantly  the  pater: 
began  to  respire  deeply  and  easily.  The  anaesthetic  had  been  disco::- 
tinned  at  the  commencement  of  the  operation,  and  consciousness  wsf 
returning.  The  man  was  able  to  speak,  though  with  a  hoarse  intonaticc 
and  he  expressed  his  gratitude  at  his  relief.  The  subsequent  progress  cf 
the  case  was  perfectly  satisfactory." 

Had  this  patient  been  placed  very  deeply  under  the  anes- 
thetic, or  had  tlie  close  method  of  inhalation  been  adoDtei 
respiration  would  in  all  probability  have  come  to  a  standstill 

The  A.('.E  mixture  is  often  of  great  use  in  patients  b 
whom  grave  respiratory  difficulties  from  other  causes  than 
tracheal  narrowing  are  present.  The  following  case,  in  which 
the  breathing  was  embarrassed  by  the  most  extreme  abdominil 
distension  that  I  have  ever  witnessed,  msLy  be  quoted  : — 

ninstratiye  Case,  No.  17. — F.,  at  37.  Thin  anxious  face  :  slighllj 
dusky  complexion  :  very  breathless  and  orthopnoeic :  hands  cold  :  pul?e 
quick  and  feeble  :  chest  walls  thin  :  abdomen  enormously  distended  wid 
ascitic  fluid  and  large  ovarian  tumour :  heart  much  pushed  upwards. 
As  the  patient  was  sitting  upright  upon  an  operating-table  I  had  to  ad- 
minister the  an»T8thetic  standing  upon  a  chair.  Judged  it  best  to  work 
with  two  different  stages  of  anaesthesia:  (1)  Light  anaesthesia  during  re- 
moval of  ascitic  fluid  ;  and  (2)  deep  anaesthesia  during  removal  of  tumour. 
Stiige  (1)  conducted  with  A.C.E.  mixture  :  ether  tried,  but  not  well  Iwnic. 
Sevend  gallons  of  fluid  evacuated  gradually  :  patient  analgesic  rather 
than  anaesthetic.  One  by  one  pillows  removed  as  fluid  evacuated. 
Breathing  gradually  improved.  During  stage  (2)  patient  recumbent,  acu 
chloroform  given  on  Skinner's  mask.  Pulse  got  rather  weak,  but  iiu- 
proved  with  hot- water  flushing.  Subsequently  weaker  again.  Patient 
removed  to  bed. 

In  cases  of  peritonitis,  intestinal  obstniction,  etc.,  with  a 
fixed  and  inactive  abdomen,  and  some  respiratory  difficulty, 

*  An  almost  preoisely  similar  case  to  the  above  is  reiwited  in  the  firit.  M^^- 
Jotirn.,  29th  Oct.  1892.  Ether  was  used  and  the  (witient  succumbed  under  it* 
influence.     See  also  another  death,  La,tot,  23rd  March  1895  (chloroform). 
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.he  A.C.E.  mixture  is  perhaps  the  best  anesthetic.     The  follow- 
ng  is  an  example  : — 

nitistratiye  Case,  No.  18. — F.,  set.  about  19.  Ill  for  one  week 
^'ith  peritonitis.  Abdomen  distended.  Slightly  under  morphine.  Rather 
ethargic.  Pulse  fair  and  full,  but  compressible  and  quick.  Colour 
;ood.  Occasionally  vomits  blackish  fluid.  Abdominal  section.  Opera- 
ion  lasted  half  an  hour.  A.C.E.  given  on  Skinner's  mask.  Took  it  well. 
After  some  minutes  I  changed  to  ether  (Clover's  inhaler),  but  this  was 
lot  well  borne,  so  went  back  to  A.C.K  Kept  her  lightly  under.  Nearly 
ill  the  time  she  was  as  follows: — Pupils  2  mm.:  some  conjunctival 
reflex,  which  was  allowed  to  disappear  for  a  few  seconds  at  a  time : 
respiration  fairly  regular,  not  stertorous,  but  deeper  and  quicker  than 
before  administration  :  colour  good  :  pulse  quicker  and  quicker,  getting 
from  about  90  to  120:  right  hand  and  arm  moved  occasionally.  She 
vomited  once  on  operating-table.  Whilst  intestine  and  ovary  were  being 
manipulated  respiration  grew  quicker,  and  a  kind  of  **  catch  "  in  breath- 
ing was  noted.  No  crowing  respiration.  After  removal  of  anaesthetic 
colour  not  so  good,  though  fair:  hands  warm  :  pulse  quick  :  conjunctiva 
soon  sensitive.     Patient  remained  lethargic  for  some  time. 

As  already  indicated  (p.  129),  the  A.C.K  mixture  is  a 
valuable  anaesthetic  in  most  cases  of  advanced  cardiac  disease. 
It  seems  particularly  useful  when  mitral  stenosis  is  present. 
The  three  following  cases  occurred  at  the  London  Hospital, 
and  I  am  indebted  to  Mr.  W.  Penberthy  for  the  notes : — 

ninstratiye  Oase,  No.  19. — R,  xt.  36.  Mitral  stenosis.  Retro- 
uterine abscess.  Operation  lasted  20  minutes.  A.C.E.  on  Skinner's  mask. 
Went  under  readily,  and  easily  kept  under.  Mask  frequently  removed 
for  a  breath  or  two.  The  patunt  had  formerly  taken  ether  with  a  nearly 
fatal  remits 

Ulnstratiye  Oase,  No.  20. — F.,  aet.  24.  Mitral  stenosis.  Perineor- 
rhaphy. Operation  half  an  hour.  A.C.E.  given  as  in  previous  case,  with 
equally  favourable  result. 

Ulostratiye  Oase,  No.  21. — F.,  set.  25.  ^[itral  and  aortic  regurgita- 
tion. Operation  on  cervix  uteri :  40  minutes.  13  dr.  of  A.C.E.  mi.xture 
used  on  Skinner's  mask.      Result  very  good. 

The  A.C.E.  mixture  is  also  about  the  best  antTSthetic  I 
know  for  patients  with  advanced  emphysema  and  bronchitis 
attended  by  fatty  degeneration  and  dilatation  of  the  heart.  I 
quote  the  following  case,  as  it  was  a  particularly  anxious  one, 
so  far  as  the  anaesthetic   was   concerned.      The  question,  in 

*  An  interesting  case  in  which  ether  almost  proved  fatal  in  mitral  stenosis 
is  reported  by  Mr.  Arthur  Jefferson  {Lancet,  20th  Sept.  1884,  p.  492).  Chloro- 
form was  subscfpiently  given  with  good  result. 


396  ANAESTHETICS  ch4f 

fact,  had  arisen  as  to  whether  it  was  advisable  to  give  any 
anaesthetic  at  all.  I  selected  the  A.C.E  mixture,  an", 
fortunately  it  answered  well. 

niustratiye  Case,  No.  22. — M.,  a?t.  about  70  :  average  build  :  lool> 
80.  Half  propped  up  in  bed.  Breathing  rather  hurried  :  expirati<.<a 
distinct  and  audible.  Resjiiratory  movements  almost  wholly  diapbraj- 
matic.  Chest  front  hyper -resonant :  wheezy  sounds  over  it.  Heart 
sounds  "flapping":  an  occasional  murmur  in  apical  region:  mui 
epigastric  pulsation.  Pulse  very  irregular  and  intermittent.  F«-.i: 
congested  :  bluish  red  colour.  He  is  subject  to  seizures  of  diffi*  u  r 
breathing  and  cyanosis.  Has  a  large  prostate,  and  catheter  has  to  U 
used  every  two  hours.  ()i)eration  supra-pubic  cystotomy.  AdiuiDistr&titc 
lasted  35  minutes.  A.C.E.  mixture.  Gradually  given  on  Skinnt-r- 
mask.  Respiration  deei)er  and  expiration  more  wheezy.  No  distre**^ 
Pulse  improved,  and  became  more  regular  and  fuller  ;  but  never  :.' : 
quite  regular.  Face  remained  flushed.  Some  perspiration.  Mutt^rin: 
Conjunctiva  still  sensitive.  Eyes  commenced  turning  upwards.  ThcH 
slight  rigidity.  No  struggling,  (^atheter  passed.  Little  if  any  refiri 
eff'ect.  Abdominal  muscles  tense,  and  respiration  jerky.  Disten?:  •• 
of  rectum  by  bag  caused  slight  but  not  inconvenient  movement  Sk  l 
incision  also  caused  slight  reflex  n»ovement,  but  absolutely  no  eSe.-: 
on  wrist-pulse.  During  most  of  administration  his  condition  was  i- 
follows  : — (Conjunctiva  just  sensitive,  once  or  twice  insensitive  :  respira- 
ti(m  wheezy,  with  noiseless  inspiration  and  difficult  expiratitm  :  pul^*" 
as  before:  pupils  about  4\  mm.  The  hands  gradually  got  chilly,  ainl 
pei-spiration  increased.     No  nausea  or  vomiling  after. 

After-Effects. — The  after-effects  of  the  A.C.E.  mLxtun 
are,  as  a  rule,  sli<j;ht,  although  nausea  and  vomiting  are  noi 
uncommon  in  very  protracted  administrations.  It  is,  in  my 
experience,  quite  the  exception  for  a  short  inhalation  (10-1* 
minutes)  to  be  followed  by  anything  but  the  most  trifliuL 
discomfort.  Old  persons  are  rarely  affected  by  after-sick nes?. 
even  though  the  administration  has  lasted  for  a  long  time. 

Dangers. — The  signs  of  an  overdose  are  closely  allied  to 
those  observed  under  chloroform.  Several  fatalities  have 
occurred  under  the  A.C.K  mixture.  This  is  not  to  t^ 
wondered  at  when  we  reflect  that  the  mixture  is  ven 
extensively  employed  for  anaesthetising  patients  whose  general 
condition  is  extremely  unfavourable.  The  mixture  is  oftes 
chosen  for  those  who  are  considered  unfit  for  chloroform  'C 
the  one  hand,  and  for  ether  on  the  other.  Then,  again,  t:- 
erroneous  practice  exists  of  regarding  this  mixture  as  a  stalv. 
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and    definite   body,  and   of  administering    it   in   large    doses 
seldom  repeated,  instead   of  in   small    doses    often    repeated. 
Furthermore,  in  some  of  the   fatal  cases  ^  a  bag-inlialer  has 
been  employed. 

2.   Other   Mixtures. — Mixtures   of   alcohol,   chloroform, 
and    ether,    containing    these    agents    in    somewhat    different 
proportions  from  those  of  tlie  A.C.E.  mixture,  have  also  been 
employed.     Billroth's  mixture,  consisting  of  one  part  of  alcohol, 
three  of  chloroform,  and  one  of  ether,  is  in  great  favour  with 
many  Continental  surgeons.     It  is  administered  very  much  as 
chloroform  is  employed,  alid'uS'jaiA  to*;bp.i-arely  followed  by 
vomiting.  •••  •  •••'  •  *.  .••'.  :\   : 

!••   ••    •!••••    •  •  '  •      I  z  I*  z  I  *    •  •••  ••     •    •  •• 

:'*•  :••  :0B-:*^]«ETHyiiiara;'. .  ...  .... 

Coinposilionu*-^'riie*sb-CaMtd  '*^iyilt>n^e''(5:fMA€thylene  " 
or  "  methylene  "  was  brought  before  the  notice  of  the  profession 
in  1867  by  Sir  B.  W.  Eichardson,^  who  gave  it  the  formula 
CH2CI2,  and  strongly  recommended  it  for  producing  surgical 
anaesthesia.  The  "  methylene  **  supplied  by  Messrs.  Bobbins 
and  Co.  distils  over  at  about  127''-128''  F.,^  and  the  temperature 
is  stated  not  to  vary  more  than  3°  from  first  to  last  during 
distillation.  As  supplied  by  the  manufacturers,  "  methylene  " 
is  a  colourless  fluid,  with  an  agreeable  odour  very  similar  to 
that  of  chloroform.  Much  discussion  has  taken  place  as  to 
the  precise  chemical  nature  of  "  methylene."  Whilst  on  the 
one  hand  Sir  B.  Richardson  maintained  that  the  drug  sold 
under  that  name  was,  with  the  exception  that  it  contained 
traces  of  alcohol  and  water,  chemically  pure  CHgClg,  very 
strong  evidence  has  been  adduced  to  show  that  "  bichloride  of 
methylene "  is  nothing  more  than  a  mechanical  mixture  of 
chloroform  and  methylic  alcohol. 

The  "  methylene  "  employed  in  a  fatal  case  at  Prague  was  carefully 
analysed  by  Professor  Hofmeister,^  who  found  it  to  be  a  mixture  of 
chloroform  diluted  with  one- fifth  of  methylic  alcohol.     This  "methy- 

1  Brit.  Med.  Jaurn.,  24th  Oct.  1891,  p.  906. 

2  See  Asclepiad,  1888,  p.  201  — "  Methylene  as  an  Anesthetic." 

3  See  Brit.  Med.  Jourti.  vol.  ii.,  1883,  p.  271. 
*  Brit.  Mi'd.  Journ.,  21st  July  1883. 
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lene,"  which  had  come  Irom  tlie  recognised  London  manufacturers,  b... 
sp.  gr.  of  1-3495  at  17-r  C.  (68*78°  F.),  commenced  distilling  at  47  ' 
(116-60°  R),  and  continued  between  49' 0.  and  53"  C.  (1202   F.t 
127*4'*  F.).     One-fifth  of  the  "methylene*'  mixed  readily  with  wsfcr 
and  gave  the  testa  for  alcohol.     After  separating  the  alcohol,  the  rmh  • 
boiled  at  59'5'-60*5**  C,  and  the  distillate  had  a  density  of  r48ST  t 
17*1*"  C,  and  gave   the  usual  tests  for  chloroform.     As    already  &xf 
(p.  99),  MM.  Regnauld  and  Villejean  ^  prepared  some  true  bichloride 
methylene,   and    compared    it    with    the    anaesthetic    fluid    6Uppli€d  1 
English    makers   under   that    name/      They    found    that    bichloridi? 
methylene  had  a  sp.  gr.  of  1*334,  and  a  boiling-point  of  40*4'  C  •  104T 
F.),  and  that  it  was  unsuitable  for  producing  surgical  anaesthesia.    Twii^ 
they  agreed  with   Profe.*isor  IJofiueistev  that  the  English  "  bichloride 
methylene"  consisted\of  <Jiloi*(>forni*a5Kl  metfiylic  alcohol.      Dr.  Juckw/ 
indeed,  administered  aini^tuie'of  chlohoibnhand  methvlic  alcohol/4  :*■ . 


Efifectsi^lkft'^^l'StieyGr  in(>y*be  thft-' chemical  coustitull  - 
of  Kichardson's  "  methylene,"  it  certainly  produces  efle :** 
which  deserve  careful  consideration  from  a  clinical  p)int  ": 
view.  The  first  operation  under  its  influence  was  perforiD^ 
by  the  late  Sir  Spencer  Wells,  who,  after  a  xery  lani- 
experience,^  still  considered  "  methylene  "  to  be  superior  to  C 
other  agents.  For  several  years  after  its  introduction  inv. 
practice,  it  was  used  somewhat  extensively  not  only  in  t:ii- 
country  but  on  the  Continent.  Its  rapidity  of  action,*  tbr 
speedy  return  to  consciousness  after  its  use,  and  the  slrikin: 
rarity  of  after-effects  rendered  it  specially  serviceable  in 
abdominal,  ophthalmic,  and  dental  operations.     Dr.  Day,^  wh" 

^  Compteis  Haidiis  dc  la  Sociite  de  Biologic y  torn,  i.,  1884,  p.   158.      Se*  al* 
Bull.  Acad,  Med.  2nd  Ser.  torn.  xii.  p.  568. 

2  Brit.  Afed.  Journ.  vol.  i.,  1884,  p.  451. 

3  See  Lancet,  vol.  ii.,  1890,  p.  898  ;  and  vol.  ii.  1877,  p.  191. 

*  1  cannot  agree  with  those  who  state  that  ** methylene"  is  a  rapid ly-actiL;: 
anaesthetic.  It  may  quickly  destroy  consciousness  when  given  in  a  somevhi' 
concentrated  vapour.  But  when  administered  by  means  of  Junker's  appai;^ 
10,  15,  or  even  20  minutes  may  be  required  to  induce  ansestbesia.  iDdeed 
not  long  ago,  1  met  with  a  case  in  which  1  had  to  resort  to  another  agent  ^ 
1  was  unable  to  secure  tranquil  and  perfect  aneesthesia  with  **methyleD«. 
The  drug  1  used  was  freshly  prepared.  The  patient  was  a  tall,  vascular,  ii^- 
l>owerfully-built  woman  of  60.  After  pumping  with  Junker's  inhaler  for  tboc* 
20  minutes  the  patient  was  only  partially  aneesthetised.  I  then  had  recoor* 
to  the  A.C.E.  mixture,  and  in  three  minutes  she  was  ready  for  operation. 

^  **  Methylene  as  an   Anaesthetic"  {Birit.   Med,   Journ, ,    14th   July   I*'!?* 
p.  72). 


Ill  ANiESTHETIC  MIXTUEES  399 


drninistered  "  methylene "  for  Sir  Spencer  Wells  and  other 
urgeons  in  1230  cases,  most  of  which  were  cases  of  abdominal 
ection,  spoke  in  very  high  terms  of  the  agent.  He  foimd 
hat  it  was  less  likely  than  chloroform  to  cause  vomiting ;  that 
t  was  more  agreeable  to  inhale ;  that  rarely  more  than  3  to 
\z  drachms  were  required  for  an  operation  lasting  half  an 
lour ;  that  consciousness  returned  in  a  few  seconds  after  the 
iihalation  had  been  discontinued ;  that  it  might  be  used  when 
lerious  heart  and  lung  affections  existed ;  and  that,  so  far  as 
lis  experience  went,  "  methylene "  was  the  best  anaesthetic. 
Dthers  have  spoken  in  gimijo^^y •favourable  terms. ^  There  are, 
lowever,  two  sides  tole.vciy-'qiajsiktu.;  ,  ajid  many  surgeons 
lave  ti;iid.'."  nvBthjrle;ie:".fiHd  have  -discarded,  it. _^  If^  ^'ibx^d, 
Tor  exinl^e;  a'loD^.TOgir.  it- the^^Saiiitint^ri[  Hogutjdj  Imi  \v^ 

IT  •■  11*4l^  •Til  i*  lk,"T  1  * 


ery 

similar  to  those  of  chloroform,  but,  according  to  Kappeler,^  he 
met  with  considerable  excitement,  rigidity,  and  nausea  in 
many  cases.  Hegar  and  Kaltenbach,  who  have  largely  used 
*  methylene "  with  Junker's  inhaler,  do  not  consider  it  safer 
than  chloroform,  but  find  less  vomiting  after  its  use.  Kappeler 
endorses  these  views. 

Administration. — With  regard  to  the  administration  of 
"methylene,"  Junker's  apparatus  (p.  315)  has  been  found  to 
be  the  best  for  the  purpose.  Rendle's*  mask  (p.  270)  is  used 
by  some,  but  with  this  apparatus  the  danger  of  an  overdose, 
and  of  asphyxial  troubles,  is  certainly  greater  than  with 
Junker's  inhaler.  As  the  liquid  is  more  volatile  than  chloro- 
form, an  open  mask  such  as  Skinner's  is  not  so  applicable. 
The  administration  should  be  conducted  as  has  been  already 
described  when  considering  chloroform  (p.  319).  Difficulty 
may  be  experienced  in  obtaining  true  surgical  anaesthesia  in 
many  cases,  especially  when  using  Junker's  inhaler.  It  must, 
therefore,   be   borne  in   mind   that  in   operations   upon  very 

1  Lancet,  vol.  i.,  1882,  p.  371. 

2  Med.  Times  and  Oaz.  vol.  i.,  1868,  p.  111. 

3  Ancvsthetica,  p.  106. 

*  Brit.  Med.  Joitm.  vol.  ii.,  1880,  p.  729. 
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sensitive  parts,  and  when  dealing  with  patients  who  are  m 
easily  affected  by  anaesthetics,  it  may  be  necessary  either  : 
give  more  of  the  anjesthetic  than  can  be  administered  1* 
Junker's  inhaler — that  is  to  say,  to  use  some  other  inhaler — ^.^ 
to  change  to  ether,  chloroform,  or  the  A-C.E  mixture,^  TL- 
anaesthesia  produced  by  "  methylene  "  is,  in  fact,  comparativth 
superficial,  and  would  hardly  satisfy  most  surgeons  of  tL- 
present  day. 

Dangers. — Several  deaths  have  occurred  during  the  u^ 
of  "  methylene  "  * ;  the  symptoms  being  almost  identical  wirL 
those  which  characterise  .chloipfjin?  fatalities.  Inversion  hiS 
been  successfully  ti;ie(jrun;  •a:»caae'.olf  ibrbatened  death.^ 
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k   OTEER  MIXTXJB^ 
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Ampjtg'st/-*  tl.i5  -.mimfetous  ottiftt  "iriixtuteB-whi^h  have  been 
employed,  those  introduced  by  Schleich*  in  1898  deserve  notir^ 
This  observer  states  that  by  mixing  chloroform,  ether,  ar.l 
petroleum  ether  ^  an  anaesthetic  liquid  may  be  produced  which 
boils  between  38  C.  and  42"  C,  according  to  the  proportioii> 
of  the  ingredients,  and  that,  by  slightly  adjusting  the^r 
proportions  in  accordance  with  the  body  temperature  of  tk 
patient,  absorption  and  elimination  may  be  so  balanced  that 
no  accumulation  of  the  anaesthetic  within  the  circulation  i- 
possible.  Theoretically,  each  inspiration  of  an  aucestheti.^ 
boiling  at  the  blood  temperature  would  be  eliminated  by  a 
corresponding  expiration.  Anaesthetics  with  high  l>oilin^- 
points,  such  as  chloroform,  are  rapidly  absorbed  and  slowly 
eliminated,  owing  to  the  temperature  of  the  blood  being  below 
such  boiling  or  maximum  evaporation  points.  The  mon 
volatile  the  anasthetic,  the  less  will  be  absorbed  by  the   blo(>i 

1  Two  cases  (rectal  operations)  are  reported  by  Mr.  Martin  Coats,  in  wfci:': 
he  found  it  necessary  to  replace  "methylene"  by  chloroform  (see  footnote,  t 
398). 

2  See  Laiirct,  23rd  Oct.  1869:  Jirit.  Med.  Jouni.,  7th  May  1870;  '29:1 
April  1871  ;  16th  Sept.  1871  ;  31st  Aug.  1872  ;  12th  Oct.  1872  ;  19th  U*. 
1873  :  Lancet y  2nd  Dec.  1874,  p.  881  :  and  Bn't  Med.  Journ.,  24th  July  1573 

3  Latwety  vol.  ii.,  1876,  p.  462. 

*  See  Tlurap.  Gaz^ttCy  1898,  p.  98. 

^  It  is  stated  that  the  petroleum  ether  should  have  a  boiling-]K)iut  betwt^i 
60"  and  65^  C. 
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in  a  given  time,  and  the  more  mpid  will  be  its  elimination. 
Schleich's  "No.  1  "  mixture  consists  of  — 

Chloroform  .  .45  parts 

Petroleum  Ether  .  .  .15 

Ether  .  .  .180 

and  boils  at  38'  C.     "  No.  2  "  consists  of — 

Chloroform  .  .  .45  parts 

Petrolenm  Ether .  .  .        1 5    „ 

Ether  .         .  .  .150    „ 

and  boils  at  40"  C.     "  No.  3  "  consists  of  — 

Chloroform  .  .  .30  parts 

Petroleum  Ether .  .        15     ,, 

Ether  .  .  .  .        80    „ 

and  boils  at  42  C.  So  far  as  I  am  aware,  these  mixtures 
have  not  been  employed  in  this  country.  One  observer  ^  has 
published  his  experiences  in  700  cases,  and  these  are  by  no 
means  encouraging.  The  weak  point  in  Schleich's  argument 
is  the  assumption  that  his  mixtures  are  definite  anaesthetic 
liquids  capable  of  yielding  definite  vapours.  This  assumption, 
however,  is  not  warranted,  and  although  we  are  not  perhaps 
justified  in  criticising  his  system  of  anaesthetising  without 
having  tested  it,  there  is  no  reason  to  believe  that  Schleich*s 
mixtures  possess  any  tangible  advantages  over  those  already 
discussed. 

'   See  Dr.  Rodman's  interesting  i»aper,  Xew  York  Med.  tiee.^  1st  Oct.  1898. 
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ANESTHETIC    SEQUENCES 


In  certain  subjects,  in  certain  operations,  and  under  certain 
special  conditions,  it  is  advisable  (a)  to  induce  anaestliesia  wicL 
one  anaesthetic  and  to  maintain  it  with  another ;  or  {h)  t* 
employ  two  anaesthetics  successively  for  the  induction  perioii 
and  a  third  for  the  subsequent  stages  of  the  administration, 
or  (c)  to  use  certain  of  the  mixtures  which  have  been  <lt- 
scribed,  either  one  after  the  other  or  in  conjunction  with  sonir 
simple  anaesthetic  such  as  ether  or  chloroform.  Thus  we  ha\> 
at  our  disposal  a  large  number  of  anaesthetic  sequences,  and  it 
will  now  be  convenient  to  consider  those  which  have  provt  i 
tliemselves  to  be  of  the  greatest  clinical  value. 

A.   THE  NITBOUS  OXIDE-ETHEB  C' GAS-AND-ETHEB ") 

SEQUENCE 

We  are  indebted  to  Clover  for  the  valuable  suggestion  and 
practice  of  administerhig  nitrous  oxide  before  ether.  The 
former  agent  is  a  particularly  appropriate  one  for  indiuiJH 
anaesthesia.  It  is  by  no  means  unpleasant  to  inhale  ;  it  rapidly 
destroys  consciousness ;  its  administration  is  not  attended  by 
excitement  or  struggling ;  and  its  use  is  practically  free  from 
risk  to  life.  Although  ether,  as  we  have  already  seen,  is  tit 
best  anaesthetic  for  ordinary  surgical  work,  the  sensations  whicli 
attend  its  administration  are  distinctly  disagreeable.  Xitrou> 
oxide  therefore  supplies  the  very  qualities  in  which  etlier  i? 
deficient.  From  the  point  of  view  of  the  patient  it  is  a  great 
boon  not  only  to  be  quickly  rendered  unconscious,  but  to  \k 
spared  the  suffocative  and  other  feelings  which  may  attend  the 
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initial  stages  of  etherisation.  Moreover,  ether  is  a  particularly 
appropriate  auivsthetie  to  administer  in  conjunction  with  or 
immediately  after  nitrous  oxide,  because  the  exclusion  of 
atmospheric  air,  which  is  essential  in  the  case  of  the  latter 
anaesthetic,  is  to  a  certain  extent  advantageous  in  the  case  of 
the  former.  In  other  words,  we  may  pass  from  deep  nitrous 
oxide  to  deep  ether  anaesthesia  without  admitting  that  quan- 
tity of  air  which  would  be  essential  were  we  dealin*'  with 
chloroform. 

Clover's  first  plan  ^  for  employing  this  sequence  was  to 
render  the  patient  unconscious  with  nitrous  oxide,  and  then  to 
change  the  gas  inhaler  for  an  ether  apparatus.  His  next 
method  was  to  first  administer  nitrous  oxide  by  itself,  and  then 
to  gradually  add  ether  by  causing  the  gas  to  pass  over  this 
anaesthetic.  After  working  at  the  subject  for  many  years,  he 
perfected  his  combined  gas -and -ether  apparatus,  which  is 
conspicuous  for  its  ingenuity.  Experience  has  proved,  how- 
ever, that  this  appliance  is  not  only  too  cumbrous  and  compli- 
cated for  general  use,  but  that  it  possesses  other  disadvantages. 
The  principal  of  these  is  that  the  channels  through  which  the 
})atient  has  to  breathe  are  so  constricted  that  considerable  stress 
is  thrown  upon  respiration ;  whilst  it  is  difficult  if  not  impos- 
sible to  thoroughly  cleanse  all  parts  of  the  inhaler. 

Clovei-'s  combined  gas-and-ether  api>aratus  consists  of  a  gas  cylinder 
anil  stand  ;  an  ether  reservoir,  which  can  be  attached  to  the  coat  of  the 
administrator  by  a  hook  ;  an  inhaling-bag ;  a  face-pipe  with  an  expiratory 
valve  in  its  side,  for  the  escape  of  expirations  when  nitrous  oxide  is  being 
breathed  ;  and  a  regulating  stopcock,  which  determines  whether  air,  "gas," 
or  "  gas  "  mixed  witli  ether  shall  be  breathed  by  the  patient.  The  regulating 
stopcock  is  connected  on  the  one  hand  to  tlie  face-piece,  and  on  the  other 
to  the  bag  and  a  flexible  tube  running  through  the  bag. 

To  use  the  apparatus  the  ether  reservoir  is  charged  with  4  oz.  of 
ether,  and  its  tap  turned  oft'  so  that  there  may  be  no  odour  of  ether.  The 
bag  is  then  emptied  of  any  air  which  it  may  contain.  The  handle  of  the 
regulating  stopcock  is  turned  completely  off  the  dial-plate,  so  that  the 
air-slot  is  opened.  The  bag  is  tlien  filled  with  nitrous  oxide* by  working 
the  foot-key  of  the  gas  cylinder.  When  the  face-piece  is  applied,  air  is 
breathed  backwards  and  forwards  througli  the  air-slot.  The  handle  of 
the  regulating  stopcock  is  now  placed  at  "  G,"  and  nitrous  oxide  is  respired. 
Expirations  escape  at  the  expiratory  valve  in  the  side  of  the  face-piece  so 
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lon^  as  the  bag  is  kept  more  or  less  distended  by  fresh  gas.  After  thr*? 
or  four  breaths  of  '*  gas"  the  tap  of  the  ether  reservoir  should  be  lurned 
on.  This  will  open  up  the  way  for  the  gas  to  pass  over  ether,  but  tbc 
gas  will  not  freely  circulate  until  the  handle  of  the  regulating  stopcock  i- 
moved  towards  **  E."  This  should  be  done  a  few  seconds  later.  It  i?  nitt 
as  a  rule  necessary  to  use  more  than  a  bag  or  a  bag  and  a  half  of  "iias- 
When  no  more  is  needed  the  foot-key  should  be  turned  off  and  the  supply 
tube  subsequently  disconnected  from  the  apparatus.  If  too  much  "  ^? 
be  given,  the  so-called  "  stertor "  of  nitrous  oxide  narcosis  may  interfert 
with  the  free  intake  of  ether.  Should  mucli  clonic  movement  occur,  a 
breath  of  air  must  be  given,  either  by  momentarily  opening  the  air-slot 
again,  or  by  removing  the  face-piece  for  half  an  inspiration  or  so  of  a;r. 
As  the  supply  of  nitrous  oxide  to  the  bag  has  now  ceased,  and  as  the  ba,: 
has  therefore  lost  all  distension,  to-and-fro  breathing  results,  because  tbt 
expiratory  valve  does  not  act  Nitrous  oxide,  ether,  and  air  are  tlin- 
breathed  backwards  and  forwards.  The  handle  of  the  regulating  ^topnx-k 
must  be  passed  towards  "  E  "  till  a  sufficient  degree  of  ether  anesthesia  i> 
reached.  Stertorous  breathing  and  insensibility  of  the  conjunctiva  usualiy 
supervene  in  about  two  minutes.  Tlie  administrator  should  not  admit 
too  much  fresh  air,  otherwise  his  patient  will  quickly  come  out  of  tbt 
amesthesia.  By  degrees  all  nitrous  oxide  will  escape  from  the  l>ag,  ainl 
the  patient  will  therefore  continue  to  breathe  ether  and  air,  without  any 
nitrous  oxide,  backwanls  and  forwaids.  After  a  while  the  handle  of  the 
regulating  stopcock  may  be  turned  back  somewhat,  as  less  ether  willW 
needed  ;  and  more  air  may  thenceforward  be  allowed.  Although  tb:> 
apparatus  is  intended  for  the  use  of  nitrous  oxide  and  ether  in  succe&^i^n, 
it  may  be  used  for  either  of  these  anaesthetics  alone. 

Clover's  original  plan  of  first  administering  a  full  dose  it 
nitrous  oxide  and  then  changing  the  gas  apparatus  for  an  etlitr 
inhaler  has  for  many  years  been  employed,  with  sliglit  modi- 
fications, by  Mr.  Woodhouse  Braine,  whose  method  may  be 
thus  described  : — 

Any  form  of  nitrous  oxide  apparatus  capable  of  producing  deer 
ana-sthesia  may  be  employed  ;  and  an  Ormsby's  ether  inhaler  with  a  larje 
bag,  as  described  on  p.  281,  will  be  needed.  It  is  important  that  ik 
sponge  of  the  latter  inhaler  should  be  coarse,  and  that  it  should  completely 
but  loosely  fill  the  cage.  If  plugged  in  tightly  it  will  obstruct  breatbiiu 
and  be  more  liable  to  freeze.  The  sponge  must  be  wrung  out  in  tej*i 
water  and  placed  in  the  inhaler,  which  should  be  within  easy  reacJ 
during  the  administration  of  nitrous  oxide.  The  ether  may  either  t< 
added  to  the  Ormsby's  inhaler  immediately  before  the  inhalation  of  ^ 
commences,  or,  should  it  be  desired  to  prevent  the  patient  detecting  any 
odour  of  ether  in  the  room,  it  may  be  poured  upon  the  sponge  after  ik 
gas  face -piece  has  been  applied.  In  the  case  of  strong  adults,  about 
an  ounce  of  ether  should  be  added  to  the  inhaler.  For  aniesthetisir. 
children  and  feeble  subjects  smaller  quantities  are  advisable.      Xit^&''l^ 
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oxide  is  administered  in  the  ordinary  manner  (p.  213)  imtil  the  usual 
signs  of  narcosis  manifest  themselves.  At  this  point  the  gas  face- 
piece  is  removed,  and  quickly  replaced  by  the  Ormsby^s  inhaler.  It  is 
usually  said  that  no  air  should  be  admitted  during  the  exchange  of 
inhalers,  and,  roughly  speaking,  this  is  correct.  But  it  is  obvious  that 
unless  oxygen  in  some  way  or  another  gain  access  to  the  lungs,  respiration 
cannot  be  expected  to  proceed.  Moreover,  at  the  very  acme  of  nitrous 
oxide  anaesthesia  the  pulse  is  often  quick,  small,  or  even  indistinct  at  the 
wrist,  more  especially  in  feeble  patients,  and  a  breath  or  so  of  air  is  needed 
in  order  to  re-establish  the  circulation.^  I  have  used  this  method  in  a 
very  large  number  of  cases,  and  I  find  that  the  quantity  of  air  which 
should  be  allowed  during  the  transition  is  best  regulated  by  the  vigour 
and  build  of  the  patient.  As  a  general  rule,  it  is  best  to  remove  the  gas 
face -piece  during  an  expiration  ;  to  allow  one  inspiration  of  air  ;  and 
to  apply  the  Ormsby's  inhaler  during  the  following  expiration.  Some 
recommend  -  that  the  Ormsby's  inhaler  should  be  applied  with  the  air- 
slot  open,  and  that  after  a  few  momenta  the  slot  should  be  closed. 
Vigorous  subjects  require  vigorous  treatment,  and  in  their  case  air  should 
be  sparingly  given.  In  weakly  subjects  and  in  children  a  full  breath,  or 
even  two  breaths,  of  air  may  be  allowed,  and  the  ether  may  be  more 
gi-adually  applied.  By  placing  the  Ormsby's  inhaler  over  the  face  during 
an  expiration,  it«  bag  becomes  partly  distended  with  expired  air,  nitrous 
oxide,  and  ether.  The  following  inspiration  is  invariably  held  for  some 
little  while  owing  to  the  strength  of  the  ether  vapour.  Mr.  Braine's 
rule,  I  believe,  is  to  keep  the  ether  inhaler  applied  till  the  patient 
breathes,  unless  the  conjunctiva  should,  during  the  suspended  respiration, 
become  insensitive  to  touch,  in  which  case  the  inhaler  should  be  removed. 
If  the  patient  has  l>een  placed  thoroughly  under  nitrous  oxide,  he  will 
not  hold  his  breath  so  long  us  if  only  i)artial  ansesthesia  has  been  induced. 
A  distinct,  though  brief  period  of  suspended  breathing  and  cyanosis  must 
be  looked  for  in  this  method,  and  need  not  of  itself  excite  alarm.  Florid, 
flabby  subjects  assume  a  very  cyanotic  appearance,  but  the  administrator 
must  not  be  in  too  great  a  hurry  to  admit  air,  otherwise  quick  recovery 
may  ensue.  The  first  inspiration  through  the  ether  sponge  is  usually  a 
short  and  ineffectual  one,  but  by  degrees  respiration  grows  deeper  and 
more  regular.  At  the  approach  of  stertor  a  breath  of  air  may  be  allowed 
again,  and  in  this  way  good  ether  aufesthesia  will  quickly  ensue.  Diffi- 
culties are  most  common  in  patients  of  alcoholic  habits,  in  those  who  are 
fat  and  flabby,  in  very  muscular  subjects  with  accurately-meeting  teeth, 
and   in   individuals  with   partial  or  complete  nasal  obstruction.     When 


*  If  the  puis?  at  the  wrist  be  watched  at  this  junctui-e,  mmecessarv  alarm 
may  be  felt  by  the  administrator.  The  contraction  of  the  muscles  of  the  arm 
probably  helps  to  explain  the  almost  imperceptible  pulse  which  in  some  cases  is 
obsei-ved.  Dr.  Russell  Reynolds  (Epilepsy,  p.  271)  states  that  the  heart  may 
be  acting  vigorously  during  an  epileptic  seizure,  but  the  pulse  may  be  nearly 
imi>ercei:tible  at  the  wrist.  A  somewhat  analogous  state  is  probably  induced 
when  "gas"  and  ether  are  administered  by  this  method. 

2  BnL  ^fa^.  Joum.,  24th  January  1885,  p.  209. 
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difficulties  are,  from  the  appearance  of  the  patient,  likely  to  arise,  it  is  an 
excellent  plan  to  place  a  little  mouth-prop  between  the  teeth  (Fig.  ri6. 
p.  445)  before  giving  "gas." 

This  plan  of  adrniuistering  nitrous  oxide  and  ether  has,  at 
first  sight,  much  to  recommend  it.  The  apparatus  required  is 
simple ;  all  chance  of  the  odour  of  ether  being  detected  by  the 
patient  may  be  obviated ;  and  when  once  ether  anaesthesia  ha^ 
become  established  there  is  no  better  inhaler  than  Ormsbv's 
for  maintaining  it.  The  method,  however,  has  one  seriou> 
objection,  viz.  that  during  the  cliange  from  nitrous  oxitle  t" 
ether,  or  to  be  more  correct,  during  the  first  minute  of  ether- 
isation, there  is  a  liability,  especially  in  certain  subjects,  to  si* 
much  spasm  about  the  upper  respiratory  passages  as  to  introduce 
into  the  administration  an  element  of  great  difficulty,  if  not  of 
actual  risk  to  life.  I  have  given  this  method  a  very  extensive 
trial  during  the  past  fifteen  years,  and,  whilst  admitting  that 
there  are  many  points  in  its  favour,  the  objection  to  which  I  refer 
is  to  my  mind  too  weighty  to  be  disregarded.  But  whilst  Mr. 
Braine's  method  has  not  in  my  hands  proved  as  satisfactory  a? 
others  for  anaesthetising  men  and  iromen,  it  is  certainly  valuable 
for  children  of  from  3  to  13  or  14  years.  In  such  subjects 
the  respiratory  spasm  which  comes  about  during  the  transition 
i'rom  one  anivstlietic  to  the  other  is  not  so  pronounced  as  in 
older  patients.  Although  some  suspension  of  breathing  occurs 
when  the  strong  ether  vapour  is  applied — and  this  is  particularly 
the  case  in  cliildren  with  adenoid  growths  and  enlarged  tonsils 
— respiration  generally  becomes  quickly  and  spontaneously 
re-established.  I  now  never  use  this  method  except  fur 
anaesthetising  children. 

Attempts  have  from  time  to  time  been  made  to  administer 
nitrous  oxide  and  ether  by  passing  the  gas  through  a  Clover's 
portable  ether  inhaler.  I  do  not  propose  to  describe  in  detail 
what  has  been  done  in  this  direction,  as  no  useful  purpo>* 
would  be  served.  The  chief  difficulty  which  has  hitherto 
presented  itself  has  been,  that  whereas  for  the  successful 
administration  of  nitrous  oxide  the  escape  of  expired  "  gas  "  is 
essential,  at  all  events  at  the  commencement  of  the  inhalation 
no  such  escape  of  the  expirations  is  necessary  in  administering 
ether — in  fact,  to-and-fro  breathinjjj  is  advisable.      Some   vear^ 
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ago  I  devoted  a  considerable  time  to  this  particular  matter.  I 
found  that  by  attaching  a  charged  gas-bag  to  a  Clover's  inhaler, 
and  by  employing  a  stopcock  which  would  allow  of  one-half  of 
the  nitrous  oxide  being  breathed  through  valves,  and  of  the 
remaining  half  being  breathed  backwards  and  forwards  during 
the  gradual  admission  of  ether  vapour,  a  very  satisfactory  result 
could  be  obtained. 

Ill  addition  to  a  Clover's  portable  regulating  ether  inhaler  (Fig.  28, 
p.  273),  and  a  cylinder  or  pair  of  cylinders  for  the  sui)ply  of  nitrous  oxide 
(Fig.  14,  p.  209),  all  that  is  needed  is  a  gas-bag  capable  of  holding  about, 
but  not  more  than,  two  gallons  of  gas,  and  furnished  with  the  special 
form  of  stopcock  described  in  detail  on  p.  212.  This  is  the  same  stopcock 
M'hich  I  find  to  give  the  best  results  in  ordinarily  administering  nitrous 
oxide.  The  ether  chamber,  which  should  be  slightly  warmed  in  cold 
weather,  or  when  a  very  vigorous  and  muscular  patient  is  about  to  be 
anaesthetised,  should  be  charged  with  an  ounce  and  a  half  of  ether,  and 
its  indicator  turned  to  "  0."  The  gas-bag  should  be  filled  or  nearly  filled 
with  "gas,"  according  to  the  age  and  strength  of  the  patient  Children 
^'ill  not  need  more  than  half  a  bagful.  The  bag  may  be  disconnected 
from  the  gas  supply  tube  and  placed  near  at  hand.  A  face-piece  of 
appropriate  size  should  be  fitted  to  the  ether  chamber.  It  is  a  good  plan 
for  the  administrator  to  apply  the  face-piece,  with  the  ether  chamber 
attached,  to  his  own  face,  and  to  blow  out  through  it,  in  order  to 
expel  any  traces  of  ether  vapour  present.  If  this  be  done,  and  if 
care  be  taken  not  to  unduly  warm  or  shake  the  apparatus,  there  will  be 
little  if  any  odoflr  of  ether  when  the  face-piece  is  applied  to  the  patient's 
face. 

The  adminiBtration  is  thus  conducted.  If  the  patient  be 
lying  upon  his  back  his  head  should  be  turned  to  one  side. 
The  face-piece  with  the  charged  ether  chamber  is  then  applied 
during  an  expiration.  Air  will  be  breathed  backwards  and 
forwards.  When  the  respiration  is  seen  to  be  proceeding 
freely,  and  the  face -piece  fits  well,  the  charged  gas-bag  is 
attached  to  the  ether  chamber.  Air  will  still  be  breathed,  but 
now  through  the  valves  of  the  special  stopcock.  When  the 
valves  are  heard  to  be  working  properly,  "  gas  "  is  turned  on, 
and  is  likewise  breathed  through  the  valves.  Three  or  four 
respirations  (or  about  one-half  of  the  contents  of  the  bag)  are 
allowed  to  escape.  The  valve  action  is  now  stopped  by  turning 
the  tap  at  the  upper  part  of  the  stopcock.  At  the  same 
moment  at  which  the  patient  begins  to  breathe  "  gas  *'  back- 
wards and  forwards,  the  rotation  of  the  ether  chamber,  for  the 
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addition  of  ether  vapour,  should  be  commenced.  Rotation  maj 
be  effected  rather  more  quickly  than  when  the  ether  chamber 
is  used  without  "gas."  The  administrator  will,  in  fact,  finO 
that  he  can,  in  a  few  seconds  from  the  commencemeut  of  lii- 
a<l  ministration,  rotate  the  ether  chamber  as  far  as  "  1 "  or  "  U  ' 
(Fig.  53).  Should  swallowing  or  coughing  arise,  he  must  rolalt 
more  slowly.  Respiration  soon  becomes  deep  and  regular,  auJ 
more  and  more  ether  may  be  admitted.  At  about  this  juncture, 
if  the  appamtiis  has  been  fitting  the  face  well,  signs  of  uitrcu^ 
o.\ide  narcosis  may  appear,  especially  in  those  who  are  qiiiciilT 


affected  by  this  gas.  Should  jerky  breathing  or  "jactitation 
arise,  one  full  inspiration  of  air  may  be  admitted  at  the  air-tii{<. 
It  should  be  remembered,  liowever,  that  in  giving  "  gas  and  ether ' 
by  this  Dietliod,  the  object  is  to  just  steer  clear  of  the  clonus 
and  "stertor"  of  nitrous  oxide  narcosis,  and  to  gradually  bui 
increasingly  mix  etlier  with  the  gas.  lu  muscular  and  vigoroni 
subjects,  tJie  quantity  of  gas  above  mentioned  will  bo  found  !■■ 
be,  as  a  general  rule,  iusufticient  to  lead  to  the  usual  signs  .if 
deep  nitrous  oxide  anicsthesia.  The  rotation  of  the  ether 
chamber  should  be  continued  till  the  indicator  points  to  "  :2.' 
"  3,"  or  "  F."     The   mistake  that  is  most  commonly  made  is 
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that  of  admitting  air  too  soon.  Should  air  be  given  during  the 
first  half  or  three-quarters  of  a  minute,  the  patient  will  partially 
come  round,  hold  his  breath,  set  his  teeth,  and  give  a  good  deal 
of  trouble.  Duskiness  of  the  features  must  be  expected. 
Speaking  generally,  air  should  not  be  allowed  till  the  patient 
is  stertorous,  when  one  breath  may  be  given.  In  this  manner 
the  patient  will  continue  breathing  a  mixture  of  nitrous  oxide, 
ether,  and  air,  till  the  usual  signs  of  deep  ether  anaesthesia 
appear,  when  the  gas-bag  may  be  detached,  and  the  little  bag 
ordinarily  used  with  Clover's  inhaler  substituted.  This  will 
necessarily  admit  more  air,  and  the  dusky  colour  of  the 
features  will  hence  become  less  pronounced.  The  administra- 
tion may  then  be  conducted  as  described  on  p.  280.  It  is  a 
mistake  to  exchange  the  bags  till  the  patient  has  been  anaes- 
thetised for  about  a  couple  of  minutes. 

For  short  dental  or  naso-pharyngeal  operations,  as  well  as 
for  tonsillotomy,  the  surgeon  often  requires  a  rather  longer 
anaesthesia  than  can  be  obtained  by  nitrous  oxide,  and  there  is 
no  better  method  than  this  under  such  circumstances.  Should 
the  operator  wish  for  an  antesthesia  of  one  minute  after  the 
apparatus  is  withdrawn  from  the  face,  this  period  may  usually 
be  depended  upon  after  an  inhalation,  as  above  directed,  for 
two  and  a  half  or  three  minutes.  After  a  little  practice  the 
administrator  will  be  able  to  estimate  with  tolerable  certainty 
the  length  of  inhalation  needed  to  secure  the  proper  length  of 
anaesthesia. 

This  plan  of  administering  nitrous  oxide  and  ether  has 
numerous  advantages.  In  the  first  place,  it  is  precise — that  is 
to  say,  given  that  the  face -piece  fits  accurately,  one  •  has  at 
one's  command  a  definite  and  known  quantity  of  eacli  anaes- 
thetic, and  provided  the  method  be  carried  out  in  the  proper 
way,  patients  of  similar  type  will  evince  similar  phenomena. 
This  is  not  so  with  many  other  methods.  In  the  next  place, 
only  a  limited  quantity  of  nitrous  oxide  is  needed,  so  that  the 
bag  may  be  filled  before  the  patient  enters  the  room,  or  it  may 
be  filled  outside  the  room  and  carried  in.  The  patient  is  thus 
spared  the  noise,  etc.,  connected  with  the  supply  of  gas  to  the 
gas-bag,  and  the  administrator  is  s[)ared  the  trouble  of  keeping 
up  a  supply  of  the  gas  with  the  foot-key  during  the  adminis- 
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tratioii.  Tlie  patient  ueed  never  see  the  gas-bag.  When  tb: 
face-piece  and  ether  chamber  are  applied,  he  may  be  toKl  i' 
close  his  eyes,  and  the  gas-bag  may  then  be  adapted.  Ont 
frequently  has  to  give  "  gas  and  ether"  to  patients  who  are 
lying  in  bed,  and  under  these  circumstances  it  is  a  givai 
convenience  to  have  at  band  a  detached  bag  of  gas  coiitainin. 


Kli!.  54,— 'nip  AainiiiMrntioii  of  Nitron- Oxide  ami  Ellier  by  meuni^oribe 
author's  SIop'o.'k  nnil  MmliticBlioD  of  Clover's  Inhaler. 

sutticieitt,  when  used  as  du-ected,  for  any  patient  Some  have 
objected  to  tlie  method  on  the  ground  that  there  is  alwavs  a 
smell  of  ether  in  the  ajipai-atns  when  it  is  first  applied  to  the 
face,  Bnt,  by  piMceeding  as  above  narrated,  the  odour  will 
either  be  so  slight  that  it  matters  but  little,  or  will  not  Iw 
delected  at  all. 

The  modified  (.'lovers  inhaler  described  on  p,  278  will  be 
found  to  be  particularly  well  adapted  for  this  sequence  of 
aM;i'Stiieticf^.     It  is  so  constructed  that  the  ether  can  be  intro- 
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cluced   after  the   inhalation  of  the   nitrous  oxide  has  begun. 
The  face-piece  must  be  adjusted  upon  the  ether  reservoir  so 
that  the  open  mouth  of  the  wide  filling-tube  is  horizontal  and 
ready  for  the  reception  of  ether  at  the  proper  moment.     The 
face-piece,  to  which  are  attached  the  empty  ether  reservoir 
and  full  gas-bag,  is  now  applied  to  the  face,  the  indicating 
handle  being  at  "  0  "  and  the  filling-tube  open.     The  patient 
first  breathes   air  as  described  above;  nitrous  oxide  is  then 
turned  on  ;  and  at  the  moment  at  which  the  valves  of  the 
stopcock  are  thrown  out  of  action  in  order  to  allow  of  re- 
Lreathing,   about   l^    or    2    oz.   of   ether    are    rapidly    intro- 
duced into   the   reservoir,   and   the   plug  of  the   filling  -  tube 
replaced.     Ether  vapour  is  now  admitted  by  moving  the  indi- 
cating  handle ;    air   is   allowed    as  required ;    and  when   full 
antesthesia   has  become   established   the   gas-bag   is   replaced 
by  a  smaller  bag  supplied  with  the  apparatus.      By  this  par- 
ticular plan  of  procedure  the  patient  is  never  conscious   of 
the  slightest  odour  of  ether,  and  anaesthesia  may  be  induced 
without    excitement,    struggling,   or   asphyxial    complications. 
The  advantage  of  having  a  large  bore  to  the  ether  vessel  has 
been  already  alluded  to  (p.  278),  and  this  advantage  is  very 
conspicuous  in  passing  from  nitrous  oxide  to  ether.      I  find, 
for    example,    that    even    when    ana?sthetising   children   with 
adenoid  growths   and   enlarged   tonsils,  there  are  usually  no 
asphyxial  phenomena  with  this  inhaler. 

There  is  a  simple  way  of  administering  nitrous  oxitk  and  ether 
employed  by  some  antesthetists.  The  metal  angle-piece  to  which  the  bag 
of  Clover's  inhaler  is  attached  is  furnished  with  a  small  tap  to  which  a 
tube  from  a  gas  cylinder  may  be  fitted.  The  administration  is  begun  by 
allowing  some  nitrous  oxide  to  piss  into  the  bag,  and  the  patient  breathes 
this  backwards  and  forwards  whilst  ether  is  gradually  mixed  with  it  bv 
rotating  the  ether  reservoir.  For  reasons  ah-eady  given  this  plan  is 
not  so  suitable  as  that  just  described,  although  it  certainly  has  the  merit 
of  simplicity. 

Considerable  experience  is  necessary  before  nitrous  oxide 
and  ether  can  be  smoothly  and  successfully  administered  in 
sequence.  It  is  a  mistake  to  suppose  that  this  system  of 
inducing  ether  anaesthesia  is  applicable  to  every  patient  whose 
general  health  is  good.  As  already  indicated  (p.  112),  the 
*'  gas-and-ether  "   sequence  has  its  special   sphere  of  applica- 
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bility.  It  must  not  be  forgotten  that  there  are  certain  sp«ii 
risks  which  belong  to  this  particular  system  of  aiiic*sthetisiDi 
and  that  by  recklessness,  inattention  to  detail,  or  improffci 
selection  of  cases,  difficulties  and  dangers  may  easily  an*- 
Respiration  must  be  carefully  watched  during  the  transitioL 
from  one  anaesthetic  to  the  other. 

B.  THE  CHLOBOFOBM-ETHEB  SEQUENCE 

From  some  points  of  view  chloroform  is  a  particularif 
appropriate  anaesthetic  to  administer  before  ether.  It  is  not 
unpleasant  to  inhale ;  its  exhibition  requires  no  complicatal 
apparatus ;  and  a  very  small  quantity  is  needed  to  render  tbe 
patient  unconscious.  Chloroform  has,  indeed,  been  lai^j 
used  to  precede  ether.  But  we  must  not  lose  sight  of  the  fact 
that  most  of  the  fatalities  during  chloroformisatioa  have  either 
occurred  at  the  very  outset  of  inhalation  or  during  the  sta^?? 
of  excitement  and  tonic  spasm,  i.e.  before  true  surgical 
amesthesia  has  been  produced.  From  this  it  follows  that,  in 
using  chloroform  for  the  purpose  of  preventing  the  initial 
discomforts  of  ether,  we  may  be  subjecting  the  patient  to 
greater  risk  than  in  employing  ether  alone.  The  risk  will  be 
in  proportion  to  the  extent  to  which  we  carry  the  inhalation 
of  chloroform.  If  we  carry  it  only  so  far  as  to  blunt  the 
sensibility  to  the  pungency  of  ether  vapour,  the  additional  risk 
will  be  practically  iiil.  If  we  carry  the  administration  as  far 
as  the  stage  in  which  excitement  and  tonic  spasm  are  liable  to 
arise,  the  risk  will  be  increased.  It  is  an  established  fact  that 
during  muscular  excitement  and  respiratory  embarrassment 
under  chloroform,  syncope  may  take  place. 

Witli  the  above  considerations  before  us  it  is  questionable 
whether  we  should  regard  the  use  of  chloroform  before  ether 
as  a  practice  deserving  widespread  adoption.  There  are, 
nevertheless,  circumstances  under  which  this  particular  suc- 
cession of  aniesthetics  is  advisable.  When  we  meet  with  such 
ciises  we  should  commence  the  administration  of  chloroform  as 
has  already  been  described,  upon  an  open  inhaler,  in  small 
quantities  at  a  time ;  we  should  give  the  anaesthetic  graduallr 
but  continuously  ;   and   we  should  replace  it  by  ether  at  the 
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first  signs  of  any  mental  or  muscular  excitement.  In  this 
ixianner  we  shall,  at  all  events,  avoid  the  second  of  the  two 
risks  above  mentioned.  No  definite  rules  can  be  laid  down 
as  to  the  quantity  of  chloroform  which  should  be  given  in  any 
particular  case.  The  chloroform  must  not  on  the  one  hand 
be  removed  too  soon  ;  nor  must  it  on  the  other  be  withdrawn 
too  late.  Should  it  be  given  for  a  few  seconds  only,  and  the 
ether  inhaler  then  applied,  the  patient,  though  perhaps  not 
conscious  of  the  change  of  vapour,  may  give  trouble  with 
swallowing,  arrested  breathing,  coughing,  etc.  Should  it  be 
continued  till  deep  anaesthesia  has  been  produced,  the  risk 
which  attends  the  stage  of  excitement  under  chloroform,  and 
which  might  have  been  obviated  had  this  stage  been  allowed 
to  pass  over  under  ether,  would,  of  course,  come  into  play. 

For  administering  chloroform  before  ether  the  anaesthetist 
should  be  provided  with  a  Skinner's  mask  and  a  drop-bottle  for 
the  former,  and  with  a  Clover's,  Ormsby's,  or  Kendle's  inhaler 
for  the  latter  anaesthetic.  If  a  Clover's  apparatus  be  used,  its 
indicator  should  be  turned  to  "  1  *'  before  being  applied,  and 
the  strength  of  the  vapour  increased,  as  occasion  may  require, 
till  the  ordinary  signs  of  ether  anaesthesia  result. 


C.   THE  A.C.E.-ETHEB  SEQUENCE 

For  reasons  which  have  already  been  fully  considered, 
the  A.C.E.  and  C.E.  mixtures  are  less  likely  than  chloroform 
to  set  up  unsatisfactory  symptoms  during  the  induction 
period.  It  hence  follows  that  such  mixtures  are  well  adapted 
for  administering  before  ether. 

This  succession  of  anaesthetics  is  worthy  of  notice.  The 
advantages  which  it  possesses  are  : — Firstly,  that  the  adminis- 
tration of  the  two  agents  is  extremely  simple,  and  requires  no 
complicated  apparatus ;  secondly,  that  no  closely-fitting  mask 
is  used  for  commencing  the  administration ;  thirdly,  that  the 
initial  sensations  of  the  patient  are  by  no  means  unpleasant ; 
fourthly,  that  there  is  no  alteration  in  the  colour  of  the 
features  during  the  induction  of  anaesthesia ;  fifthly,  that  tonic 
muscular  spasm  and  temporarily  embarrassed  respiration  are 
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very  rarely  met  with,  and,  should  they  occur,  quickly  subsitk 
and  lastly,  that  the  method   seems  particularly    adapted  fo 
anaesthetising  patients  who  are  usually  regarded  as    bad  snh- 
jects  for  ana'Sthetics. 

It  is  somewhat  ditticult  to  offer  any  adequate  explanation 
of  the  satisfactory  effects  of  the  A.C.E.  mixture  foUowe-a 
by  ether  in  those  patients  who  are  usually  looked  upon  a^ 
unsatisfactory  subjects.  Tall  muscular  men,  alcoholic  indi- 
viduals of  both  sexes,  bloated  and  stout  patients  Mrith  even 
evidence  of  cardiac  degeneration,  asthmatics,  and  others  wLo 
would  almost  certainly  give  some  trouble  not  only  with  "  gas- 
and-ether,"  but  with  ether  administered  by  itself  from  a 
Clover's  apparatus,  will  be  found  to  pass  into  deep  ether 
amesthesia  with  remarkably  little  trouble  if  this  method  W 
carefully  conducted.  The  A.C.E  mixture  seems  to  supply 
exactly  what  is  required  for  inducing  antes thesia  in  diflicul: 
cases ;  and  ether,  given  from  an  Ormsby's  inhaler,  seems  lo 
be  particularly  well  adapted  for  maintaining  anjcsthesia. 

We  must  not  forget  that,  as  in  all  other  methods,  atten- 
tion to  certain  points  is  indispensable  if  the  adiiiinistrau»: 
wish  to  give  his  patient  no  discomfort,  and  to  prevent 
struggling  and  excitement — in  a  word,  to  successfully  conduct 
the  administration. 

For  succes-sfnlly  antvsthctising  adult  subjects,  it  is  advisable  to  have 
at  liami  a  piece  of  lint  or  a  Skinner's  mask  (Fig.  47,  p.  326;,  a  Ren<nc'> 
mask  (Fig.  26,  p.  270),  and  an  Ormsby's  inhaler  (Fig.  36,  p.  28£ . 
Clover's  inhaler  has  in  my  hands  proved  far  less  satisfactory  thaa 
Oinisby's  for  aihiiinistering  ether  after  the  A.C.E.  mixture  to  a^iuli 
subjects.  The  mixture  should  be  contained  in  a  drop-bottle  of  the  kin»i 
shown  in  Fig.  51,  p.  327.  I  have  found  it  of  distinct  advantage  t^> 
employ  lint  or  a  Skinner's  mask  for  the  first  minute  or  so,  and  then  tf 
go  on  with  a  Rendle's  mask.  But  should  the  administrator  wish  for 
greater  simplicity,  he  may  conduct  the  administration  with  but  one  c-t 
these,  preferably  Skinner's  mask,  before  proceeding  to  ether.  The  spongt- 
of  the  Rendle's  and  Ormsby's  inhalers  should  be  wrung  out  in  warm  water, 
and  the  two  inhalei*s,  with  their  mouths  uppermost,  placed  by  the  side  i-f 
the  administi-ator,  ready  to  receive  the  A.C.E.  mixture  and  ether.  For 
amt'sthetising  children,  a  Skinner's  mask,  a  drop-bottle  for  the  A.C.E 
mixture,  and  a  Clovei-'s  inhaler  will  be  found  convenient.  The  inte^ 
mediate  (Rendle's)  inhaler  is  not  necessary. 
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Method  of  Administration  (Adults) 

1.  Apply  the  lint  or  Ski7iner's  mask  loosely  to  the  face, 
and  allow  a  few  drops  of  the  A.C.E,  mixture  to  fall  upon  it. 
The  object  of  first  employing  lint  or  a  Skinner's  mask  is  to 
prevent  all  choking  and  vmcomfortable  sensations  which  might 
result  from  a  closer  inhaler. 


•       '  »  •   n  »  ^      , 


»       »   »* 


2.  Gradually  increase  ilie^ qua iitity^ of  ihe  mixture  upou  the 
mask  tilt  tlie  latttr  hcccraes  m.^c  or  less  sattirated.  Tnc  patient 
Boon  becomes  accustomed  to  the  vapour,  and  will  he  found  to 
breathe  it  withoun  ^he  slightest  difficuity.  Shoald  any  hesita- 
tion  in  breathin'g  octtif,  the*  inask'^mus'f  be  h^ld*a  tMe  farther 
from  the  face. 

3.  After  about  one  minide  the  Rendles  mask,  upon  the  sponge 
of  which  about  half  a  drachm  of  the  mixture  has  been  poured, 
should  be  applied.  The  patient  will  probably  not  notice  any 
change  in  the  masks,  and  will  continue  to  breathe  without 
discomfort. 

4.  Add  more  of  the  mixture  {about  half  a  drachm)  from 
time  to  time,  removing  the  mask  for  the  pnrpose.  Whilst  the 
administration  is  thus  proceeding,  the  administrator  should 
pour  about  half  an  ounce  of  ether  on  the  sponge  of  the 
Ormsby's  inhaler. 

5.  In  from  tivo  to  four  minutes  from  the  commencement  of 
the  administration  the  Ormsbys  inJialer  may  be  vcnj  gradually 
applied.  I  have  met  with  two  main  guides  as  to  the  proper 
moment  at  which  the  change  to  ether  should  be  efifected  :  (1) 
deep  and  audible  but  non-stertorous  breathing ;  and  (2)  com- 
mencing tonic  contraction  of  tlie  arms.  In  other  words,  the 
administration  of  ether  should  be  begun  at  the  commencement 
of  the  stage  of  rigidity  and  excitement.  Any  irrational 
talking,  shouting,  or  singing  may  also  be  taken  as  indications 
that  the  change  to  ether  may  be  effected. 

6.  Apply  the  Ormsby's  inhaler  during  an  exjriratioii,  and 
do  not  at  first  press  it  tightly  upon  the  face.  As  a  general  rule 
the  first  inspiration  is  a  triHe  "  held,"  and  one  or  two  acts 
of  deglutition  occur.      In  a  few  seconds,  however,  the  patient 
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breathes  in  and  out  of  the  bag.     The  face-piece  should  now  b^  ' 

tightly  applied. 

7.  Stertor  aiid  mvsndar  relojation  iiow  quicklT/  appear. 
The  administration   should   now  be  conducted    as   alreadv 

described  on  p.  282. 

The  following  case  illustrates  the  effects  produced  by  I'ub 

succession  of  anaesthetics  : — 

niostrative  Case,  No.  23.—  M.,  about  fts.    One  of  the  most  powerfiL 

men  I  have  ever  8een.^"Ct>^st  ti\eisi^reme«t,  43  inches.  Thick,  Unre 
neck.  Florid  colour.  A  <;i-eat  athlete.  Has  lived  well.  •  Operation, 
riwHraUcTft^^Ot*  h\Hlpooel^.  .Dufa^ion^.  ope  Jioai;  .  Aci;ttiiii£tra.vion  liegun 
at  9.5()  ^^if.  mtii  okinn'?rj5  riask.  No  holding  of  breath.  Wbt-a 
Rend le 'ft  mask  applied  there  was  occasioii?!  ewdlcv/ing,  but  good  respiia- 
tion.  AcMiiTiiUstratr'^n  tlfiir  continueil*  till  vj^'eathnig  deeper.  Chanci^ 
to  Ormafbj  (fharjjecl  with"  pAte  ethdrr  M6re  swaUowing,  and  slight  but 
not  inconvenient  movement  of  hand.  Breath  held  very  slightly.  St^me 
tonic  spasm  in  neck  and  other  parts,  but  no  inconvenient  nioveiuent,  A 
breath  of  air  given.  Soon  deeply  snoring,  but  still  a  trifle  rigid.  A: 
10.20  pupils  2i  to  3  mm.,  the  right  size  for  this  particular  case  ;  they 
had  been  3^  mm.  Very  deep  stertor.  Pulse  114  :  very  full  and  Ik)uih1- 
ing.  Inspiration  28  :  regular,  deep,  and  loudly  stertorous.  Stertor 
lessened  by  pushing  jaw  forward.  Less  ether  allowed  some  tendency  ro 
crowing  breathing,  and  made  pupils  kirger.  When  operation  over,  less 
ether  made  pupils  smaller.  Vomited  half  an  ounce  of  fluid  material 
immediately  after  operation.     No  subsequent  nausea. 


Method  of  Administration  (Children) 

In  amesthetising  little  children  (p.  116)  with  the  A.C.L 
mixture,  followed  by  ether,  all  that  is  needed  is  to  give  the 
mixture  on  a  Skinner's  mask  till  respiration  has  become  deep 
and  regular,  and  then  to  replace  the  mask  by  a  Clovers 
inhaler,  with  its  indicator  turned  to  about  "  1."  Should  the 
patient  cry,  the  A.C.E.  mixture  may  be  administered  till 
crying  has  nearly  ceased,  and  the  ether  should  then  be  applied. 
The  following  is  an  example  : — 

Illustrative  Case,  No.  24. — Patient  a  little  })oy,  »t.  2  years  3 
months.  Florid.  Breathes  through  mouth.  Operation  10  a-m.  :  no 
food  since  previous  evening.  Semi-recumbent  position.  A  few  drops  of 
A.C.E.  mixture  at  a  time  on  Skinner's  mask.  Some  crying,  but  do 
resistance.  After  1-1 J  minutes  Clover's  inhaler  previously  charged  with 
ether  and  turned  to  *'  1  "  applied.     Anaesthesia  in  2-3  minutes.      Koisv 
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regular  breathing :  colour  rather  dusky  :  pupils  3  mm.  :  no  lid-reflex  : 
quite  relaxed  :  pulse  good  and  full.  Total  length  of  administration, 
including  A.C.E.  mixture  =  5  minutea  Mouth  opened  by  Mason's  gag, 
and  head  arranged  for  good  light  to  enter  mouth.  Tonsils  removed 
by  guillotine.  Mouth  sponged.  No  movement.  Head  and  body  now 
tilted  forwards,  and  post-nasal  space  cleared  of  adenoid  growths.  Blood 
and  detached  growths  came  away  from  mouth  and  nose  without  slightest 
embarrassment  to  respiration.  No  sponging  necessary.  No  movement 
Operation,  which  lasted  about  3-4  minutes,  now  over.  Head  kept  for- 
wards for  drainage.  Some  cough  and  movement  Child  turned  on  his 
side,  iu  which  position  he  lay  quietly  breathing,  and  with  good  colour 
for  10  minutes.     Then  began  to  cry  and  move  about. 


D.   THE  ETHEB-CHLOBOFOBM  SEQUENCE 

This  succession  is  frequently  employed  in  practice.  Thus, 
when  ether  is  badly  borne,  when  it  fails  to  produce  complete 
muscular  relaxation,  or  when  the  parts  involved  in  the  opera- 
tion are  inconveniently  vascular — in  short,  when  any  diflSculty 
arises  which  appears  to  be  dependent  upon  the  use  of  ether — 
the  recognised  line  of  treatment  is  to  change  to  chloroform. 
There  are,  however,  other  circumstances  under  which  the 
ether  -  chloroform  sequence  may  be  employed.  It  may  be 
chosen  with  the  object  of  avoiding  chloroform  as  an  agent  for 
inducimj  anaesthesia.  We  have  seen  (p.  342)  that  a  large 
number  of  chloroform  accidents  have  taken  place  during  the 
initial  stages  of  chloroformisation ;  and  it  is  hence  clear  that 
if  we  induce  amesthesia  by  means  of  ether,  and  then  continue 
it  with  chloroform,  we  shall  very  materially  lessen  the  risks 
of  the  last-named  anaesthetic.  With  such  a  system  we  shall 
have  to  reckon  principally  with  tlie  risks  of  chloroform  when 
administered  in  toxic  quantities — not  with  its  risks  during 
the  earlier  stages  of  anaesthesia.  The  ether  -  chloroform 
sequence,  moreover,  has  certain  other  distinct  advantages,  the 
principal  being  that  in  long  operations  the  patient  is  saved 
that  saturation  with  ether  which  often  paves  the  way  for 
subsequent  complications,  and  that,  should  any  circulatory 
failure  arise,  the  anaesthetist  still  has  ether  to  fall  back  upon. 
It  is  true  that,  from  the  patient's  point  of  view,  ether  is  not  a 
very  satisfactory  agent  for  inducing  anaesthesia,  but,  as  we 
shall  see  below,  this  objection  may  be  overcome  by  employing 

2  E 


418  ANAESTHETICS  ca^- 


either  tlie  nitrous  oxide -ether  sequence  or  the  A.C.R-etlt: 
sequence  instead  of  ether  itself. 

The  most  important  point  in  connection  with  the  etht: 
chloroform  sequence  is  that  it  is  necessary  to  be  very  caidil 
as  to  the  precise  depth  of  ether  ana?sthe8ia  wheu  the  change  t^ 
chloroform  is  effected.  The  chcinge  should  not  be  made  dun. 
struggling;  nor  should  it  be  made,  unless  unavoidabhy  irhen  .^w-^ 
of  deep  ether  anaesthesia  are  present.  As  a  general  rule,  tbr 
conjunctiva  should  be  slightly  sensitive  to  touch  when  the  unt 
antesthetic  is  replaced  by  the  other ;  but  swallowing  or  cougii- 
ing  may  also  be  accepted  as  an  indication  that  the  patient  t 
not  too  deeply  anaesthetised  for  the  change  to  be  effectr-. 
Unless  these  points  be  carefully  borne  in  mind,  a  large  aiii 
dangerous  intake  of  chloroform  may  result,  and  toxic  syTnptomf 
arise.  There  is  also  another  point  deserving  attention  in  iLi- 
connection.  It  is,  as  a  geneml  rule,  good  practice,  Ixifore  }»r- 
ceeding  to  chloroform,  to  allow  the  patient  to  cough  out  fna 
his  larynx  any  ether-mucus  that  may  he  present  witliin  ii 
If  this  be  not  done,  laryngeal  stridor,  jaw-spasm,  and  otl;*^. 
difficulties  may  be  experienced  throughout  the  chloroforij 
administration.  I  liave,  in  fact,  notes  of  more  than  one  casr 
in  which  the  presence  of  ether-mucus  seemed  to  be  the  determin- 
ing factor  of  respiratory  arrest,  tlie  patient  at  the  moment 
being  deeply,  but  not  dangerously  deeply,  imder  chlorofoni: 
Breathing  does  not  cease  from  this  cause  when  ether  is  givfu 
throughout,  the  respiratory  movements  being  too  forcible  to  1-^ 
influenced  by  the  slight  obstruction. 


E.  THE  NITBOUS  OXIDE-ETHEB-CHLOBOFOBM  SEQUENCE; 
THE  A.C.E.  (OB  C.E.)  -  ETHEB  •  CHLOBOFOBM  SE- 
QUENCE; AND  THE  CHLOBOFOBM-ETHEB-CHLOBa 
FOBM  SEQUENCE 

These  three  sequences  may  be  regarded  as  developmen:.- 
of  those  already  discussed,  and  the  advantages  to  be  gained  bj 
their  employment  will  be  obvious  from  remarks  already  madt 
The  nitrous  oxide -ether -chloroform  sequence  is  one  whick 
perhaps,  deserves  most  attention ;  for  by  its  use  as  a  routice 
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sequence  for  all  ordinary  surgical  cases,  nearly  every  possible 
requirement  will  be  fulfilled.  I  have  now  employed  this 
succession  of  antesthetics  for  several  years,  and  whilst  admit- 
ting that  it  is  hardly  suitable  for  use  by  those  who  have  had 
but  little  experience,  I  can  confidently  recommend  it  for 
others.  The  nitrous  oxide  prevents  the  unpleasantness  of 
ether ;  it  rapidly  destroys  consciousness ;  and  cuts  out  the 
stage  of  excitement.  The  ether,  when  given  after  nitrous 
oxide,  and  by  the  "close"  system,  prevents  struggling,  and 
rapidly  produces  deep  anyesthesia  without  subjecting  the 
patient  to  that  risk  which  attends  the  stage  of  rigidity  under 
chloroform.  And  the  chloroform  produces  a  quieter  and  more 
manageable  anaesthesia  than  ether ;  its  use  involves  a  smaller 
expenditure  of  nervous  energy;  it  produces  less  local  con- 
gestion ;  and  it  leads  to  less  disagreeable  after-effects.  The 
nitrous  oxide  and  ether  should  be  administered  as  described  on 
p.  407  ;  whilst  the  change  to  chloroform  should  be  effected 
in  accordance  with  the  principles  laid  down  above  (p.  418). 

The  A.C.E.  (or  C.E.)-ether-chloroform  sequence  and  the 
chloroform -ether -chloroform  sequence  possess  certain  of  the 
advantages  just  referred  to ;  but  they  are  open  to  the  objec- 
tion that  they  do  not  so  satisfactorily  prevent  excitement  and 
struggling.^ 

F.   OTHEB   SEQUENCES 

Clover,  who,  as  we  have  seen,  entertained  a  very  favour- 
able opinion  of  ethidene  dichloride,  used  to  precede  the  ad- 
ministration of  this  anaesthetic  bv  nitrous  oxide ;  but  this 
sequence  has  never  come  into  general  use. 

When  ether  does  not  produce  a  satisfactory  form  of 
anaesthesia,  a  change  to  the  A.C.E.  or  the  C.E  mixture  will 
often  answer  well.  Or,  in  certain  cases,  there  may  be  reasons 
for  inducing  amesthesia  with  the  A. C.E.  or  the  C.E.  mixture 
and  then  changing  to  chloroform. 

I  have  on  several  occasions  produced  deep  anaesthesia  by 

^  Mr.  F.  T.  Paul  of  Liverpool  {Lancet^  vol.  i.,  1898,  p.  679)  states  that  it  is 
his  practice  during  chloroforraisation  to  give  a  full  dose  of  ether  just  before  the 
stage  of  rigidity,  and  to  subsequently  resume  the  chloroform — in  other  woitis,  he 
finiploys  the  chloroform-ether- chloroform  sequence — and  that  the  results  are 
very  satisfactory. 
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means  of  nitrous  oxide  and  oxygen  (p.  255)  and  have  tbri 
proceeded  to  ether ;  but  this  particular  succession  has  littlr 
if  any  advantages  over  the  nitrous  oxide-ether  sequence  alre^iv 
considered  (p.  402). 

Upon  the  Continent,  bromide  of  ethyl  has  been  to  soci-^ 
extent  employed  immediately  before  chloroform  ^  ;  but  tbert 
are  no  special  advantages  in  such  a  procedure. 

Tr^lat,  Forne,  and  other  surgeons  have  recommended  tk 
administration  of  chloral  before  chloroform,  giving  from  haJ 
to  one  drachm  of  the  former  drug  about  an  hour  before  tLr 
inhalation  of  the  latter.  This  plan,  however,  is  now  rarely :: 
ever  used,  as  it  seems  to  increase  rather  than  to  diminish  tk 
risks  of  chloroform  anaesthesia. 

The  use  of  morphine  in  conjunction  with  general  an;i^ 
thetics  will  be  considered  in  the  following  chapter. 

1   Thenqyentic  GazctU,    15tli   February   1894,   p.    127.       See   also  DU-i.  t 
Physiologic:  Art.  " Anesthesie." 


CHAPTER    XV 

THE    USE    OF    MOKPHINE    IN    CONJUNCTION    WITH    GENERAL 

ANESTHETICS 

In  18G1  a  case  was  reported  by  Pitha  in  which  he  succeeded 
in  deeply  anaesthetising  a  patient  by  the  combined  action  of 
belladonna  and  chloroform,  after  chloroform  itself  had  proved 
ineffectual.  In  1863  Nussbaum^  of  Munich  employed 
morphine  in  conjunction  with  chloroform,  by  injecting  it 
during  chloroform  anaesthesia.  He  used  from  '03  to  '06  grm. 
of  the  acetate  of  morphine,  and  found  that  patients  thus 
treated  remained  in  a  deep  sleep  for  a  considerable  time  after 
the  withdrawal  of  the  chloroform,  and  then  woke  without 
nausea  or  vomiting.  At  about  the  same  time  Claude  Bernard 
observed  similar  effects  in  dogs;  and  in  1869  ^  published  his 
researches. 

MM.  Labb(5  and  Guyon  ^  seem  to  have  been  the  first  to 
administer  morphine  before  chloroform  in  surgical  practice. 
They  adopted  this  plan,  not  with  Nussbaum's  original  object, 
viz.  that  of  lessening  the  after-pain  of  operations ;  but  with 
Claude  Bernard's  idea,  viz.  that  of  facilitating  the  action  of 
chloroform,  and  rendering  far  smaller  quantities  of  the 
anjesthetic  than  usual  necessary.  They  injected  morphine 
about  20  minutes  before  chloroform  was  given,  and  found 
that  by  this  practice  the  excitement  stage  of  chloroformisa- 
tion  was  very  considerably  lessened,  and  that  when  once 
anaesthesia  had  been  produced,  extremely  small  doses  of  the 

^  The  Bavarian  Med.  IivtelHgcncer  for  October  1863  is  stated  to  contain 
Nussbaum's  paper.  See  also  Kappeler,  op.  cit.  ;  Med.  Times  and  Oaz.  vol.  i., 
1864,  pp.  259  and  596  ;  Med.  Times  and  Oaz.  vol.  i.,  1872,  p.  350. 

'^  Lancet,  vol.  ii.,  1869,  p.  789. 

^  Med,  Tinws  and  Oaz.,  23rd  March  1872,  j).  359. 
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anaesthetic  were  needed  to  maintain  insensibility  to  pain,  h 
the  same  year  Demarquay  ^  drew  attention  to  the  speciail 
dangers  which  might  arise  from  the  combined  action  of  thr 
two  drugs,  and  considered  morphine  contra-indicated,  morv 
esj)ecially  in  weak  subjects.  In  1877  Thiersch-  employed 
the  method  in  several  operations  about  the  mouth,  and  fountl 
it  possible  to  maintain  an  analgesic  state  in  which  the  patient 
although  unable  to  feel  pain,  could  aid  the  operator  bj'  cough- 
ing out  blood,  etc.,  when  requested  to  do  so.  Within  morv 
recent  times  other  surgeons  have  advocated  this  preliminary 
injection  of  morphine.  Thus,  Dr.  Alexander  Ci-ombie  of  tbt^ 
Bengal  Army,  writing  in  1880,^  stated  that  he  had  then 
employed  it  in  600  cases  with  excellent  results.  He 
advocated  the  injection  of  one-sixth  of  a  grain  imiiie<Iiately 
after  the  beginning  of  the  administration  of  chloroform,  and 
found  that  there  was  less  vomiting  than  with  chloroform 
alone,  and  that  tliere  was  a  striking  absence  of  all  asphyxia! 
symptoms  during  the  chloroform isation.  Kappeler  has  devoted 
much  attention  to  the  subject,  and  by  comparing  the  effects 
of  chloroform  without  morphine  and  chloroform  with  morphine, 
in  the  same  patient,  on  different  occasions,  concludes  that  the 
mixed  anaesthesia  is  quieter,  that  the  excitement  stage  is  mud 
shortened,  that  the  patient  is  brought  with  less  muscular 
action  into  the  stage  of  "  tolerance,"  that  irregularities  iL 
breathing,  leading  to  asphyxial  symptoms,  are  conspicuously 
absent,  and  that  nmch  less  chloroform  is  required.  He  finds, 
however,  that  vomiting  is  more  frequent  than  with  chloroform 
alone.  Kappeler  prefers  to  inject  morphine  20  to  30  minutes 
before  the  chloroform  is  given,  and  uses  in  adults  *015  gnu., 
and  in  children   01  grm. 

The  use  of  morphine  before  chloroform  has  been  found  i*' 
be  advantageous  in  cerebral  surgery,*  there  being  less  vascu- 
larity of  the  brain  and  its  membranes  with  this  "  mixed 
narcosis  "  than  with  chloroform  alone.  But  as  manv  of  the 
patients  requiring  these  operations  may  be  at  the  time  of  the 

^  Med.  Timc»  o)id  Ouz.,  2l8t  SejjtembcT  1872,  p.  334. 

2  Loner/,  8th  December  1877,  p.  861. 

^  PractU ionr.r,  December  1880,  p.  401. 

*  Brit.  Med,  Jouni.  vol.  ii.,  1886,  ]».  670.     See  also  p.  178  of  jiresent  work 
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administration  in  a  state  of  torpor  or  semi-coma,  or  may 
during  the  operation  display  symptoms  of  shock  or  respiratory 
depression,  considerable  discretion  must  be  exercised  in  apply- 
ing the  method.  Many  surgeons,  indeed,  who  at  one  time 
used  this  mixed  narcosis,  have  now  abandoned  it  in  these 
operations. 

Dr.  Julliard  of  Geneva  ^  advises  the  injection  of  one-sixth 
of  a  grain  of  morphine  20  minutes  before  ether  is  given.  He 
very  properly  insists,  however,  that  a  preliminary  trial  of 
morphine  some  days  before  the  operation  should  be  made,  in 
order  to  ascertain  the  patient's  susceptibility  to  the  drug.  Dr. 
Julliard  finds  that  patients  are  more  quietly  etherised  after 
morphine  than  under  ordinary  circumstances.  He  also  uses 
far  less  ether  to  keep  up  anaesthesia,  and  indeed  in  many  cases 
is  able  to  secure  an  analgesic  effect.  Curiously  enough, 
Kappeler  states  that  he  met  with  many  failures  in  giving  ether 
after  morphine,  and  with  more  excitement  than  usual. 

Dastre,  Morat,^  and  Schafer  *  have  advocated  the  addition 
of  atropine  to  morphine  with  the  object  of  avoiding  cardiac 
inhibition  during  anaesthesia,  the  atropine  being  given  in  doses 
of  from  xJ^th  to  yj^jth  of  a  grain.  But,  as  is  pointed  out 
elsewhere  (p.  96),  there  is  good  evidence  to  show  that  the 
risk  of  cardiac  inhibition  during  anaesthesia  is  far  less  than 
was  formerly  supposed,  so  that  there  is  little  or  no  need  for 
any  such  precautions. 

The  use  of  morphine  in  conjunction  with  general 
anaesthetics  has,  in  my  hands,  proved  to  be  of  most  service 
in  cases  in  which,  for  one  reason  or  another,  it  would  other- 
wise have  been  difficult  to  secure  the  desired  degree  of 
muscular  relaxation  and  quietude.  In  the  following  cases 
the  modifying  influences  brought  about  by  the  morphine  will 
be  sufficiently  obvious  : — 

Illustrative  Oase,  No.  26. — F.,  about  32.  A  cripple.  Often  has 
morphia  for  \mn.  Short  and  thin :  rather  anaemic  :  has  been  losing 
blood.       Good    heart -sounds     and     chest    expansion.       Quick    pulse. 


1  Op.  cU,     See  also  Brit.  Med.  Journ.  vol.  i.,  1891,  p.  920. 

2  See  Dastre,  op.  cit. 

3  BrU.  Med.  Journ.,  16th  October  1880,  p.  620.     Also  Brit.   Med.  Journ. 
vol.  ii.,  1880,  p.  240. 
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Oophorectomy  lastiiig  1 J  hour.  **  Gas  and  ether "  hy  Braine's  med  - 
Put  fairly  well  under  "  gas,**  but  not  as  far  as  deep  stertor.  Consideit,- 
struggling  during  change  to  ether.  (No  remembrance  of  this  on  recoTc.7 
Some  delay  in  obtaining  deep  anaesthesia.  Next  day  abdomen  reop^?i 
Temperature  rising.  Quick  pulse.  Precisely  same  plan  of  adminism 
tion  ;  but  three  doses  of  morphine  (each  ^  grain)  had  been  given  betweri 
first  and  second  operations.  Pupils  small.  Says  feels  drowsy.  !^ 
moist.  "Gas"  given  to  same  degree  as  before.  Respiration  becss* 
quieter  than  usual.  Change  to  ether  not  accompanied  by  slightest  strug^  • 
alteratu>n  in  brenthing.  Kept  corneal  reflex  present  Pulse  usually  IM- 
200.  Operation  ^  hour.  Very  little  ether  needed.  No  attempt  l 
coughing  or  retching.  No  secretion  of  mucus  as  on  previous  occas:  l 
Respiration  quiet 

niustrative  Case,  No.  26. — F.,  18.  Acute  peritonitis.  TempepmLt 
102'*.  Ill  four  days.  ?  Suppurating  tube.  Has  been  having  half  a  gran 
of  opium  every  three  or  four  hours.  Last  dose  two  hours  before  operati:*- 
Florid-looking.  Quick  respiration.  Nervous.  A-C.E.  (Skinner's  ma^l 
and  Rendle's).  Soon  breathing  became  slower  and  muscles  flaccid.  X 
resistance.  Conjunctiva  soon  insensitive.  Pupils  contracted.  Kept  4 
slight  conjunctival  reflex.  No  vomiting  or  retching.  No  reflex  of  any 
sort  Regular  breathing.  Abdomen  opened  and  offensive  pus  let  out  X 
stridor.  No  movement  or  noise.  Perfect  anaesthesia.  Grood  pulse  an^i 
colour.  Vomited  slightly  10  minutes  after  she  had  been  put  hati 
to  bed. 

niustrative  Case,  No.  27. — M.,  about  25.  A  florid,  athletic  nuE. 
Tall.  No  hair  on  face.  One-sixth  of  a  grain  of  morphine  10  minuto 
before  administration.  Operation  on  septum  nasi  and  turbinatetl  lM>die<. 
Sitting  posture.  Gas-ether-chloroform  sequence.  No  struggling.  Slight 
rigidity.  No  difficulty.  Kept  slight  corneal  reflex  as  a  rule.  On  out 
occasion  his  arm  moved,  and  on  two  occasions  his  neck  was  slightly  riirM 
Laryngeal  and  pharyngeal  reflexes  preserved.  Haemorrhage  free  on  two 
occasions,  but  distinctly  less  than  usual,  considering  type  of  subject  anl 
nature  of  operation.  No  phonated  sounds.  Very  good  result.  Pulse  full 
and  slow.  Respiration  deep  and  regular.  Operation  lasted  50  minute 
Left  patient  snoring  in  bed.     No  vomiting  or  retching  thi-oughout. 

Illustrative  Case,  No.  28. — R,  62.  Aldominal  section  for  {!)  gall 
stones.  Chloroform.  When  well  under,  so  much  larj^ngeal  closure  aisi 
consequent  enibttrrassnient  of  breathing  that  intra-abdominal  manipuU- 
tions  were  hardly  possible.  One  quarter  of  a  grain  of  morphine  injecred. 
and  in  10-12  minutes  condition  improved.  Deep  chloroform  aniesthesid 
neecied,  however,  for  rest  of  operation,  which  lasted  2|^  hours.  No  r^ 
spiratory  depression.     Good  recovery. 

lUostrative  Case,  No.  29. — M.,  about  46.  A  powerfully-built  man. 
Have  given  him  chloroform  on  two  previous  occasions  ;  once  for  remoTal 
of  half  of  larynx,  and  once  for  removal  of  further  portion.  On  la*t 
occasion  no  tracheotomy  tube  used  ;  lint  much  in  operator's  way ;  and 
somewhat  troublesome  cough  throughout  To-day  \  grain  mor|)hini^ 
12  minutes  before  chloroform.     Operation,  suturing  pharynx.      In  3-4 
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minutes  alter  administration  begun,  some  rigidity  of  neck  with  half-open 
lids  and  distinct  corneal  reflex.  Less  struggling  and  rigidity  than  on 
former  occasion.  Found  it  possible  to  keep  up  anaesthesia  by  pumping 
chloroform  vapour  by  means  of  Junkei-'s  inhaler  over  site  of  operation 

a  plan  which  would  have  been  quite  useless  in  the  absence  of  morphine. 

Operation  1|  hour.  Only  coughed  three  times,  and  then  not  incon- 
veniently. Great  improvement  in  type  of  anaesthesia.  Hands  moved 
slightly  once  or  twice,  but  not  inconveniently.  Respiration  tranquil. 
Colour  good.  Pulse  good.  Very  little  haemorrhage.  Patient  in  dorsal 
posture  with  head  extended.  In  this  delicate  operation  great  quietude 
"was  essential,  and  this  could  not  have  been  secured  (in  such  a  subject 
during  such  an  operation)  by  chloroform  alone. 

Whilst  there  can  be  no  doubt  that  the  use  of  morphine  in 
conjunction  with  general  anaesthetics  is  of  distinct  advantage 
in  many  cases,  we  must  not  lose  sight  of  the  fact  that  objec- 
tions to  the  routine  employment  of  this  mixed  narcosis  un- 
doubtedly exist.  In  addition  to  Demarquay,  others  have  raised 
a  warning  voice  as  to  the  danger  of  employing  opiates  in 
conjunction  with  anaesthetics  in  certain  cases.  Dr.  E.  H. 
Jacob  ^  of  Leeds  points  out  that  there  may  be  some  risk  in 
administering  ether  to  patients  already  under  the  influence  of 
an  opiate,  and  cautions  surgeons  to  be  on  the  alert  for  this 
contingency  when  operating  for  hernia,  as  patients  with  that 
affection  are  often  under  opium  at  the  time  the  anapsthetic  is 
given.  Mr.  Clement  Lucas  ^  states  that  he  has  seen  two  cases 
of  collapse  and  death  after  operations  for  hernia,  and  believes 
that  the  morphine  was  to  a  great  extent  answerable.  These 
views  are  quite  in  accordance  with  those  which  I  ventured  to 
express  in  1886.  When  writing  in  that  year  I  was  unaware 
that  any  attention  had  previously  been  directed  to  the  dangers 
of  the  mixed  narcosis.  I  then  published  ^  details  of  a  case  in 
which,  during  the  operation  for  the  removal  of  a  cerebral 
tumour,  the  patient  being  at  the  time  under  the  combined  in- 
fluence of  morphine  and  chloroform,  respiratory  paralysis  took 
place.  The  case  possessed  so  many  points  of  interest  that  I 
may  perhaps  be  allowed  to  again  refer  to  it. 

lUnstrative  Oase,  No.  30. — M.  K.,  a  female  patient,  fet.  26,  was 
a<lmitted  into  hospital  suffering  from  symptoms  undoubtedly  due  to  the 


»  BrU.  Med.  Joitm.  vol.  i.,  1881,  p.  30.         2  jf^id  vol.  i.,  1882,  p.  500. 

^  PrarlUioner,  vol.  xxxix.,  1887,  p.  93. 
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presence  of  a  cerebral  tumour.     The  day  before  the  operation  she  coc 
not  be  roused  ;  her  pupils  were  large,  active  to  light,  and  equal ;  her  pel' 
was  84  ;  her  respiration  18,  and  shallow;  and  she  had  right  hemipl«c^- 
involving  the  face.     On  the  day  of  operation  she  was  quite  unc(Hi9cic& 
her  respiration  was  24,  and  somewhat  noisy  ;  and  her  pulse  100.     Oft^ 
third   of  a  grain  of   morphine    was   injected    subcutaneously,   and  d- 
administration  of  chloroform  (diluted  with  one-fifth  of  ethylic  alcos-* 
was  commenced   by   means  of  Junker's   inhaler.     Slight   coughing  ss 
feeble  struggling  were  noted.     Comeae  insensitive  in  about  four  miaiitt^ 
Once  only  after  this  was   it  necessary  to  reapply  the   chloroform  fee  i 
few   seconds.      One  drachm  of  the  anaesthetic  was  required  altogeibet 
When  o[)eration   commenced    pulse   regular  but   weak,  and    respiraU". 
phallow.     Forty  minutes  after  the  administration  was   begun  hreaiha:. 
gradually  ceased.      Artificial  respiration  twice  restored   breathing  fof 
short  time.     One  hour  after  administration  commenced  breathin"  cta.^-: 
for  third  time,  and  could   not  be  re-established.     Artificial   respirai^- 
by    Silveder^s   method  was   kept    up    continumtsly  for  four   hours,      Wb-i 
artificial  respiration  was  suspended,  cyanosis  ensued,  and  the  puli^  becaia^ 
feebler.     About  2i  hours  after  administration  commenced  it  was  dedvie-i 
to  attempt  to  complete  the  operation.      This  was  successfully  accomplisttru 
artificial  respiration  being  carried  on  the  whole  time.      At   the  end  c' 
four  hours  automatic  breathing  returned,  and  the  patient  was  movtd  of 
to  bed. 

It  is  difficult  to  say  what  was  the  actual  cause  of  ih- 
cessation  of  breathing  in  this  case.  Whilst  the  anaestheti: 
may  have  been  the  exciting  cause,  it  is  obvious  from  the  fact 
that  artificial  respiration  had  to  be  kept  up  for  four  hour? 
before  automatic  breathing  would  return,  that  other  more  poteci 
influences  were  at  work,  and  amongst  these  the  morphine 
probably  held  a  prominent  position.^ 

Since  the  case  above  related,  I  have  seen  others  in  which 
the  use  of  an  opiate  before  the  administration  of  an  ana^thetic 
has  led  to  peculiar  symptoms  during  imajsthesia.  It  is  often 
possible,  indeed,  to  tell  from  the  manner  in  which  the  patient 
behaves  under  chloroform  or  ether  that  he  has  been  takinii 
morphine  in  some  form  or  another.  He  passes  with  remark- 
ably small  quantities  of  the  anaesthetic,  and  without  any 
muscular  spasm,  into  deep  anaesthesia ;  his  breathing  is  ofta 
abnormally  slow ;  and  unless  very  small  quantities  of  the 
anaesthetic    be    used,    respiration    may    become    unexpectedly 

^  See  also  an  interesting  case  in  the  Dettfal  Cosmos^  November  1895,  p.  9^' 
Nitrous  oxide  was  given  after  'I  grain  of  morphine,  and  respiratory  jwnlj'si* 
ensued.     Artificial  respiration  was  successful. 
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npaired.  Surgeons  do  not  always  acquaint  the  administrator 
ith  the  previous  treatment  their  patients  have  received,  and 
iie  anaesthetist  should  therefore  be  on  his  guard.  In  feeble 
nd  exhausted  patients,  in  those  who  are  lethargic  or  semi- 
omatose,  and  in  those  with  any  respiratory  difficulty,  I  am  of 
►pinion  that  the  advantages  obtainable  from  morphine  are  not 
iifficiently  weighty  to  counterbalance  the  risks  attendant  upon 
ts  employment. 

In  the  two  following  cases,  which  appear  to  me  worthy  of 
>rief  notice,  the  state  of  the  patient  after  the  operation  seemed 
io  be  due  to  the  effects  of  morphine  given  whilst  the  patient 
^vas  still  under  the  influence  of  the  anaesthetic. 

ninstrative  Case,  No.  31. —  F.,  about  38.  Peritonitis  and  in- 
testinal obstruction  of  four  days'  standing.  Abdomen  much  distended. 
Frequent  vomiting.  Rapid  respiration,  entirely  thoracic.  A.C.E.  mixture 
j^iven.  Abdominal  section.  Operation  lasted  about  an  hour.  Good 
colour  at  end  of  operation,  and  fair  pulse.  No  tracheal  rdles.  Twenty 
minutes  later  40  minims  of  Tr.  opii  given  by  rectum.  In  45  minutes 
patient  cyanosed,  and  in  great  respiratory  distress.  Cheyne- Stokes 
breathing.^  Patient  propped  up  in  bed.  Breathing  gradually  became 
calmer,  and  in  about  two  hours  the  duskiness  had  passed  off. 

ninstrative  Case,  No.  32. — M.,  cot  19.     Fair  sute  of  health.     Re- 
moval   of   vermiform    appendix.      A.C.E.    mixture    given    throughout, 
except  for  15  minutes  in  middle  of  administration,  when  chloroform  was 
used  at  the  request  of  the  surgeon.     Duration  of  administration  one  hour 
and  a  half.     Satisfactory  ansesthesia.     Respiration  always  quick.     Pulse 
good.     At  end  of  operation  \  grain  of  morphine  introduced  into  rectum  : 
patient  still  well  under  ansesthetic.     Swallowing  movements  came  on, 
but  no  cough  or  attempt  at  vomiting.     Respiration  became  extremely 
cpiiet.     Could  not  rouse  patient.     Pupils  moderately  contracted.     Colour 
began  to  grow  dusky,  but  duskiness  kept  in  check  by  flicking  chest  with 
towel  and  so  stimulating  respiration.      Pulse  rather  feeble.     He  lay  like 
this  for  45  minutes,  with  no  cough,  although  some  mucus  could  be  heard 
at  back  of  throat      Some  moaning  and  restlessness.     Synjptoms  gradually 
subsided,  and  case  did  very  well 

In  the  two  last -mentioned  cases  I  have  every  reason  to 
believe  that  the  opiate  was  the  cause  of  the  peculiar  symptoms 
observed ;  for  I  have  not  met  with  such  symptoms  after 
anaesthetics  when  no  opiate  has  been  given. 

1  Se6  **The  Influence  of  Certain  Drugs  on  Cheyne-Stokes  Respiration,"  by 
(f.  A.  Gibson,  M.A.  {Pr(utitUme)\  vol.  xxxviii.,  1887,  p.  85).  See  also  '*Two 
Cases  showing  Cheyne-Stokes  Respiration  in  connection  ^sith  the  Administration 
of  Chloroform  and  Morphine,"  bv  U  A.  Parrv,  M.B.  {Lancet,  18th  January 
1896,  p.  161). 
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Several  fatalities  have  been  recorded  iii  which  the  fs- 
symptoms  were  partly  if  not  wholly  due  to  the  combined  L 
fluence  of  the  opiate  and  the  anaesthetic.^ 

Should  it  be  decided  to  administer  morj^hine  before  chlor  - 
form  or  ether,  the  susceptibility  of  the  patient  to  the  di_ 
should  be  previously  ascertained.  One  quarter  of  a  grain  > 
orenerally  sufficient,  but  somewhat  larger  doses  may  be  need-: 
in  exceptional  cases.  The  injection  is  best  made  abi^r 
20  minutes  beforehand.  The  anaesthetic  should  be  dv-ri 
till  the  usual  signs  of  anaesthesia  commence  to  appear.  I: 
should  then  be  discontinued  for  a  few  moments,  and  oiiK 
reapplied  as  occasion  may  require.  As  little  as  possible  of  rh- 
ether  or  chloroform  should  be  subsequently  administered ;  tk 
conjunctival  reflex  should  be  retained ;  and  an  analgesic  nith^r 
than  a  truly  anaesthetic  state  aimed  at.  The  objections  wbi:l 
usually  attend  upon  imperfectly-established  anaestliesia  do  ir: 
apply  with  anything  like  their  usual  force  when  morphine  bai 
been  given. 

In  administering  an  opiate,  either  subcutaneously  or  by  tik^ 
rectum,  after  the  withdrawal  of  the  anaesthetic,  it  is  advisaUt; 
to  wait  till  the  patient  displays  distinct  signs  of  recovery  fix'ir. 
the  anaesthetic.  Should  much  mucus  be  present  within  tin 
air-passages,  morphine  should  be  withheld  till  the  mucus  ha^ 
either  been  coughed  out  or  swallowed.  It  is  needless  to  ad<i 
that  when  any  pre-existing  respiratory  affection  is  present 
opiates  should  not  be  given. 

1  See  Mrd.  Times  and  ^^/r.  vol.  i.,  1867,  p.  633  ;  Brit.  Mai,  Jourtt.  vol.  i- 
ISST,  p.  69  (sevfral  cas«\s  4Uoted),  and  vol.  i.,  1S82,  p.  501. 


PART  rv^ 

THE  MANAGEMENT  AND  TREATMENT  OF  THE 
DIFFICULTIES,  ACCIDENTS,  AND  DANGEIiS  OF 
GENERAL  SURGICAL  AN^:STHESIA 


PRELIMINARY  NOTE 

It  may  seem  to  many  that  unnecessary  stress  has  been  laid  upon  tui- 
part  of  the  subject.  The  reader  must  not  imagine,  however,  thai  lu 
numerous  ditticulties,  accidents,  and  dangers  about  to  be  discussed  art  c ' 
such  common  occurrence  tis  their  detailed  description  might  suggest 
But  seeing  that  troublesome  and  even  threatening  symptoms  sometinjo 
supervene  in  an  unexpected  manner,  it  behoves  every  one  who  give»  at 
aiiaosthetic,  even  for  the  most  trifling  operation,  to  be  fully  convensant 
with  the  proper  treatment  that  should  be  adopted.  It  has  hence  becc 
thought  desirable  to  go  as  thoroughly  into  the  matter  as  possible. 


CHAPTER    XVI 


MINOR   DIFFICULTIES 


In  the  preceding  Parts  of  this  work  frequent  reference  has 
been  made  to  the  various  difficulties,  accidents,  and  dangerous 
conditions  with  which  the  administrator  of  an  anaesthetic  may 
possibly  have  to  cope  in  the  discharge  of  his  duties.  It  has 
been  pointed  out  that  certain  subjects  are  more  prone  to  give 
trouble  than  others  (Chap.  VI.) ;  that  when  some  operations  are 
in  progress  there  is  a  greater  tendency  to  the  supervention  of 
thereatening  symptoms  than  when  others  are  being  performed 
(Chap.  VII.) ;  and  that  with  each  auaesthetic  which  has  been 
discussed,  special  and  peculiar  phenomena  of  an  inconvenient 
or  possibly  dangerous  character  may  occasionally  make  their 
appearance.  It  will  also  be  remembered  that,  when  consider- 
ing the  preparation  of  the  patient  for  the  administration, 
reference  was  made  to  the  few  necessary  appliances  which 
should  always  be  at  hand  for  the  treatment  and  removal  of  the 
various  difficulties,  accidents,  and  dangers  which  may  com- 
plicate the  administration  (Chap.  VIII.).  But  whilst  the  circum- 
stances under  which  difficulties  may  occur  are  of  the  most 
varied  description,  the  treatment  to  be  adopted  must  be  the 
same.  It  therefore  appears  to  me  to  be  most  convenient  to 
consider  this  branch  of  the  subject  from  a  general  standpoint. 

Whilst  it  would  perhaps  be  misleading  to  emphasise  the 
frequency  with  which  troublesome  cases  present  themselves  in 
actual  practice,  it  would  be  equally  misleading  were  we  to 
regard  these  minor  difficulties  as  unimportant.  By  the  careful 
observation  of  the  patient's  syniptoms ;  by  watching  with  an 
attentive  eye  for  the  slightest  deviation  from  what  may  be 
called    the   normal    course ;  and    by    correcting    or    relieving 
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symptoms  which  are  in  themselves  but  trifling,  it  is  ot:c_ 
possible  to  avoid  difficulties  and  dangers  of  a  serious  or  abidi^, 
character. 

A.   MINOB  BE8PIBAT0BY  DIFFICnLTIES 

Patients  sometimes  give  trouble  by  breathing  in  a  hesitat- 
ing and  imperfect  manner.  Others  hold  the  breath  and  refusr 
to  breathe  at  all.     With  nitrous  oxide,  such  difficulties  mav 

* 

come  about  from  tight-lacing,  from  the  patient  being  ignorant  o: 
the  manner  in  which  he  should  inhale,  or  from  sheer  nervous- 
ness and  apprehension.  The  remedy  in  each  case  is  suffi- 
ciently obvious.  With  children,  any  crying  or  attempt^i 
rebellion  should  be  met  by  continuing  the  administration,  fur 
in  a  few  seconds  anaesthesia  must  ensue.  With  other  ana>- 
thetics  restricted  breathing  is  often  due  to  too  strong  a  vapour : 
but  even  though  a  very  dilute  vapour  be  used,  some  patient? 
will  absolutely  refuse  to  breathe  freely.  In  such  cases  en- 
couragement and  reassurance  should  be  brought  to  bear ;  an'J. 
above  all  things,  the  administrator  should  never  lose  patienct 
in  dealing  with  the  difficulties  he  has  to  encounter. 

In  some  patients  the  breathing  may  remain  hesitating  ami 
restricted  after  consciousness  has  been  completely  abolished. 
I  have  notes  of  two  cases,  indeed,  in  which  actual  cessation  of 
respiration  seemed  to  arise  in  this  way.  In  one  of  these  the 
patient  was  a  hysterical  young  woman  to  whom  nitrous  oxide 
was  being  given ;  in  the  other  A.C.E.  was  the  anaesthetic,  and 
the  patient,  a  middle-aged  man,  who  had  obstinately  refused  to 
breathe,  became  so  much  asphyxiated  that  it  was  necessar)-  to 
open  his  mouth  and  separate  his  tongue  from  the  pharyngeal 
wall. 

The  other  minor  respiratory  difficulties  which  may  arist 
will  be  considered  in  the  following  chapter. 

B.   EXCITEMENT:  MUSCULAB  MOVEMENT: 
INCONVENIENT  BIGIDITT 

The  various  muscular  phenomena  which  may  be  met  with 
during  the  administration  of  aucTsthetics  have  been  fullv  con- 
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siclered  (p.  54);   and  the  reader  is  specially  referred  to  the 
remarks  already  made. 

The  (1)  uncontrollable  "nervous"  movements,  the  (2) 
aouscious  voluntary  movements,  and  the  (3)  sub -conscious 
voluntary  movements,  do  not  as  a  rule  give  rise  to  any  ditti- 
C3i.ilties.  The  (4)  unconscious  excitement  or  intoxication  move- 
ments, as  well  as  (5)  all  tonic  and  (6)  clonic  movements, 
which  are  generally  spoken  of  collectively  as  "  struggling," 
may,  however,  be  so  pronounced  that  considerable  difficulty 
may  be  experienced  by  the  anaesthetist. 

This  is  not  likely  to  be  the  case  with  nitrous  oxide  when 
y^iven   by   means   of  an   accurately   working   and   well-fitting 
apparatus;  nor  with  ether  when  properly  administered  by  tiie 
"  close"  system.      But  the  faulty  administration    of   nitrous 
oxide,  the  use  of  ether  by  the  semi-open  system,  and,  in  certain 
subjects,  the  inhalation  of  chloroform  in  the  usual  manner,  are 
one  and  all  liable  to  be  attended  by  shouting,  gesticulation, 
violent  muscular  excitement,  pugilistic  movements,  etc.     When 
anaesthetising  hysterical  young  women,  hyper-sensitive  persons 
of  both  sexes,  alcoholic  individuals,  and  those  who  have   be- 
come addicted  to  morphine,  chloral,  etc.  (p.  120),  the  adminis- 
trator must  be  on  his  guard,  and  he  should  have  assistance 
within  easy  call  in  case  the  patient  should  become  unmanage- 
able.^     Excitement  is  often  initiated  by  unnecessary  restraint. 
Patients  should  never  be  touched  or 'in  any  way  held  during 
the  first  few  breaths  of  the  anaesthetic.      I  have  often  known 
emotional  disturbances  started  by  merely  grasping  the  hand  of 
a  partly -amesthetised    subject.     Another    frequent    cause    of 
excitement  and  struggling  is  the  employment  of  too  concen- 
trated a  vapour  and  too  rapid  an  administration.     As  already 
indicated,  great  care  is  necessary  in  administering  chloroform 
to   hysterical   subjects   and    others    who    breathe    rapidly    or 
struggle    during    the    initial    stages    of   anaesthesia    (p.  349). 

^  I  have  fortunately  only  once  failed  to  induce  anaesthesia.  The  patient,  a 
thick -set  man  of  46,  was  a  great  smoker,  moderate  drinker,  and  gave  a  history 
of  having  damaged  furniture  to  the  extent  of  £40  when  a  dentist  endeavoured 
to  ansesthetise  him  with  nitrous  oxide.  I  tried  a  gradual  administration  of 
A.C.E.,  but  without  success.  I  then  attempted  '*gas  and  ether"  ;  but  this 
i*apidly  induced  so  much  maniacal  excitement  that  nothing  could  be  done. 
There  was  a  history  of  insanity  in  the  family. 

2  F 
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Should  the  patient's  movements  be  such  that  he  might  possK 
do  himself  damage,  or  interfere  with  the  administration,  L 
should  be  held  by  an  assistant,  but  care  should   be   taken  n 
to  lean   heavily  upon  the  chest  or  abdomen.      As  a   gener- 
rule,  the  cautious  but  continuous  application  of  the  ana^stben 
quickly  causes  such  muscular  phenomena  tx>  subside.      Wiu 
chloroform  care  must  be  taken,  as  has  been  fully  explains 
not  to  limit   the  air-supply  during  this  so-called   strugglicL 
whereas  with  ether  moderate  air-limitation  is  advantageous  r 
this  point,  and  free  from  risk  in  persons  of  average   strength 
With  nitrous  oxide  a  rapid  increase  in  the  supply  of  the  anes- 
thetic is  indicated,  and  greater  pressure  should    be   made  up  i 
the  face-piece  in  order  that  all  air  may  be  excluded. 

Sometimes  it  is  difficult  to  secure  thorough   and   complek 
muscular  relaxation  duriug  surgical  anaesthesia,  certain  parU?  i*i 
the   body   remaining   inconveniently  rigid    for   a    long  perii'^ 
Muscular  and  athletic  patients,  alcoholics  of  both    sexes,  a&i 
tall,  dark,   muscular  men  of  nervous  temperament,  are  par- 
ticularly liable  to  give  trouble  to  the  anaesthetist  by  remaimuL 
inconveniently  rigid.     With  nitrous  oxide,  as  has  been  points! 
out,  muscular  flaccidity  can  never  be  relied  upon.      With  ether, 
too,  there  is  on  the  whole  a  greater  tendency  to  inconvenieDt 
muscular  rigidity   than   with    chloroform.      Time    should    be 
allowed,   when   employing   ether,   for   complete   relaxation  t<» 
become  established.     A  •patient  may  be  rendered  deeply  un- 
conscious with  this  anaesthetic  in  a  minute  or  two,  but  ten 
minutes    or    thereabouts    may    be    required    before    thorough 
flaccidity  can  be  said  to  be.  present.     If  rigidity  persist  after 
this  period  has   elapsed — a   most  inconvenient  condition  in 
abdominal   or   bladder  surgery — a  few  drops   of    chloroform 
should  be  administered  upon  lint ;  as  a  general  rule  the  tonii 
spasm  will   then   quickly   pass  away  and  the  ether   may  be 
resumed.     Eigidity   will  often  disappear  when    more    air  is 
allowed,  a  fact  which  suggests  that  the  condition   may  some- 
times depend  upon  intercurrent  asphyxiation.     I  have  known 
a  widespread  and  inconvenient   rigidity  of  the  body   coexist 
with  an  imperfect  entry  of  air,  from  the  tongue  being  pre^e*! 
against  the  teeth  :  when,  by  the  separation  of  the  teeth,  a  more 
free   passage  of  air  became  established,  the  rigidity  at  once 
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•assed  off.  I  have  also  noticed  gi*eater  rigidity  when  employ- 
tig  narrow -bore  ether  inhalers  than  when  using  those  of 
arger  calibre  (see  p.  278).  When  attempting  to  overcome 
igidity  by  means  of  ether,  we  should  not  only  give  large 
[uaiitities  of  the  drug,  but  also  an  increased  air-supply. 
►Vhenever  ether  fails  to  relax,  chloroform  should  be  resorted 
o.  I  have  come  to  the  conclusion,  however,  that  even  with 
chloroform  there  are  certain  cases  in  which  it  is  unsafe  to 
^iish  the  administration  to  the  point  of  complete  abdominal 
•elaxation.  I  have  notes  of  several  patients  in  which  impair- 
iient  of  breathing  and  other  signs  of  chloroform  toxaemia  have 
ippeared  just  as  I  have  been  on  the  point  of  obtaining  mus- 
cular flaccidity.  Fortunately  such  cases  are  very  exceptional. 
Curiously  enough,  there  are  certain  remarkable  cases  in  which 
full  doses  of  ether  will  relax  more  completely  than  full  doses 
Df  chloroform. 

In  one  such  case,  that  of  a  publican  set.  56,  of  heavy  build,  and  with 
a  large  abdomen,  I  administered  "gas  and  ether"  and  then  changed  to 
chloroform,  but  it  was  impossible  to  obtain  complete  abdominal  relaxa- 
tion. The  operation  was  for  appendicitis.  I  therefore  again  returned  to 
ether,  giving  it  freely  from  an  Ormsby's  inhaler,  and  the  abdomen  quickly 
relaxed.  With  the  object  of  ascertaining  whether  the  effect  had  been 
purely  accidental,  I  again  changed  to  chloroform  ;  but  the  rigidity  at 
once  returned,  so  I  was  obliged  to  finish  the  case  with  ether. 

In  certain  subjects  and  in  certain  operations  it  may  be 
impossible  to  abolish  all  reflex  movements  without  running 
the  risk  of  administering  an  overdose.     Neurotic  and  alcoholic 
patients    are    most    liable    to    display    exaggerated     reflexes. 
Cutaneous  incisions  about  the  feet  and  legs,  rectal,  urethral, 
and  vesical  operations,  manipulations  within   the    peritoneal 
cavity,  and  the  dilatation  of  any  of  the  natural  orifices  of  the 
body,  are   particularly  prone   to    elicit  reflex  response,  even 
during  deep  anaesthesia.     Owing  to  the  comparatively  wide 
margin  of  safety  with  ether,  this  amesthetic  is  specially  in- 
dicated when   it    is    desired   to   secure    absolute    immobility. 
Chloroform  is,  as  we  have  seen,  liable  to  bring  about  a  state  of 
false  anaesthesia  in  which  reflex  movement  may  be  very  marked. 
It  sometimes  happens  that  the  resources  of  the  anaesthetist 
may  be  sorely  taxed  in  attempting  to  abolish  a   particular 


436  ANESTHETICS  ce- 

reflex.     The  following  case,  which  has  many  points  of  int«res. 
will  make  this  clear : — 

niostratiTe  Case,  No.  33. — M.,  about  38.  Fat.  Very  large  ibki 
neck.  Full  chin  ;  much  fat  round  angles  of  jaws.  A  heavily-built  lui 
A  perfect  set  of  teeth.  Suffers  from  pharyngitis.  Slight  cough.  Xa.-^ 
passages  not  very  free.  Drinks  a  bottle  of  brandy  a  day.  Fairly  po*. 
heart-sounds.  Not  nervous.  Administration  begun  10.10  A-M.  5 
footl  since  previous  night  Varicose  veins,  both  legs.  Administraii  : 
lasted  2  hours  20  minutea  ACE. -ether  sequence  (see  p.  413\  N 
excitement  to  s})eak  of.  Soon  stertorous  with  ether,  but  muscles  rir^l 
and  breathing  rather  embarrassed,  so  changed  to  chloroform  (SkiiincJ- 
ma^k).  Found  it  necessary  to  keep  Mason's  gag  in  mouth,  and  tongi:- 
forceps  applied.  Very  narrow  workable  area.  On  the  one  hand  >  ii- 
convenient  reflex  movement ;  slight  phonation  j  breathing  fairly  fret  ■: 
only  slightly  obstructed  by  spasmodic  retraction  of  tongue  ;  slight  or  i: 
corneal  reflex ;  pupils  variable.  On  the  other,  with  more  chloroforni  ' 
slight  reflex  movement ;  greatly  obstructed  breathing  —  the  tooD-t 
requiring  forcible  traction  to  overcome  spasm  ;  no  phonation  ;  no  coraei 
reflex  ;  slij^ht  duskiness  ;  larger  pupils.  Difficulties  augmented  U 
presence  of  laryngeal  mucus.  Quick  recovery  from  anaesthetic  follow^: 
by  heavy  sleep. 

In  this  case,  which  was  an  exceeding! v  difficult  one,  life 
choice  lay  between  permitting  reflex  movements  of  the  legs  ani 
bringing  about  a  dangerous  degree  of  obstructed  breathing. 

Clonic  muscular  plienomena  and  the  curious  movements  (7- 
referred  to  on  p.  56  must  be  regarded  with  suspicion  wliei. 
they  arise  under  chloroform.  They  are  liable  to  mislead  tht 
anaesthetist,  who  may  mistake  them  for  i-eflex  movements  an*! 
increase  the  anaesthetic  ;  they  call,  however,  for  opposite 
treatment. 

Fine  rhythmic  tremor  (8)  may  be  met  with  under  all 
anaesthetics,  but  it  is  most  common  under  ether.  It  chiefly 
affects  the  lower  extremities,  but  it  may  be  general.  Muscular, 
nervous  men,  whose  legs  are  exposed  during  the  course  of  an 
operation,  seem  particularly  liable  to  tremor.  As  a  rule  it  mar 
be  stopped  either  by  altering  the  position  of  the  legs  and  feet 
or  by  increasing  the  depth  of  ansesthesia.  It  is  rare  under 
chloroform. 

C.   COUGH 

Coughing  is  always  associated  with  a  slight  or  moderaU" 
degree  of  anaesthesia ;  it  never  occurs  in  very  profound  narcosisu 
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111  the  early  stages  of  the  administration  it  may  depend,  as  is 
sonaetimes  the  case  when  administering  nitrous  oxide,  upon  a 
long  uvula  which  touches  the  pharynx.     An  alteration  in  the 
position    of   the    head    at    once    subdues    the    cough.      Most 
commonly,  however,  at  this  stage  coughing  is  due  either  to  too 
pungent   a  vapour  or  to  the   presence  of  mucus  and  saliva 
within  or  about  the  laryngeal  orifice.     Patients  with  an  irritable 
throat,  and  those  who  have  recently  smoked,  are  particularly 
liable  to  cough  at  the  beginning  of  the  administration.     Speak- 
ing generally,  coughing  should  be  kept  in  abeyance,  for  it  is 
likely  to  inconvenience  the  operator  in  most  operations,  and 
more  especially  in  abdominal,  ophthalmic,  and  bladder  cases. 
If  it  be  difficult  to  abolish  cough  when  using  ether,  chloroform 
should  be   substituted ;  but  great  care  must  be  exercised  in 
effecting  the  change  owing  to  the  free  intake  of  chloroform 
vapour  during  the  deep  inspirations  between  the  coughs.     As 
already  explained,  there  are  some  cases  in  which  an  occasional 
cough  is  a  positive  advantage,  for  it  keeps  the  air-passages  free 
from  blood  (p.  148).     In  persons  with  much  bronchitis,  or  with 
any  affection  accompanied  by  pulmonary  or  bronchial  secretion, 
an  occasional  cough  is  to  be  encouraged.     Coughing  is  nearly 
always  preceded  by  deglutition-movements,  so  that,  should  the 
administrator  desire  to  keep  his  patient  free  from  cough,  he 
should  narrowly  watch  the  behaviour  of  the  larynx.     The  possi- 
bility of  epistaxis  and  haemoptysis  taking  place  during  anaesthesia 
must  not  be  forgotten. 

D.   mCCOUGH 

Hiccough  seems  to  be  most  prone  to  occur  when  the  intestines 
are  being  manipulated  or  operated  upon.  It  is,  however,  very 
rarely  met  with.  It  is  chiefly  inconvenient  during  abdominal 
operations,  and  in  cases  requiring  regularity  and  tranquillity 
of  breathing.  Unfortunately  hiccough  is  difficult  to  relieve. 
It  occurs  with  ether  as  well  as  with  chloroform,  and  is  little  if 
at  all  influenced  by  modifying  the  depth  of  anaesthesia.  I  have 
notes  of  a  case  of  gastro-enterostomy  in  which  hiccough  occurred 
and  lasted  half  an  hour.  Chloroform  was  the  amesthetic. 
Directly  Murphy's  button  was  inserted  and  the  stomach 
distension  relieved,  the  hiccough  disappeared. 
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E.  BETGHIHG:  VOMITING 

Retching  and  vomiting,  like  coughing,  never  occur  dorit, 
very  profound  anaesthesia.  They  are  met  with  either  l»ef'> 
true  surgical  anaesthesia  has  become  estabUshed,  or  wJiilst  ti: 
])atient  is  emerging  from  the  effects  of  the  anaesthetic  I: 
is  the  duty  of  the  anaesthetist  to  do  all  in  his  power  i> 
prevent  their  occurrence  whilst  the  patient  is  under  hi- 
charge.  Retching  and  vomiting  are  objectionable  as  comphoi 
tions  of  surgical  anaesthesia  for  at  least  three  reasona  h 
the  first  place,  the  movements  of  the  patient's  abdoniinal  an 
thoracic  parietes  may  embarrass  the  operator,  or  actual!^ 
render  the  operation  hazardous  or  impossible ;  in  the  nexi 
place,  should  there  be  food  present  in  the  stomach,  its  discharpr 
during  light  or  moderately  deep  anaesthesia  may  interfere  will 
the  administration,  or  endanger  the  life  of  the  patient ;  anl 
lastly,  as  already  pointed  out,  there  is  with  many  anaesthetic?, 
but  more  particularly  with  chloroform,  a  liability  to  syna>}^ 
during  the  act  of  vomiting.  To  avoid  the  contretemps  in  question, 
the  anaesthetist  should  give  the  anaesthetic  as  speedily  as  is  com- 
patible with  safety,  and  should  keep  the  patient  deeply  under 
its  influence.  An  intermittent  inhalation  will  be  verv  liable  to 
lead  to  swallowing,  retching,  and  possibly  actual  vomiting. 

Some  patients  are  much  more  liable  to  retching  and 
vomiting  than  others.  The  most  liable  appear  to  be  tremulous 
and  bloated  patients  of  alcoholic  habits ;  flabby  young  men  and 
women  with  muddy  complexions ;  and  persons  who  are,  as  it  is 
said,  of  "  bilious  temperament "  or  liable  to  "  sick  headaches." 
Persons  of  spare  build,  as  well  as  the  aged,  are  not  nearly  so 
prone  to  vomit  as  those  of  opposite  types.  When  large 
quantities  of  mucus  and  saliva  are  secreted,  a  very  deep 
anaesthesia  may  be  necessary  in  order  to  stave  off  vomiting. 

Retching  and  vomiting  are  very  rare  at  the  outset  of  an 
administration,  though  they  may  take  place. 

A  curious  illustration  of  this  fact  once  came  under  my  notice.  A 
friend  of  mine  wished  to  try  the  A.C.E.  mixture,  as  I  had  explained  thai 
its  vapour  had  a  fragrant  and  agreeable  odour  when  not  concentrated. 
I  pouied  a  few  drops  upon  the  sponge  of  a  Rendle's  mask.     The  inhaler 
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liad  hardly  been  applied  lo  the  face  before  sudden  vomiting  occurred, 
i^ood  had  been  taken  just  before  the  experiment.  This  was  probably  a 
purely  reflex  effect,  produced  by  the  contact  of  vapour  with  the  mucous 
lining  of  the  air-tract.  I  mention  the  occurrence  because  it  serves,  I 
think,  to  explain  other  cases,  and  because  fright  and  apprehension  were 
^vholly  absent,  and  could  not  therefore  have  contributed  as  factors.  I  also 
liave  notes  of  two  other  cases  in  which  the  A.C.E.  mixture  induced  violent 
retching  at  the  very  outset  of  the  administration.  In  one  of  these  I  had  to 
abandon  the  mixture  in  favour  of  nitrous  oxide.  In  the  other  a  simple 
change  of  posture  (from  the  dorsal  to  the  lateral)  was  all  that  was  needed. 
I  have  seen  one  case  in  which  the  inhalation  of  even  a  few  breaths  of 
nitrous  oxide  and  oxygen  caused  such  violent  retching  that  the  operation 
(dental)  was  impossible  ;  and  it  became  necessary  to  administer  nitrous 
oxide  and  ether  in  order  to  obtain  the  necessary  quietude. 

Retching  is  not  unfrequeutly  induced,  before  administering 
an  anaesthetic  for  a  dental  operation,  by  the  simple  opening  of 
the  mouth  for  the  insertion  of  a  suitable  prop,  or  by  the  intro- 
duction of  the  prop  itself.  Nervous  patients,  great  smokei's, 
and  alcoholic  individuals  are  most  prone  to  give  this  trouble. 
To  overcome  it  the  best  plan  is  to  divert  the  patient's  mind  by 
lequesting  him  to  mentally  count  his  respirations  whilst 
bi*eathing  the  gas.  In  this  way  the  difficulty  may  usually  be 
surmounted.  Should  this  fail,  I  find  the  plan  suggested  to  me 
by  Mr.  R.  H.  Woodhouse  to  answer  well.  He  employs  a 
gargle  of  a  rather  strong  solution  of  carbolic  acid  (about  1  in 
100),  after  the  use  of  which  the  patient  can  usually  tolerate  the 
presence  of  a  mouth-gag  without  discomfort.  Should  these 
measures  fail,  a  very  small  prop  must  be  used,  or  the  gas 
administered  without  employing  any  means  for  keeping  the 
teeth  apart.  Under  such  circumstances  as  these,  a  Mason's 
gag  must  be  introduced  immediately  the  face-piece  is  removed. 

When  once  the  patient  has  been  placed  fairly  under  the 
influence  of  the  anaesthetic,  the  administrator  should  have 
no  difficulty  in  averting  vomiting.  He  must  watch  for  the 
early  indications  of  its  approach,  and  at  once  increase  the 
depth  of  an«Tsthesia.  Amongst  these  indications  swallowing  is 
the  best  guide.  Sometimes,  however,  a  high-pitched  inspiratory 
sound  may  indicate  a  tendency  to  vomit ;  or  a  shallow  form  of 
breathing,  with  some  pallor  but  with  good  conjunctival  reflex, 
will  be  equally  suggestive ;  or,  lastly,  an  increase  in  the  size  of 
the  pupil  may  help  as  a  guide,  though,  if  the  administrator  has 
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been    on    the    alert,  he  will    probably   have    received   earb- 
warning  from  other  signs. 

When  it  is  quite  obvious  that  vomiting  cannot  be  stopjir 
the  administrator  should  at  once  turn  the  patient's  head  to  oi. 
side  (if  it  be  not  already  so  placed),  and  raise    the  opposi> 
shoulder.     The  teeth  usually  become  clenched  at   this  sta^r 
and  little  or  no  air  entei-s  the  chest,  as  the  larynx  is,  of  courst 
closed.      The    lower   jaw   should    be    pushed    forwards    fro 
behind,  and  in   a  few  moments   the  duskiness   will    pass  or 
without  difficulty.     The  mouth-opener  shown  in  Fig.  9  (p.  191' 
may  be  very  useful  in  separating  clenched  jaws  during  the  *1 
of   vomiting.     Should  the  patient  be  feeble  it  is  not  desirablt 
to  allow  the  breathing  to  become  even  temporarily  suspends 
so  that  an  endeavour  should  be  made  to  expedite  matters  a- 
much  as  possible. 

F.   SNEEZING 

Sneezing  occasionally,  though  rarely,  occurs  during  anjes- 
thesia.  I  have  met  with  it  chiefly  in  connection  with  intra- 
nasal operations.  Should  it  fail  to  subside  when  the  anspsthetic 
is  pushed,  it  is  best  to  spray  the  nasal  passages  with  a  dilute 
solution  of  cocaine.  Sneezing  may  be  so  violent  as  to  con- 
stitute a  distinct  difficulty,  especially  in  delicate  operations 
about  the  face.^ 

1  See  L<inref,  2ii(i  and  16th  Dec.  1893. 


CHAPTEE   XVII 

THE    MANAGEMENT    AND    TREATMENT    OF    THE    DIFHCULTIES, 
ACCIDENTS,    AND    DANGERS    CONNECTED    WITH    RESPIRATION 

Safe  and  satisfactory  aiKBSthesia  can  only  be  maintained  so 
long  as  respiration  is  being  efficiently  performed.  It  is  hence 
necessary  to  keep  a  vigilant  watch  for  the  slightest  indications 
of  respiratory  feebleness  or  embarrassment,  and  at  once  to 
correct  such  conditions  in  order  to  prevent  the  occurrence  of 
more  serious  troubles. 

Having  fully  considered  the  various  circumstances  which  may 
modify  or  interfere  with  respiration  during  surgical  anaesthesia 
(pp.  42  to  47),  the  subjects  in  whom  respiratory  embarrass- 
ment is  most  common  (pp.  122  and  123),  and  the  different 
morbid  conditions  which  may  predispose  to  or  directly  cause 
arrest  of  breathing  (p.  124  et  seq.),  we  have  laid  the  ground- 
work, as  it  were,  upon  which  we  may  now  construct  a  system 
of  treatment  capable  of  application  to  every  case  which  may 
come  imder  our  care. 

For  our  present  purposes — that  is  to  say,  in  order  that  the 
rational  treatment  of  arrested  breathing  may  be  thoroughly 
understood — respiration  may  be  regarded  as  a  function  whose 
efficient  performance  is  dependent  upon  the  proper  working  of 
(a)  the  respiratory  pump,  and  (h)  the  respiratory  centre.  It  is 
clear  that  each  of  these  factors  is  as  important  as  the  other. 
An  inexhaustible  store  of  nervous  energy  will,  /or  example,  be 
absolutely  useless  should  the  air-way  be  occluded  or  lung 
expansion  prevented,  whilst  the  most  patent  air-tract  and  the 
most  vigorous  muscles  will  be  equally  useless  in  the  absence 
of  motive  force. 

We  may  thus  say  that  there  are  two  fundamentally  distinct 
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forms  of  suspended  breathing.     The  first  of  these  (-A )  is  dne  : 
some  mechanical  interference  \tith  the  action  of  the  respintcr 
pump,  and,  for  the  sake  of  brevity,  will  be  termed    obsinttt: 
arrest  of  bi*eathifig.     The  second  (B)  is  due  to  depression  of  ti- 
respiratory  centre,  and  may  conveniently  be  termed   parafy 
arrest  of  breath  big. 

There  are,  moreover,  three  distinct  ways  in  which  obstrsc- 
tive  arrest  of  breathing  may  take  place.  It  may  result  {^^ 
from  occlusion  of  the  air-tract,  such  occlusion  being  produivc 
by  altered  position,  spasm,  or  swelling  of  parts  within  or  abc-a: 
the  upper  air-passages ;  {h)  from  the  presence  of  some  adven- 
titious substance  within  the  air-passages ;  or  (c)  from  som- 
condition  which  directly  prevents  lung  expansion. 

On  the  other  hand,  in  pai-alytic  cessation  of  breathiDg 
respiration  simply  comes  to  a  standstill  as  the  result  of  failure 
of  nervous  energy.  In  some  cases  (a)  an  overdose  of  tk 
anjpsthetic  is  the  determining  cause ;  in  othei'S  (ft)  other  factws 
are  chiefly  responsible.  i 

Broadly  speaking,  the  embarrassments  in  breathing  whicb  ' 
are  dependent  upon  some  mechanical  interference  with  ihe 
free  entry  and  exit  of  air  take  place  during  light  or  moderately 
deep  anjosthesia,  and  are  to  be  corrected  by  removing  the  ob- 
struction or  impediment  which  has  led  to  the  embarrassment : 
whilst  those  respiratory  derangements  w^hich  are  dependent 
upon  central,  as  opposed  to  peripheral,  causes  arise  during 
dee])  anaesthesia,  and  are  to  be  treated  by  artificially  supplying 
the  motive  force  which  has  become  temporarily  paralysed. 

There  is  an  interesting  and  important  point  which  must 
be  referred  to  in  connection  with  occlusion  of  the  air- tract, 
(iiven  that,  at  the  moment  when  occlusion  occurs,  the  nen'ous 
mechanism  of  breathing  is  intact,  and  that  there  is  no  condition  ] 
present  which  will  directly  interfere  with  lung  expansion,  futile 
and  deceptive  respiratory  movements  will  for  a  time  continue, 
and  unless  the  anaesthetist  l)e  on  his  guard,  they  will  be  very 
liable  to  mislead  him.  As  a  general  rule  these  movements  are 
diaphragmatic  rather  than  thoracic  in  type.  The  teaching  of 
the  Hyderabad  (Commission,  viz.  that  the  respiratory  movements 
should  be  w^atched  and  taken  as  an  indication  of  air  entry,  is 
highly  erroneous.      In  order  to  be  certain  that  respiration  is 
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;:>roceeding,  the  anaesthetist  must  either  hear  or  feel  each  breath, 
except,  of  course,  when  he  is  employing  a  bag-inhaler,  in  which 
3ase  the  movements  of  the  bag  may  be  safely  taken  as  a  guide. 
Should  breathing  cease  from  some  direct  interference  with  luug 
expansion,  this  spurious  and  deceptive  movement  of  the  chest 
Btnd  abdomen  will,  as  a  rule,  be  completely  absent,  and  the  same 
IS,  of  course,  true  of  respiratory  failure  from  central  paralysis. 

(A)  Obstructive  Arrest  of  Breathing 

(a)  ObBtmctive  arrest  of  breathing  dependent  npon  occlusion 
firom  altered  position,  spasm,  or  swelling  of  parts  within  or  abont 
-tlie  upper  air-passages. 

The   importance    of   maintaining  a   free    air -way   during 
anaesthesia  needs  no  comment.     It  is  a  curious  fact,  however, 
that  very  little  attention  has  been  bestowed  upon  this  point. 
An  anaesthetic  is  given,  and  the  patient  is  said  to  "  take  it 
badly  "  or  to  "  breathe  badly,"  but  the  cause  of  the  difficulty 
in  breathing  is  rarely  accurately  defined.     There  is  a  tendency 
for  all  anesthetics  to  indirectly  or  directly  cause  occlusion  of 
the  upper  air-passages,  and  this  tendency  is  greater  in  certain 
types  of  subjects  than  in  others.     The  different  effects  produced 
by  this  or  that  anaesthetic  are,  in  fact,  frequently  to  be  explained 
by  differences  in  the  calibre,  conformation,  and  sensitiveness  of 
the  air-tract  of  the  particular  patient.      Obese  and  plethoric 
subjects,   those   who   have   smoked   or   drunk   to  excess,  and 
muscular  men  with  good  teeth  and   powerful  jaws,  are  par- 
ticularly liable  to  this  occlusion ;  and  when  we  find,  in  one 
patient,  a  combination  of  several  factors,  each  of  which  may 
of  itself  give  rise   to   difficulties,   the  occlusion  may   readily 
culminate  in  threatening  or  even  fatal  asphyxia.     Moreover, 
in  addition  to  the  fact  that  certain  types  of  healthy  human 
beings  are  specially  liable  to  self-asphyxiation  during  anaesthesia, 
we  must  bear  in  mind  that  there  are  other  subjects  who,  by 
reason  of  the  presence  of  certain  morbid  conditions,  are  equally 
liable  to  such  complications  (see  pp.  124  and  126).     The  very 
worst  subjects  are  those  who,  in  addition  to  belonging  to  un- 
favourable types,  are  suffering  at  the  time  of  administration 
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from  some  condition  (such,  for  example,  as  that  of  angi:. 
Ludovici)  which  is  itself  obstructing  and  hampering  respimi'- 
(See  lUuat.  Case,  No.  16,  p.  393.) 

Sometimes,  especially  in  edentulous  subjects,  the  lift  U 
tofflthar  aud  occlusion  results.  Or  the  lips  may  beconr 
pursed  up,  with  a  similar  result.  In  either  case  the  rem&i; 
is  sufficiently  obvious. 

We  have  already  seen  that  staitor  always  indicates  soni- 
degree  of  occlusion;  and  the  various  forma  of  stertor  whici: 
may  be  met  with  during  anaesthesia  have  been  fully  cousidere. 
(pp.  45  and  46). 

Kespiratory  arrest  from  alt«nition  in  the  poaition   of  paitt 


Flo.  55. — Tile  Kiiiger  of  tlw  Adniiiiiatrntor  pusliiug  tile  Lower  Jaw  fomard!. 

witbin  the  upper  ajr-passases  may  sometimes  be  seen  during 

deep  atiifstliesia,  wlien  a  patient  is  turned  from  the  lateral 
into  the  supine  posture,  the  flaccid  tongue  at  once  falling  over 
the  glottis.  Similarly,  pedunculated  growths  of  the  epiglottis 
or  naso-pharynx  may,  in  certain  postures  of  the  body,  bring 
breathing  to  a  standstill.  In  each  case  the  treatment  i? 
simple  and  self-evident. 

As  lias  been  IVequently  jjointed  out  in  preceding  i-ages. 
jQUflcular  spaam  is  a  fruitful  cause  of  occlusion,  for  it  may 
come  into  play  at  several  points  witbin  the  upper  air-tracL 
In  a  large  percentage  of  surgical  cases  it  is  necessary  to 
counteract  this  tenilency  to  spasmodic  closure  of  the  air-way 
by  keeping  the  lower  jaw  pressed  forward  from  behind  (Fig. 
Sfi).  This  procedure  has  the  effect  of  bringing  the  base  of 
the  tongue  and  the  epiglottis  away  from  the  pharyngeal  wall,  in 
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Fig.  56. 


vhich  situation  they  are  often  held  by  muscular  spasm.  By 
iieans  of  the  laryngoscope  it  is  not  difficult  to  demonstrate 
his  recession  of  the  epiglottis  from  the  pharynx  when  the 
ower  jaw  is  pressed  forward. 
:>hould  there  be  much  masse- 
teric spasm  and  stertor,  it  is 
sometimes  necessary  to  push 
blie  lower  jaw  forwards  from 
both  sides  before  breathing 
will  freely  take  place.  In 
some  cases,  moreover,  the 
front  teeth,  by  overlapping 
the  lower,  prevent  the  lower 
jaw  coming  forwards,  so  that 
tlie  teeth  must  be  disengaged 
before  breathing  can  be  re- 
established. Under  such  circumstances  as  these  the  insertion 
of  a  small  mouth-prop  may  be  advantageous ;  but  it  is  im- 
jx)rtant  to  adjust  the  prop  in  such  a  way  that  the  lower  jaw 

may  ride  forwards  upon  the 
upper.     The  best  plan  is  to 
place   the   prop  of  Fig.    10 
(p.  199)   between   the    hack 
teeth  so  that   it   acts   as   a 
roller  (Fig.    56).     If   it   be 
inserted  as  in  Fig.   57,  be- 
tween   the   front    teeth,    it 
may  be  impossible  to  move 
the  lower  jaw  forwards,  and 
respiratory      embarrassment 
may    increase    rather    than 
diminish.     There  are  certain 
cases    in     which     breathing 
will  not  proceed  when  the  mouth  is  opened,  the  explanation 
being,  as  Dr.  Bowles  has  pointed  out,^  that  the  base  of  the 
tongue  is  thrown  against  the  pharyngeal  wall,  and  in  such  it 
will  be  necessary  either  to  use  a  very  small  prop  or  to  dispense 


Fio.  57. 


with  one  altogether. 


1  (Jp,  cU. 
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Pulling  the  chin  away  from  the  sternum/  or  complete 
extending  the  head  over  the  end  of  the  operating -table,  : 
often  of  use  in  the  treatment  of  obstructed  breathing,  tl- 
benefieial  effects  being  due  to  recession  of  the  epi*^lottis  frcL 
the  laryngeal  orifice.  I  have  in  more  than  one  case  heard  j 
distinct  sound  such  as  might  be  made  by  the  sudden  openin: 
of  the  larynx,  at  the  moment  of  extension,  and  respiration  h^  I 
at  once  recommenced.  The  extension  is  most  likelv"  to  he  <: 
use  in  patients  with  free  nasal  passages  and  thin  necks.  1b 
thick -necked,  muscular  subjects  with  nasal  obstruction,  extec- 
sion  of  the  head  will  of  itself  be  useless  as  a  remedial  measure. 
In  conjunction,  however,  with  disengaging  the  teeth  and  pnsih 
ing  the  lower  jaw  forwards,  as  above  described,  the  extensica 
is  often  distinctly  valuable. 

In  the  event  of  the  foregoing  treatment  proving  uosucess- 
ful,  the  moutli  must  be  opened,  a  Mason's  gag  inserted,  and 
the   finger  passed  to   the  back  of  the  throat  to   separate  tk 
tongue  and  epiglottis  from  the  pharynx.     The   mouth-opener 
of  Fig.  9  (p.  199)  will  be  foimd  very  useful  on  such  occasions 
as  these.     Temporary  arrest  of  breathing  is  frequently  due,  as 
Clover    pointed  out,  to  partially  performed  deglutition;    and 
the  presence  of  the  finger-tip  within  the  pharynx  will  often 
lead   to   a   completion   of  the   act   of  deglutition    and   so  to 
renewed   respiratory   action.      Should   breathing    still    remain 
suspended,  however,  the  tongue -forceps  must  be  apphed,  and 
vigorous  traction  made ;    and  in  the  vast  majority   of   cases 
this  measure  will  quickly  have  the  desired  effect.      Should  it 
not  succeed,  the  chest  must  be  forcibly  compressed  with  the 
object  of  overcoming  the  occlusion  by  increased  intra-thoracie 
pressure. 

In  addition  to  laryngeal  closure  from  partially  performed 
deglutition,  we  have  seen  (pp.  46  and  351)  that  the  larynx  maj 
become  obstructed  in  two  other  ways,  viz.  from  collapse  of  the 

1  Tliis  was  recommended  by  Clover,  as  a  useful  procedure,  as  far  back  is 
1874.  See  Brit.  Med.  Journ.,  14th  February  1874,  p.  201.  Mr.  Clover  made 
the  following  imi)ortant  remarks: — **The  act  of  swallowing  is  usually  per- 
foi-med  well  enough  ;  but,  if  the  anaesthetic  have  produced  sufficient  effect  upM 
tlie  patient  to  interfere  with  i-eflex  movements,  then  the  deglutition  may  he 
delayed  at  the  moment  when  the  epiglottis  covers  the  larynx.  Raising  tht  i 
chin,  and  pulling  it  as  far  as  jiossible  away  from  the  sternum,  is  usually  saffi-  I 
cient  to  obviate  this  source  of  obstruction."  i 
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ry  tueno-epiglottideau  folds,  and  from  spasm  of  its  sphincter 
a  uscles.     In  all  forms  of  laryngeal  occlusion  the  treatment  is 
>ractically  the  same.     Minor  degrees   should  be  treated    by 
uspending    the    anaesthetic,    briskly    rubbing  the    lips,    and 
>ushing  the  lower  jaw  forwards.     When  the  spasm  is  depend- 
;iit   upon  the  local  irritation  of  mucus,  it  is  usually  best  to 
illow   the   patient    to    regain    his    swallowing    and   coughing 
•eflexes,  and  the  spasm  will  quickly  subside.     As  a  general 
rule,  laryngeal   spasm   is   met  with   during  moderately  deep 
anaesthesia.      Generally  it  is  best  to  lessen    rather   than  to 
increase  the  depth  of  narcosis.     In  obstinate  cases,  when  the 
stridor  becomes  more  and  more  intense,  and  increasing  cyanosis 
testifies  to  the  deficient  air-entry,  it  may  be  necessary  to  open 
the   mouth  and  vigorously  apply  the   tongue -forceps.     Lord 
Uster  has   urged   the   importance  of  this   prompt   treatment 
when  laryngeal  occlusion  takes  places  under  chloroform ;  and 
he  believes  that  tongue -traction  acts  reflexly  in  opening  the 
larynx.     Should  it  not  succeed,  artificial  respiration  may  be 
tried,  but  is  not  likely  to   be  successful.     It  is  certain  that 
tongue -traction  does  not  directly  bring  the   epiglottis   away 
from  the  larynx,  as  was  at  one  time  believed.     I  have  never 
known    true   laryngeal  spasm   to    completely  arrest    respira- 
tion under  ether.     In  fact,  I  have  notes  of  several  cases  in 
which  a  change   from   chloroform   to   ether  has   caused    the 
spasm   to  at  once  subside.     The  condition  is  most  common 
under  chloroform. 

The  measures  above  described  will  generally  succeed  in 
opening  an  occluded  air-tract,  but  in  certain  cases  (which  are 
fortunately  highly  exceptional)  they  will  fail ;  and  under  such 
circumstances  laryngotomy  must  be  performed.  To  those 
who  have  had  but  little  experience  it  might  seem  that  this 
treatment  could  only  be  justifiable  for  the  relief  of  obstruction 
dependent  upon  the  presence  of  adventitious  substances  or 
morbid  states ;  but  such  a  view  is  erroneous.  When  certain 
factors  combine,  it  may  be  impossible  to  overcome  the 
occlusion  by  any  other  mechanical  means.  When,  for  ex- 
ample, the  neck  and  throat  muscles  of  a  powerful  and  obese 
subject  are  thrown  into  a  state  of  intense  spasm,  and  when 
the    tongue,    fauces,    laryngeal    folds,   and    other    adjacent 
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structures  become  so  engorged  and  swollen  that  the  air-war  l- 
completely  closed,  nothing  short  of  laryngotoiny  may  be  of  an; 
avail.  In  such  subjects  deep  stertor  is,  as  we  have  seen,  xen 
common  ;  it  readily  passes  into  occlusion  ;  general  asphysM. 
spasm  results  ;  and  the  last  straw  is  furnished  by  swelling 
from  general  venous  engorgement. 

In  the  event  of  laryngotomy  failing  to  re-establish  breath- 
ing, artificial  respiration  by  Silvester's  method  (vu/e  iMfr^ 
must  be  immediately  commenced,  and  in  the  vast  majority  :1 
cases  in  which  remedial  measures  have  been  carried  to  tli- 
point  recovery  will  take  place.  But  in  certain  cases  ih^ 
asphyxial  condition  present — a  condition  originally  brougi^t 
about  by  an  occluded  air-tract — gradually  or  rapidly  becomts 
characterised  by  so  much  general  respiratory  spasm  that  eveo 
though  an  opening  has  been  made  into  the  occluded  passace^ 
it  may  be  impossible  to  set  the  respiratory  pump  going  by  tht? 
usual  means.  As  we  shall  see  when  discussing  respiratory 
spasm  as  one  of  the  conditions  capable  of  directly  preventin:: 
lung  expansion  {vide  in/ray  p.  468),  the  remedy  to  be  adopttti 
in  such  cases  is  lung  inflation  through  the  laryngotomy  tube. 

It  is  in  cases  of  this  class  that  venesection  is  likely  to 
be  of  use,  but  it  should  only  be  resorted  to  as  a  secondary 
measure,  the  niain  chance  lying  in  quickly  obtaining  an  entry 
of  air  to  the  lungs.  The  immediate  cause  of  death  in  these 
cases  is  cardiac  failure  due  to  over- distension  of  the  right 
cavities,*  and  venesection  is  hence  indicated. 

It  is  probable,  too,  that  lowering  the  feet  (p.  93),  by 
bringing  the  patient's  body  across  the  bed  or  table,  is  advan- 
tageous ;  but  here  again  such  treatment  must  not  be  allowed 
to  interfere  with  artificial  respiration. 

The  following  illustrative  cases  may  perhaps  be  of 
interest : — 

Illustrative  Case,  No.  34. — M.,  set  about  22.  Pale :  neck  mudi 
enlarged  both  sides  by  sub-maxillary  glands :  no  nasal  respiration,  prob- 
ably   from    presence    of   adenoid   growths.      Operation    for  removal   of 

1  Venesection  was  practised  by  Dr.  John  Reid  in  the  treatment  of  asphyxia  (see 
Johnson's  Essay  on  Asphyxia).  See  also  an  interesting  case  of  drowning  reported 
by  Mr.  J.  F.  Briscoe  {Brit.  Med.  Joum.^  23rd  September  1899),  in  which  venesec- 
tion apjMirently  saved  the  patient.  The  venous  engorgement  was  so  intense 
that  retinal  haemorrhage  and  temporary  blindness  occurred. 


^11   DANGERS  CONNECTED  WITH  RESPIRATION  449 

rvical  glands.  Teeth  kept  apart  by  preliminary  insertion  of  small 
ece  of  cork.  Ether  administered  by  Clover's  inhaler.  Respiration 
fficult.  Unable  to  keep  lower  jaw  pressed  forwai*d8  by  reason  of  its 
iing  deeply  embedded  in  the  glandular  swelling.  Tongue  much 
igorged.  A.C.E.  mixture  tried  :  no  better  result  The  difficult  respira- 
i)n  obviously  depended  upon  the  tongue  obstructing  the  oral  air- way. 
ad  to  keep  base  of  tongue  hooked  forwards  by  finger.  Eventually  had 
►  keep  tongue  pulled  continuously  forwards  by  means  of  tongue-forceps, 
id  to  administer  chloroform  on  the  end  of  a  Skinner's  mask.  By  this 
leans  respiration  became  free  and  all  difficulty  vanished.  Administration 
^sted  one  hour. 

The  above  case  illustnttes  .the.  impossibility,  in  some  in- 
tan  ces,  of  pushing  or  dragging, tJielpveV  ja,w]/orwards.     The 
itficulty  cf  .bj;^aUnug.%v:^8  .dii3  to  ohiSvcause,  for  .tlii^  has^.Q^  . 
hie    tongue    rested    TO^'ahrst;    tKo  phaiynx   and   eoubi  jt^t:  lie  v 
rought  away  by 'the  usual  n^eans.  -  v    ,      , 

Illustrative  Case,  NO.  "S^.— ^F.,'iivabouE»85;*'Htaltlly  in  ipi)ear- 
uce.  Good  chest  expansion.  Quick  but  good  heart's  action.  Ojiera- 
ion  for  ruptured  perineum.  Duncan  and  Flockhart's  chloroform : 
rup- bottle:  Skinner's  mask.  In  7  to  9  minutes  from  commence- 
iieiit  of  administration  pupils  moderately  contracted  (about  2j  mm.), 
>reathing  quiet  and  non-stertorous,  pulse  atid  colour  good.  Operation 
ommenced.  On  several  occasions  high-pitched  crowing  inspiration  was 
loted,  even  though  corneae  insensitive  and  patient  apparently  well  under. 
Hie  difficulty  was  overcome  by  giving  more  chloroform  and  pushing 
ower  jaw  well  forwards.  On  one  occasion,  however,  this  plan  failed, 
Liid  the  mouth  had  to  be  opened  and  tongue-forceps  applied.  This  re- 
tored  breathing,  but  the  colour  remained  pale  and  dusky  afterwards. 
"]ther  now  given  on  an  open  inhaler.  Pulse  and  colour  gradually  im- 
proved, and  satisfactory  anaesthesia  was  maintained  without  any  difficulty 
or  half  an  hour.  The  operator  found,  however,  that  the  ])arts  were  far 
nore  vascular  under  ether  than  under  chloroform,  so  the  latter  anaes- 
hetic  was  again  tried.  Precisely  the  same  respiratory  difficulty  as 
x^fore  appeared.  The  operation,  however,  was  by  this  time  just  finished. 
The  crowing  breathing  subsided  altogether  directly  the  manipulations 
ibout  the  perineum  were  discontinued. 

The  above  case  is  of  considerable  importance  as  illustrat- 
ing the  occurrence  of  what  may  be  termed  reflex  laryngeal 
obstruction  during  the  use  of  chloroform.  Florid  young  and 
middle-aged  adults  seem  particularly  liable  to  the  condition 
under  chloroform  during  such  operations  as  that  mentioned, 
and  the  only  treatment  which  is  of  any  avail  in  obstinate 


cases  is  forcible  tongue-traction. 
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ninstratiTe  Case,  No.  36. — M.,  set.  about  40.     Bloated,  fl&- 
and  very  alcoholic      Short  stature,   short  neck,   lai^    abdomeiL     L 
tremely  nervous  and  tremulous.     The  lower  jaw  embe<ided,  as  it  »-• 
in  thick  flabby  tissues,  the  patient  having  a  "double  chin."      Good  tftt. 
Operation,  removal  of  small  tumour  in  mammar}'  region.      Decide 
administer  ether  preceded  by  a  small  quantity  of  the  A-C.E.  mixtr- 
(See  p.  413.)     A.C.E.  given  gradually  on  Rendle's  mask.      Re^pin: 
good.      No    Btruggling.      Some  rigidity    coming    on,    Ormsby'i*   inb.  • 
charged  with  "pure  methylated  ether"  was  applied  gradually.     Resf:- 
tion  at  first  fairly  free,  but  in  a  short  time  some  spasm  about  the  /.-•- 
came  on,  and  rather  suddenly  drew  the  head  somewhat  forward*  **.i  \i: 
the  chin  approached   the  sternum.      This  at    once    stopped    brealtx. 
Could  not  prei4&  jaw- foryvartU ,  from  ■  behind  owing  to  thick  neck  :  a: 
forcible  extension,  of.  rht*. Head*  ancl  neck  equally  impossible  liecau.-^  ' 
extreme  muscular  rfgidity.     }Iouth   opened :    M.ason^s  gag  .intr«lc<v 
\  S  Ti3ftl!  f<J^^:jt)?e"  ton-jjaK^-trfictioti  "mad^. :  •Fe8{)\rati^n    kt  *6d^  *  becanK»  i 
'•^    e8ta^l£^t^,:aad  nVr^ial>cblou^f  of  face  returned.     Ko  furtlfer  diffi::i :' 
,      beyond  tl^at  KT^^  .cartj  bad  to  be  exerc'ced  to  4«X'p  aii  air- way  open. 

J{i6.ftlM\re:cliso  illustrated  th^  ditftcnUies 'which  may  ar> 
in  anaesthetising  a  patient  of  the  type  described,  and  t: 
manner  in  which  such  difficulties  should  be  treated.  N 
matter  what  anaesthetic  be  chosen,  fat  and  flabby  siibJK> 
presenting  the  appearance  I  have  attempted  to  portray,  w:^ 
always  be  liable  to  give  trouble  to  the  anaesthetist  during  tk 
stage  of  muscular  spasm.  The  sudden  arrest  of  breathir^. 
(before  the  patient  was  really  properly  amesthetised )  w:-* 
doubtless  due  to  spasm  of  some  of  the  neck  and  jaw  m^sclt^ 
such  as  the  sterno-mastoid,  mylohyoid,  etc.,  the  contract iuL 
of  which  suddenly  brought  the  head  forwards  and  the  cbii 
downwards,  thus  throwing  the  base  of  the  tongue  against  tht 
pharyngeal  wall.  In  patients  of  a  different  type  from  that 
described,  the  obstructed  breathing  may  at  once  be  eorrect«ni 
by  the  procedure  figured  on  p.  444,  by  pulling  the  chin  away 
from  the  sternum,  or  by  extending  the  head  and  neck.  Bu: 
in  certain  individuals  neither  of  these  procedures  may  It* 
possible,  and  tongue -traction  will  hence  become  necessan. 
Subsequent  experience  has  led  me  to  believe  that  in  patieIll^ 
of  the  type  here  referred  to  ether  is  best  avoided. 

Illustrative  Case,  No.  37.^ — M.,  a»t  35.    Middle -height:  wtl 
nourished:    rather  florid.     Present  general  condition  good,  but  has ba 

^  I  publihlied  this  case  in  detail  in  the  Joum.  Brit.  Dent.  Associaiitm  ^ 
1888,  vol.  ix.  p.  222. 
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ixrxy  rheumatic  attacks  which  have  left  him  with  articular  disease 
Lcl  stiffness  in  many  parts  of  body.  Neck  rigid.  Can  only  open 
ovith  about  one  quarter  of  normal  extent  owing  to  chronic  rheumatoid 
se&se  of  articulations  of  jaw.  Nitrous  oxide  administered  for  tooth 
:t Inaction.  Usual  method  adopted.  Small  mouth-prop  inserted  before 
ce  -  piece  applied.  The  usual  phenomena  of  nitrous  oxide  narcosis 
resented  themselves.  Tooth  extracted.  The  nitrous  oxide  had  been 
tislied  till  respiration  underwent  the  characteristic  change  in  rhythm  ; 
lit  the  admission  of  air  which  followed  the  removal  of  the  face-piece 
tiled  to  restore  the  rhythm  of  breathing.  Instead  of  respiration  becom- 
ig  re-established  and  the  normal  colour  returning,  breathing  became 
lore  diflficult  and  quickly  ceased  as  if  from  some  obstruction.  It  was 
111  possible  to  push  the  lower  jaw  forwards  because  of  its  fixity,  or  to 
xtend  the  head  and  neck  owing  to  the  rigid  and  ankylosed  spine.  The 
I  Tiger  could  not  be  passed  to  the  ])ack  of  the  throat  by  reason  of  the 
mall  aperture  between  the  teeth.  Tongue  -  traction  was  at  once  made, 
>tit  failed  to  restore  breathing.  Compression  of  the  thoracic  walls  was 
equally  unsuccessful.  The  patient  was  placed  upon  the  floor  and  forcible 
pressure  was  brought  to  bear  on  the  sternum,  but  the  thorax  was  immov- 
it>le.  The  face  was  cyanosed  and  bloated,  the  lips  purple,  the  whole 
Dody  rigid,  the  chest  motionless  and  fixed.  Breathing  had  been  sus- 
pended for  about  2  or  2  J  minutes,  according  to  my  reckoning  ;  but  it  is 
iifficult  to  speak  positively  on  this  point.  It  was  obvious  that  the  only 
remedy  left  was  laryngotomy.  Having  my  tracheotomy  instruments 
with  me  I  rapidly  opened  the  crico- thyroid  membrane  with  a  pocket- 
knife  and  inserted  a  tube.  Breathing  at  once  recommenced.  The 
patient  made  an  uninterrupted  recovery. 

I  have  introduced  the  above  case  as  it  is  of  considerable 
interest.     The  obstruction  to  breathing  was  almost  certainly 
at   the  superior  aperture  of  the  larynx.     As  has  been  shown 
(p.  220),  when  nitrous  oxide  is  administered  to  its  full  extent, 
the  larynx  is  often  drawn  up,  as  in  deglutition,  to  meet  the 
epiglottis.      Should   the   temporary   obstruction   thus   brought 
about  not  pass  off  spontaneously,  as  it  usually  does,  all  that  is 
necessary  in   ordinary   cases   is  to   push  the  lower  jaw  well 
forwards  from  behind,  which  brings  the  epiglottis  away  from 
the  larynx  and  restores  breathing.     But  in  this  remarkable 
case  this  manoeuvre  was  impossible,  owing  to  the  almost  com- 
plete fixity  of  the  jaw.     Traction  upon  the  tongue  was  equally 
unsuccessful ;   for,  as  we  have  seen,  the  epiglottis  cannot  be 
moved  in  the  slightest  degree  by  pulling  the  tongue  forwards. 
The  narrow  space  between  the  upper  and  lower  teeth  pre- 
vented the  finger  from  being  introduced  with  the  object  of 
removing  the  epiglottis.     And  lastly,  the  cervical  spine  being 
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ankylosed,   the   head   could  not  be  extended.      Had  it  fe: 
possible  to  completely  extend  the  head  and  neck,  the  obscn 
tion  would  probably  have  been  overcome.      Laryiigotomy  s: 
fortunately  successful  in  rescuing  the  patient  from   immiDti 
death. 

{b)  Obfltmctive  arrest  of  breathing  dependent  upon  tfe 
presence  of  adventitious  substances  within  the  air-passages. 

There  are  numerous  adventitious  substances,  both  &ii: 
and  solid,  which  may  find  their  way  into  the  air-passai.v 
during  antesthesia  and  give  rise  to  respiratory  difficultly^ 
Amongst  them  may  be  mentioned : — 

1.  Blood. 

2.  Vomited  matters. 

3.  Mucus. 

4.  Pus. 

5.  Portions  of  morbid  growths. 

6.  Extracted  teeth,  fragments  of  teeth,  or  stoppings. 

7.  Artificial  dentures  and  pivoted  teeth. 

8.  Portions  of  or  entire  mouth-props  or  corks. 

9.  Portions  of  instruments  used  in  lar}'ngeal,  dental,  ^•r 
similar  operations. 

10.  Pieces  of  sponge  not  firmly  secui*ed  upon  holders. 

11.  A  "  quid  "  of  tobacco  ^  which  was  present  in  the  moutL 
before  the  administration  has  also  been  known  to  cause 
asphyxial  symptoms  during  anaesthesia. 

Blood  may  enter  the  larynx,  trachea,  or  bronchi,  either  as 
the  result  of  some  surgical  procedure  about  the  air-passages  lU 
as  a  consequence  of  haemoptysis  or  epistaxis.^  The  two  last- 
named  conditions  are  very  rare,  but  it  is  nevertheless  necessary 
to  bear  in  mind  the  possibility  of  their  occurrence.  AVitl: 
regard  to  the  entry  of  blood  into  the  larynx,  trachea,  or 
bronchi,  as  the  immediate  result  of  some  surgical  operation,  it  is 

^  Fischer,  Deutsclic  ZcUsch,  f.  Chir.  Bd.  xv.  188. 

2  I  have  met  with  one  case  of  epistaxis  under  ether,  in  a  young  man  of  about 
24.  In  Dr.  Sheppard's  notes  I  find  another  case  recorded  in  which  epistaiw 
occurred  under  chloroform.  In  the  latter  case  the  patient  was  a  man  of  62,  »d^ 
the  epistaxis  came  on  after  struggling.  A  moist  rale  in  the  trachea  was  the  fiisi 
indication  of  the  bleeding.  On  looking  into  the  mouth  a  good  deal  of  clottrti 
blood  was  discovered.  Haemoptysis  is  very  rare.  I  have  never  met  with  it 
though  I  know  of  one  case  in  which  it  occurred,  to  a  slight  extent,  under  ct2jer. 
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ear  that  the  invasion  may  take  place  either  from  above  or 
Blow,  and  the  symptoms  displayed  by  the  anaesthetised  patient 
ill  naturally  vary  with  his  general  state,  the  posture,  the  depth 
f  anresthesia,  the  quantity  of  blood  present,  and  the  natural 
egree  of  sensitiveness  of  the  air-tract. 

In  operations  within  and  about  the  mouth,  nose,  and  throat, 

mall  quantities  of  blood  frequently  gain  access  to  the  larynx 

nd    trachea ;  but,  as  a  general  rule,  such  quantities  do  not 

ive  rise  to  any  serious  symptoms  either  at  the  time  or  subse- 

uently ;  for  when  the  antesthetic  is  withdrawn,  swallowing 

nd    coughing   return   and  the   breathing  and  colour  quickly 

)ecome  normal  in  type.     But  if,  during  such  operations,  the 

nles   to  which  reference  has  already  been  made  (p.  148)  be 

lisregarded,  and  if  haemorrhage  be  free,  obstructive  symptoms 

nay  come  about  either  gradually  or  with  remarkable  sudden- 

less,  and  the  anaesthetist  may  find  himself  face  to  face  with  a 

k^ery   alarming  state.     Should  it  be  necessary  to  keep  up  a 

fairly  deep  anaesthesia,  and  should  the  posture  be  such  that 

blood  cannot  flow  freely  from  the  mouth,  frequent  sponging  as 

already  described  (p.  151)  must  be  practised,  the  middle  finger 

being  used  in  preference  to  any  sj)onge-holder.     The  sponges 

employed  should  be,  when  moist  and  expanded,  about  half  the 

size  of  the  patient's  fist,  and  it  is  important  that  they  should 

be   coarse   and   free  from  loose  pieces.     New  sponges  which 

have  been  allowed  to  soak  in  1:20   carbolic  lotion  and  then 

washed  in  boiled  water  should  be  used,  and  it  is  best  to  have 

lialf-a-dozen  of  such  sponges  at  hand.     I  was  once  able,  by  using 

a  sponge  of  this  kind,  to  entangle  in  its  coarse  meshes,  and  so 

remove  from  the  larynx  and  trachea,  a  clot  which  measured 

over  four  inches  in  length.     In  cases  of  this  class  a  careful 

watch  must  be  kept  for  any  moist  expiratory  rale — the  first 

sign  that  the  larynx   and  trachea  are  being  invaded  by  an 

undesirable  quantity  of  blood — and  should  this  rale  become 

audible  the  anaesthetic  must  be  at  once  suspended  and  repeated 

sponging  practised.     In  some  cases  the  breathing  comes  to  a 

standstill  so  quietly  that  the  true  nature  of  the  arrest  may 

not    be    recognised.       In    gradually    increasing    obstruction, 

however,  a  rale  is  audible,  and   progressive  cyanosis  usually 

occurs.      Should    the    larynx    be    naturally    insensitive,    the 
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haemorrhage  free,  and  the  anaesthesia  deep,  blood  may  sudd^ 
invade  the  air-passages  and  breathing  cease  with  little  or  i 
alteration  in  colour.     Should  the  withdrawal  of  the  antesthet 
assiduous  sponging,  and  attention  to  posture  prove  nnsueces^i 
in  removing  blood  from  the  larynx,  the  chest   and  abdomt 
must  be  forcibly  compressed.     As  a  general    rule,  this  t. 
succeed  in  expelling  blood,  but  should  it  not  do  so,  the  patk 
must  be  partially  or  completely  inverted  and  sj^steraatic  arj 
ficial  respiration  performed,  care  being  taken  to  keep  the  teed 
apart  and  the  tongue  pulled  forwards.     Should  these  measiLV 
fail,    laryngotomy    must    be    performed,    artificial    respirafe 
renewed,   and,  if  necessary,  a  catheter    introduced    into  i> 
trachea  with  the  object  of  sucking  out  the  obstructing  flu: 
Lung  inflation  through  the  laryngotomy  wound   may  also  ^ 
tried  should  artificial  respiration  fail  to  effect  an  eutry  of  air: 
During  operations  upon  lung  cavities  blood  may  enter  i^ 
bronchi,  and  under  certain  circumstances  obstruct  breathin; 
The  following  interesting  case  may  be  quoted  : — 

Illustrative  Case,  No.  38. — M.,  about  46.  Has  been  very  ill  ff" 
several  weeks.  Thin.  Orthopnoea.  Dusky.  Prominent  eyes.  Anxiom 
and  nervous  expression.  Quick  respiration.  Pulse  feeble  and  quick— 
about  160.  Air  enters  right  lung  fairly  freely.  Left  side  dull  tss 
immobile,  with  amphoric  breathing  at  base.  Operation,  resection  of  n 
and  draining  lung  cavity.  Lies  more  easily  on  right  than  on  leftsidr; 
but  sitting  posture  most  comfortable.  Placed  partly  on  right  side  «J^ 
partly  sitting.  A.C.E.  mixture  given  slowly,  and  then  a  little  tiha 
added  to  Kendle's  inhaler.  Breathing  quick  and  somewhat  more  laboured 
Deep  auiesthesia  impossible.  Offensive  pus  evacuated.  Some  hxmor 
rhage.  Rib  excised.  Drain  inserted.  During  operation  a  coarse  wr^ 
became  audible,  and  though  anaesthesia  light,  colour  became  more  du4y 
Placed  patient  on  left  side  in  order  to  keep  better  lung  free  from  blocd 
antl  pus.  A  coarse  rale  palpable  over  right  lung.  Dusky.  Pulse  ver 
quick  atid  weak.  Strychnine  injected.  Enema  of  brandy.  Brisk  conic»' 
reflex  but  asphyxial  state  i>ersi8ted,  and  still  unconscious,  though  d^ 
anajsthetic  had  been  given  for  a  considerable  time.  As  condition  did  z^i 
improve  I  inserted  gag  and  tickled  epiglottis  and  fauces  with  finger 
This  induced  cough,  and  a  sponge  in  fauces  now  extracted  a  clot  obviouf'o 
coughed  up  from  right  bronchus.  Immediate  improvement  and  quici 
return  of  consciousness. 


*  For  illustrative  cases  see  Brit.  Med.  Joum.y  24th  Feb.  1883,  p.  352  (tv^'"* 
fatal  cases  recorded).  Also  Lancet,  27th  Aug.  1881,  p.  386.  Also  Brit.  Mtfi. 
Joum.,  16th  Sept.  1882,  p.  531  ;  and  Lancet,  30th  Sept.  1882,  p.  540- 
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The  above  case  is  a  very  good  example  of  intercxirrent 
sphyxia.  Symptoms  such  as  these  are  often  erroneously 
scribed  to  the  anaesthetic  or  to  "  shock." 

Vomited  Matters. — Numerous  cases  are   on  record  in 
vhich,  during  anaesthesia,  vomited  matters  have  been  drawn 
iito    the    larynx   and   trachea,  and    have    thus    caused   fatal 
ispliyxia.^      As  we  have  already   seen,   vomiting  is  of  very 
toramon  occurrence  with  most   anaesthetics;   and  should  the 
itomach  contain  undigested  solid  food  there  is  always  some 
•isle  connected  with  the  expulsion  of  the  contents  of  this  organ. 
rV    proper  regulation  of  the  diet  is  not  always  possible,  and 
:liere    are,   moreover,    ceitain    cases,    e.g,   those    of   intestinal 
3l)struction,  in  which  vomiting  is  a  feature  of  the  malady  for 
which  an  operation  is  needed.     In  such  cases  every  care  must 
be  exercised  by  the  administrator.     The  head  should  never  be 
permitted  to  pass  into  the  mid-line ;  it  must  be  kept  upon  its 
side    throughout.       In    the    case    of   heavily -built    or    obese 
subjects  the  opposite  shoulder  should  be  raised  by  a  pillow ; 
and   a  Mason*8  gag  inserted  in  order  to  allow  of  the  fauces 
being  rapidly  cleared,  should  occasion  require.     Unless  these 
precautions  be  taken,  the  administrator  may  suddenly  be  con- 
fronted by  an  alarming  condition — the  mouth  and  nose  being 
full  of  vomited  matter,  the  jaws  tightly  clenched,  the  neck 
rigid,    the    breathing    completely    arrested,    and    the    patient 
cyanosed.     Not  only  is  it  difficult  to  re-establish   breathing 
under  such  circumstances,  but  there  is  a  considerable  risk  of 
asphyxial  syncope,  especially  when  chloroform  has  been  used 
and  the  patient's  heart  is  dilated  or  feeble. 

The  treatment  to  be  adopted  in  all  cases  in  which  the 
vomiting  of  solid  or  fluid  substances  takes  place  is  to  clear 
and  re-establish  the  air- way  as  speedily  as  possible.  The 
mouth  must  be  opened — if  necessary  with  the  mouth-opener 
— a  Mason's  gag  inserted,  the  head  and  shoulders  turned  well 

*  Of  the  101  chloroform  fatalities  reported  by  Kappeler  two  were  due  to 
this  cause.  For  Illustrative  Cases  see  Lancet^  30th  Sept.  1871,  and  Brit.  Med. 
JourrUj  same  date  ;  Edin.  Med.  Joui-n.  vol.  viii.  ;  two  cases  rei)orted  by  Socin 
in  the  TarjehlcUt  der  Naturforschervcrsammlung,  1879,  No.  7  ;  New  York  Med. 
JounUy  20th  Oct.  1883,  p.  448  (two  cases  referred  to)  ;  Laiicet,  3rd  Oct.  1874, 
p.  504  ;  BrU.  Med.  Jauni.,  16th  Sept.  1876,  p.  381  ;  Brit.  M^d.  Joum.y  24th 
Feb.  1883,  p.  351  ;  Brit.  Med.  Journ.,  3rd  Sept  1881,  p.  414.  A  case  is  also 
referred  to  by  Dr.  Jacob  in  the  Brit.  Med.  Joum.,  23rd  Feb.  1884,  p.  351. 
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to  one  side,  and  the  fauces  cleared  with  the  finger  or  spontt 
Should  the  finger  be  able  only  to  touch  the  intruding  s&\- 
stance,  a  pair  of  curved  forceps  may  be  used  with  advanta^ 
If  the  breathing  become  seriously  impeded,  and  if  the  abc^ 
measures  fail  to  restore  it,  an  attempt  should  be  made,  l~ 
compressing  the  sides  and  front  of  the  chest,  to  force  air  p^r 
the  obstruction.  If,  however,  artificial  respiration  should  i£ 
laryngotomy  must  be  resorted  to. 

Hucos  and  Saliva. — Children  and  adolescents  often  secittr 
considerable  quantities  of  these  fluids,  particularly  during  etht: 
anaesthesia ;  and  respiratory  difficulties  may  in  consequent 
arise.  These  difficulties  may  either  be  dependent  upon  (- 
simple  mechanical  obstruction  to  the  passage  of  air ;  (h)  iL^ 
mucus  and  saliva  exciting  cough,  partially  performed  acts  k< 
deglutition  ("  holding  the  breath  "),  retching,  or  vomiting ;  on 
laryngeal  spasm  induced  by  the  local  agency  of  the  abundan* 
secretions.  Should  profuse  salivation  occur  during  the  ad- 
ministration of  nitrous  oxide  for  a  dental  operation,  the  heal 
should  be  kept  quite  vertical,  or  even  be  bent  forwards,  till  tli-^ 
face-piece  is  removed,  when  it  may  be  replaced  in  the  posture 
desired  by  the  operator.  In  general  surgical  pi^actice,  i.e.  witl 
other  aucosthetics,  it  is  advisable  to  keep  the  head  turned  "sel 
to  one  side  and  the  dependent  cheek  frequently  wiped  out 
Should  the  breathing  become  in  any  way  obsti^cted  by  tie 
excessive  secretions,  the  fauces  may  be  sponged  out  from  time  to 
time.  In  cases  in  which  the  act  of  coughing  would  not  incon- 
venience the  surgeon,  the  patient  may  be  allowed  to  regain  hb 
reflexes  to  this  extent,  in  order  to  free  the  air-way.  As  alr^dj 
pointed  out  (p.  46),  laryngeal  spasm,  known  by  a  hi^li- 
pitched  inspiratory  stridor,  is  often  dependent  upon  tne 
presence  of  mucus,  and  the  anaesthetist  will  find  it  an  exceed- 
ingly difficult  matter,  particularly  in  abdominal  cases,  to  safeK  ^ 
steer  his  patient  through  a  profound  chloroform  anjesthesia 
wnth  laryngeal  spasm  present.  Laboured  breathing,  cyanosiN 
pallor,  and  pulse-feebleness  may  all  arise  as  the  result  of 
laryngeal  spasm  dependent  upon  the  presence  of  mucus.  Such 
symptoms  indeed  may  readily  be  misunderstood  and  erroneou>Iy 
looked  upon  as  due  to  the  anaesthetic.  It  is  a  good  plan 
therefore,  should  mucus  and  saliva  be  abundantly  secreted,  to 
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allow  the  patient  to  clear  his  air-way  by  coughing  and 
swallowing  hefore  the  operation  commences.  This  particularly 
applies  to  cases  anaesthetised  by  the  ether-chloroform  sequence 
(p.  417).  I  have  met  with  one  case  in  which  during  very 
deep  chloroform  anaesthesia  the  presence  of  laryngeal  mucus 
appeared  to  act  as  the  determining  factor  in  bringing  breathing 
to  a  standstill ;  and  I  have  been  furnished  with  full  notes  of 
another  case  in  which,  during  a  long  administration  of  nitrous 
oxide  and  oxygen,  breathing  ceased  in  all  probability  from  a 
similar  cause.  From  all  points  of  view,  therefore,  it  is  a  good 
plan,  whenever  possible,  to  keep  the  larynx  and  trachea  free 
from  these  secretions ;  and  this  can  usually  be  done  by 
properly  adjusting  the  depth  of  anaesthesia,  attending  to  the 
posture  of  the  patient  (and  particularly  the  position  of  the 
liead),  and  spongiug  out  the  fauces  as  occasion  may  require. 
Should  breathing  actually  cease,  chest  compression  and  system- 
atic artificial  respiration  must  be  at  once  commenced,^  and  the 
line  of  treatment  followed  which  has  been  already  discussed 
when  dealing  with  obstruction  from  the  presence  of  blood. 

Pus. — There  is  nothing  worthy  of  special  notice  regarding 
the  presence  of  pus  within  the  upper  air-passages.  It  may 
gain  access  in  various  ways ;  and  any  difficulties  connected 
with  its  presence  must  be  treated  as  described  above. 

Portions  of  Morbid  Growths,  Pieces  of  Necrosed  Bone, 
etc. — These  may  become  dislodged  during  certain  operations 
within  the  nose,  mouth,  naso-pharynx,  and  larynx,  and  may 
possibly  obstruct  breathing;  but  there  is  nothing  worthy  of 
special  reference  concerning  the  symptoms  which  would  result. 

Extracted  Teeth,  Fragments  of  Teeth,  and  Amalgam 
or  other  Stoppings. — These  are  liable,  during  dental  extrac- 
tions, to  fall  or  fly  from  the  forceps  of  the  operator.  Bicuspid 
teeth  are  particularly  prone  to  shoot  from  the  forceps  whilst 
being  extracted.  In  most  cases  no  harm  results  from  the 
escape  of  such  bodies  either  into  the  mouth  or  throat.  But 
there  is  nevertheless  need  for  the  greatest  caution  during  the 
use  of  anaesthetics  in  dental  surgery,  seeing  that  several  cases 

^  In  the  BHt.  Med,  Jonni.,  18th  Nov.  18S2,  \^.  994,  a  case  is  reported  in 
which  a  child  of  17  months  died  under  chloroform.  At  the  autopsy  large 
quantities  of  mucus  were  found  at  and  below  the  bifurcation  of  the  ti*achea. 
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are  on  record  in  which  alarming  and  even  fatal  symptoma  havr 
arisen  from  the  entrance  of  foreign  bodies  of  this  class  into  tk 
larynx  or  trachea.  The  accident  seems  to  have  taken  place,  i- 
most  cases,  during  a  deep  inspiration.  The  head  of  the  padei: 
should  be  arranged  as  vertically  as  the  nature  of  the  operatioL 
and  the  requirements  of  the  operator  may  permit ;  for  vhei 
the  head  is  thus  placed,  all  substances  which  may  escape  fnae 
the  forceps  will  tend  to  gravitate  towards  the  tongue  or  floti 
of  the  mouth,  from  which  situations  they  may  be  immediately 
removed.  The  head,  moreover,  should  be  adjusted  so  that  it 
is  in  a  line  with  the  body ;  for  if  it  be  extended,  the  act  *A 
swallowing — nature's  safeguard  against  the  accidents  under 
consideration — will  be  difficult  or  impossible.  If  a  tooth, 
stump,  or  fragment  should  escape  into  the  pharynx,  and  if  it 
should  not  be  immediately  swallowed,  it  may  remain  for  t 
considerable  time  in  the  epiglottic  region,  and  may  ultimately 
pass  into  the  oesophagus  or  be  forced  away  by  coughiDg. 
Shell-like  fragments  of  teeth  are  more  prone  than  weightier 
bodies  to  enter  the  larynx,  owing  to  their  being  more  easily 
swept  along  by  the  inspiratory  current  Should  any  of  the 
foreign  substances  under  consideration  gain  access  to  the 
larynx  or  trachea  during  aniesthesia,  some  symptoms  will,  in 
all  probability,  occur  at  the  time  of  entry.  Generally  speaking, 
coughing  of  a  spasmodic  character  is  excited  ;  and  this  may  at 
once  dislodge  the  substance.  Sometimes  the  coughing  is  sd 
slight  as  to  escape  notice.  In  other  cases  the  foreign  body 
lodges  in  the  larynx  and  sets  up  urgent  symptoms,  such  as 
stridor,  cyanosis,  and  complete  cessation  of  breathing. 

In  a  case  re])orted  by  Mr.  Claremont  in  1 858  {Lancetj  15th  May  1 858,  p- 
477),  some  fragments  of  teeth  entered  the  larynx  during  chloroform  anses- 
thesia.  When  the  patient  became  conscious,  after  the  operation  was  over, 
coughing  occurred,  and  a  complaint  was  made  of  some  soreness  about  the 
chest.  There  were,  however,  at  the  time,  no  distinct  symptoms  of  the  pre- 
sence of  the  fragments.  General  bronchitis  followed.  Subsequently  the  fra^;- 
ments  were  coughed  up  from  the  lungs  and  the  patient  made  a  good  recovery. 

A  case  is  also  mentioned  in  the  Dublin  MecL  and  Chem,  Joxtam.  ft>r 
1834,  in  which  "  the  root  and  fangs  of  a  lower  molar"  entered  the  right 
bronchus  during  extraction.     Death  supervened  in  eleven  days. 

Another  case  is  quoted  in  the  Edin.  Joum,  for  1834,  in  which  an 
entire  lower  molar  entered  the  lung.  It  was  coughed  up  on  the  eleventlx 
day,  and  the  patient  recovered. 
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In  the  Brit.  Joum.  Dent  Science^  vol.  xxii.,  Jan.  1879,  p.  7,  a  case  is 
related  in  which  a  large  amalgam  stopping  shot  from  a  tooth  during 
extraction  under  nitrous  oxide,  and  presumably  entered  the  larynx. 
Fortunately  the  patient  coughed  it  out  immediately  after  the  effects  of 
tlie  anaesthetic  had  passed  off. 

See  also  New  York  Med,  Record^  4th  Nov.  1882,  p.  517.  Also  Tram, 
C?dont  Soc.  vol.  iii.,  new  series,  p.  36. 

In  a  case  referred  to  in  the  Brit.  Med.  Joum.<,  18th  Feb.  1899,  p.  401, 
an  extracted  tooth  entered  the  larynx  during  nitrous  oxide  anaesthesia, 
c&using  extreme  cyanosis.  Subsequently  there  was  a  feeling  of  tightness 
in  the  throat,  aggravated  by  speaking  or  change  of  posture.  No  breath 
sounds  were  audible  over  the  left  lung.  Death  took  place  in  twelve  days. 
At  the  necropsy  the  tooth  was  found  in  the  left  bronchus. 

During  the  extraction  of  teeth  under  anaesthetics  the 
operator  should  be  most  careful  to  leave  nothing  whatever 
loose  in  the  mouth.  He  should  remove  each  tooth  or  stump 
as  it  is  extracted,  and  see  that  there  is  nothing  hanging  to  the 
forceps  when  that  instrument  is  reintroduced.  When  several 
upper  roots  have  to  be  extracted,  the  plan  of  protecting  the 
back  of  the  throat  with  the  corner  of  a  cloth  is  an  excellent 
one,  and  should  certainly  be  more  widely  adopted  than  it  is  at 
present.  Although  the  avoidance  of  accidents  of  this  kind 
should  rest  with  the  operator,  the  administrator  may  often 
assist  the  latter.  Thus  it  is  possible  for  the  administrator  to 
place  a  finger  across  the  back  of  the  mouth  between  the  tongue 
and  palate ;  or  to  press  the  tongue  against  the  palate  and  so 
shut  ofif  the  oral  cavity  from  the  pharynx. 

Should  symptoms  pointing  to  the  entrance  of  a  foreign 
body  into  the  larynx  manifest  themselves,  the  patient  should 
be  bent  forwards  in  the  operating-chair,  and  his  behaviour 
narrowly  watched.  The  spasmodic  cough  and  other  symptoms 
may  now  quickly  subside,  the  foreign  body  being  either  coughed 
into  the  mouth,  swallowed,  or  so  placed  in  the  air-passages 
that  for  a  while  it  sets  up  very  few  symptoms.  Should 
coughing,  duskiness,  and  difficulty  of  breathing  continue,  the 
back  may  be  smartly  slapped,  whilst  the  patient  is  bending 
forwards.  Should  this  not  succeed,  the  patient  may  be 
turned  on  his  side  with  the  object  of  facilitating  the  exit  of 
the  substance.  Failing  this,  inversion  should  be  adopted. 
This  last-named  procedure,  although  open  to  the  objection  that 
it  may  cause  the  foreign  body  to  be  coughed  into  the  larynx, 
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where  it  may  induce  spasm,  has  answered  in  several  cases,  mi. 
sliould  certainly  be  tried  if  the  symptoms  are  of  sufficieit 
urgency.  Should  signs  of  laryngeal  spasm  (high-pitcL- 
Ktridulous  breathing,  deep  cyanosis,  embarrassed  and  ul:.- 
mat(ily  suspended  breathing)  supervene,  no  time  should  be  !•►- 
in  oi>ening  the  larynx  at  the  crico-thyroid  space,  and,  if  neote 
sary,  performing  artificial  respiration  through  the  opening  tha^ 
made. 

Other  Substances. — The  other  substances  on  tlie  list,  vii 
artificial  dentures,  pivoted  teeth,  portions  of  or  entire  mouth- 
props'  or  corks,  }X)rtions  of  instruments  used  in  laryngeal 
dental,  or  similar  operations,  pieces  of  sponge,  etc.,  if  by  cbancr 
they  should  gain  access  to  or  become  impacted  in  the  larynx 
will  set  up  symptoms  of  an  asphyxial  character  which  requin 
very  prompt  measures.  An  interesting,  though  unfortunatelv 
fatal  case,*  in  wliich  an  artificial  denture  became  irapmcted  in 
the  larynx,  occurred  in  1872,  and  is  well  worthy  of  notict*. 
An  unattached  mouth -cork  has  been  known  to  slip  from 
between  the  teeth  and  aspliyxiate  a  patient  under  nitrous 
()xi(l(\''  The  spring  of  a  Buck's  gag  has  also  been  known  to 
enter  the  larynx  and  eventually  lead  to  a  fatal  result.  These 
facts  sliould  teacli  us  how  necessary  it  is  to  see  that  all  dental 
mouth-gags  are  firmly  secured  by  string  or  whip-cord  ;  and 
also  tliat  all  spring-gags  should  be  avoided  in  dental  surgery 
(see  p.  1(>4).^  A  case  has  lately  been  recorded  in  which  a 
s])()ngo,  used  in  the  course  of  a  dental  operation,  caused  the 
death  of  a  patient  by  becoming  impacted  in  the  upper  air- 
passages/ 

*  See  Brit.  Med.  Journ.  vol.  i.,  1872,  p.  419. 

^  Soo  ^frff.  and  Surg.  Jle/forf^r,  1867  ;  and  also  Agiiew's  Prin.  and  I^ac.  of 
Siinjrrf/,  vol.  iii.  p.  44. 

^  A  very  interesting  and  instinctive  case,  in  which  the  broken  blade  of  a 
pair  of  extraction  force i»s  entere<l  the  larynx,  is  rejwrted  by  Sir  William 
MacCorinac  (see  Lanrct^  2nd  Jan.  1886).  The  })atient  was  lying  in  the  semi- 
rccunibent  posture  on  a  couch  with  the  head  raised  by  pillows.  Chloroform 
was  given.  The  broken  blade  entered  the  larynx  during  two  or  three  deep 
inspirations.  A  violent  tit  of  spasmodic  coughing  immediately  took  place. 
The  patient  became  livid  and  much  distressed.  Subsequently  dyspnoea,  cough, 
and  jMiin  were  complained  of,  and  Sir  William  MacConnac,  by  a  skilfuUy- 
jilanned  operation,  removed  the  foreign  body,  through  a  tracheal  opening,  from 
the  right  bronchus. 

*  See  iMucet,  :>th  Jan.  1901,  p.  73. 
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(c)    Obstructive    arrest    of  breathing    dependent    upon    the 
presence  of  some  direct  obstacle  to  Inng  expansion. 

We   have   already   studied    (p.  42)   the  respiratory   phe- 
nomena of  ansesthesia,  and  have  seen  that,  as  a  general  rule, 
most  of  the  inspiratory  work  is  done  by  the  diaphragm.     It  is 
therefore  very  important  that  the  descent  of  this  muscle  should 
be   unimpeded,  more  particularly  when,  as  is  sometimes  the 
case,  the  thorax  would  be  unable  to  take  on  the  additional 
work  which  would  naturally  fall  to  its  lot  in  the  event  of  the 
diaphragm  being  unable  to  act.      Similarly,  it  is  important  to 
provide  for  free  thoracic  expansion,  more  particularly  in  cases 
in  which,  for  some  reason  or  another,  abdominal  movements  are 
in  abeyance.      In  more  than  one  of  the  recorded  nitrous  oxide 
fatalities  (p.  228)  tightly -fitting  corsets  undoubtedly  contri- 
buted to  the  accident.     Should  the  precaution  of  removing  all 
constricting  clothing  or  bandages  have  been  omitted,  and  the 
breathing  become  embarrassed  or  cease,  no  time  must  be  lost 
in  removing  all  impediments  to  lung  expansion  and  in  per- 
forming artificial  respiration  should  this  be  necessary. 

There  are  certain  postures,  e.g.  the  prone  and  semi-prone, 
in  which  the  trunk  weight  may  tell  directly  upon  chest 
expansion  (see  p.  138).  In  such  cases  small,  hard  pillows 
may  be  advantageously  placed  under  the  shoulders  and  hips  in 
order  to  allow  of  the  thorax  and  abdomen  expanding  as  freely 
as  possible.  Should  breathing  become  much  embarrassed  or 
cease,  the  patient  must  at  once  be  placed  in  the  dorsal 
posture  and  the  ordinary  means  adopted  for  restoring  breathing. 
In  certain  subjects,  and  particularly  in  those  who  are 
elderly,  obese,  and  emphysematous,  the  lithotomy  posture  may 
involve  a  dangerous  degree  of  respiratory  embarrassment,  and 
it  may  be  necessary  to  place  the  patient  in  some  other 
position.  I  have  met  with  one  case,  for  example, -in  which 
excision  of  the  rectum  had  to  be  performed  with  the  patient  in 
the  lateral  posture  (see  p.  140). 

Then  there  are  numerous  morbid  states  which,  whilst  they 
may  be  compatible  with  blood  oxygenation  so  long  as  the 
patient  is  conscious,  will  cease  to  be  thus  compatible  directly 
deep  anaesthesia  has  been  produced.     This  may  be  the  case,  for 
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example,  in  patients  with  excessive  abdominal  distensioD  fn^ 
ascites  (see  p.  128),  or  in  those  with  hydrothorax  or  other 
pleural  or  pulmonary  diseases.  As  a  general  rule,  a  conijiara- 
tively  light  amesthesia  is  here  indicated,  particularlv  dorici: 
the  i>eriod  of  greatest  respiratory  distress;  and  should  occa- 
sion require,  artificial  means  must  be  used  for  maintainini: 
breathing. 

The  most  imj)ortant  condition  which  is  capable  of  directly  \ 
preventing  lung  expansion  is  generml  respiratory  si^asin.  Thi- 
spasm,  as  we  have  already  seen,  may  either  arise  ( 1 )  dorin; 
the  stage  of  rigidity  and  excitement  (p.  62) ;  (2)  as  the  reflti 
result  of  some  surgical  procedure  (p.  47) ;  or  (3)  as  a  seqo^l 
to  occlusion  of  the  air -tract  (p.  448).  Minor  degrees  vi 
respiratory  spasm  are  very  common  during  the  induction  stagt 
of  anavsthesia,  but  the  temporary  respiratory  embarrassment  t- 
which  this  spasm  gives  rise  usually  subsides  spontaneously 
i.e.  without  treatment.  In  certain  types  of  subjects,  however, 
complete  arrest  of  breathing  may  take  place,  and  unle-> 
remedial  measures  be  promptly  adopted  this  arrest  may  persist 
till  the  heart  fails.  It  is  in  this  way  that  strong  men  die  ii: 
the  early  stage  of  chloroformisation  (p.  350).  And  it  is  in  this 
way,  too,  that  certain  cases  are  to  be  explained  in  whicli 
patients  have  died  as  the  result  of  an  incision  during  light 
anaesthesia.  The  supervention  of  general  respiratory  spasm 
in  those  cases  in  which  breathing  has  come  to  a  standstill 
from  some  obstruction  within  the  air-tract  constitutes,  as  we 
liave  seen,  a  most  formidable  complication ;  for  even  when 
laryngotomy  has  been  performed  for  the  relief  of  the  obstruc- 
tion, we  may  find  that  we  have  to  reckon  with  an  even  greater 
ditticulty,  viz.  fixity  and  immobility  of  the  thorax.  Lord  Lister 
has  described  one  fatal  case  of  this  sort,  and  it  is  probable  that 
a  large  number  of  others  have  taken  place  whose  true  nature 
has  been  overlooked. 

For  reasons  already  given,  respiratory  spasm  under  nitrous 
oxide  or  ether  is  not  nearly  so  dangerous  as  uuder  chloroform. 
The  combination  of  this  spasm  with  the  continued  absorption 
of  incarcerated  chloroform  vapour  will,  in  fact,  rapidly  destroy 
life ;  and  this  is  the  explanation  of  that  form  of  syncope  which 
has  so  often  been  described  as  having  occurred  early  in  chloro- 
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forinisation.  If,  at  the  moment  when  respiration  becomes  sus- 
pended, there  is  comparatively  little  chloroform  in  the  lungs 
and  circulation,  the  wrist -pulse  may  remain  palpable  for  a 
considerable  time,  the  heart  holding  out  against  the  asphyxial 
strain  with  a  resistance  proportionate  to  its  original  vigour. 
If,  however,  anaesthesia  be  deep  at  the  moment  breathing  ceases, 
and  especially  if  an  overwhelming  dose  of  chloroform  has  been 
suddenly  given,  the  strongest  heart  may  become  so  rapidly 
poisoned  that  the  respiratory  spasm  may  be  attended  or 
immediately  followed  by  pulselessness. 

When  general  respiratory  spasm  arises  and  does  not 
spontaneously  subside,  the  mouth  should  be  opened  by  means 
of  a  Mason's  gag,  the  tongue -forceps  applied,  and  artificial 
respiration  by  Silvester's  method  attempted.  In  the  event  of 
these  measures  failing  to  restore  breathing,  it  is  probably  best 
to  at  once  perform  laryngotomy,  partly  because  there  may  still 
be  laryngeal  obstruction  present,  and  partly  because,  when 
once  a  laryngotomy  tube  has  been  inserted,  it  is  comparatively 
easy  to  apply  the  treatment  which  is  next  indicated,  viz.  lung 
inflation.  As  already  explained  when  dealing  with  occlusion 
of  the  air-tract  (p.  448),  there  are  certain  exceptional  cases  in 
which  the  chest  walls  cannot  be  moved  by  the  usual  means 
even  though  laryngotomy  has  been  properly  performed ;  and 
it  is  in  such  cases  as  these  that  lung  inflation  holds  out  the 
only  chance  of  success.  Inversion  should  not  be  employed  (see 
p.  479),  for  such  a  measure  would  only  increase  the  distension 
of  the  right  cardiac  cavities.  In  one  case  of  this  class  which 
came  under  my  own  observation,  simple  mouth  inflation 
through  the  laryngotomy  tube  started  breathing,  and  un- 
doubtedly saved  the  patient's  life.  From  the  fact  that  the 
chest  walls  would  not  move  even  when  great  pressure  was 
applied  to  them,  it  is  probable  that  in  this  particular  case 
respiration  had  ceased  during  the  expiratory  phase. 

Inflation  of  the  lungs,  by  means  of  bellows,  was  the  recognised  method 
of  performing  artificial  respiration  before  the  plans  now  in  use  were  known 
to  the  profession.  Amongst  those  who  have  invented  and  used  specially 
constructed  bellows  for  lung-inflation  may  be  mentioned  John  Hunter,^ 


Asclepiad,  1890,  p.  201  et  seq. 
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Sibsoii,^  Plouviez,-  Marcet,^  Richardson,  and  Fell.*      When    the  finij-: 
and  handier  methods  of  Mai^hall  Hall  and  Silvester  began  to  find  Ulv'z:. 
inflation  of  the  lungs  fell  into  disuse ;  and  at  the  present  time  it  is  rar^> 
if  ever  employe<L      There  can  be   no  doubt,  however,   that    under  u 
circumstances  above  narrated  lung  inflation  is  tlie  proper  treatmeuL 

Lastly,  there  are  certain  operations  about  the  thozax  ai^ 
abdomen  which  may  themselves  mechanically  iaterfere  wi:. 
breathing.  Tims,  during  the  removal  of  a  renal  tumoir 
adherent  to  the  diaphragm,  complete  suspension  of  breatliinj 
may  take  place  each  time  traction  is  made.  The  treatuieni  of 
such  ciises,  however,  hardly  falls  within  the  scope  of  this  work 

(B)  Paralytic  Arrest  of  Breathing 

(a)  Paralytic  arrest  of  breathing  due  chiefly,  if  not  wholly, 
to  an  overdose  of  the  anesthetic. 

The  action  of  aniesthetics  upon  the  nervous  mechanism  of 
respiration  has  been  already  considered  in  previous  pages ;  an'l 
as  special  descriptions  have  been  given  of  the  symptoms  which 
characterise  an  overdose  of  each  agent,  it  is  unnecessary  to  quote 
any  illustrative  cases  of  this  variety  of  respiratory  failure. 

In  most  ciises  respiratory  failure  of  this  kind  comes  about 
more  or  less  gradually.  The  breathing  grows  shallower  and 
shallower  till  it  ceases  altogether ;  or  the  standstill  is  preceded 
by  irregular  jerks  and  inspiratory  catches.  In  very  rare  cases 
the  arrest  takes  place  with  unexpected  suddenness.  Speaking 
clinically,  non- obstructive  cessation  of  breathing  appears  to 
have,  as  its  immediate  cause,  a  sheer  inabihty  of  the  nervous 
mechanism  to  carry  on  respiratory  movements.  In  such  cas^ 
artificial  respiration  will  be  found  easy  of  application,  and,  if 
commenced  soon  enough,  remarkably  successful. 

Shallow  and  almost  imperceptible  respiration  does  not  of 
itself  necessarily  imply  that  danger  is  present.  Other  signs 
must  be  consulted.  So  long  as  the  normal  colour  of  the  face 
and  eai*s  is  not  materially  altered,  so  long  as  the  pulse  is  not 
markedly  affected,  and  so  long  as  the  conjunctiva  is  sensitive 

I  Silvester,  op.  cit.  ^  Kappeler,  op.  cit. 

3  Proc.  Hoy.  Med.  Chir.  Soc.  vol.  iv.,  1861-64,  p.  45. 

*  Brit.   Mnl.   Jouni..   1st  March   1890,   p.    496;  Brit.   Med.   Jotim,,   16th 
August  1890,  p.  384. 
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t-o  touch,  feebleness  of  breathing  means  very  little.  For  ex- 
ample, it  is  the  rule  rather  than  the  exception,  after  the  with- 
drawal of  ether  or  chloroform,  for  the  respiration  to  become  so 
ti-anquil  that  it  can  hardly  be  detected ;  and  the  same  condition 
may  be  met  with  during  the  too  sparing  use  of  these  anaes- 
thetics. Deeper  and  audible  breathing  is  to  be  secured  by 
more  of  the  agent  in  use.  But  should  the  feeble  respiration 
coexist  with  a  pallid,  dusky,  or  cyanotic  complexion,  a  small, 
slow,  or  irregular  pulse,  and  a  totally  insensitive  conjunctiva, 
the  antesthetic  must  be  withheld,  for  these  signs  collectively 
indicate  that  complete  cessation  of  breathing  is  imminent. 

When  respiration  threatens  to  come  to  a  standstill,  without 
actually  ceasing,  and  the  administrator  feels  certain  that  the 
air-passages  are  not  occluded,  the  following  treatment  should 
be  adopted.  The  anaesthetic  should  at  once  be  removed,  and 
the  lips  lightly  but  briskly  rubbed  from  side  to  side  with 
a  dry  cloth.  Halting  and  feeble  breathing  under  chloroform 
may  usually  be  re-established  by  lip-rubbing,  the  immediate 
efifect  of  which  is  often  very  remarkable.  I  have  not  un- 
frequently  seen  respiration,  colour,  and  pulse  immediately 
improve  on  briskly  rubbing  the  lips,  and  it  is  a  measure  which 
should  never  be  neglected  in  minor  cases  of  difficulty.  Some- 
times breathing  can  only  be  kept  satisfactorily  proceeding  by 
this  little  manoeuvre.  Should  these  measures  not  succeed,  respira- 
tion must  be  assisted  by  pressing,  with  each  feeble  expiratory 
movement,  upon  the  chest  walls.  Gentle  rhythmic  pressure  upon 
the  sternum  with  one  hand,  or  similar  pressure  upon  the  sides 
of  the  chest  with  both  hands,  may  be  made.  In  one  or  other  of 
these  ways  actual  cessation  of  breathing  may  often  be  averted. 

Should  the  respiration  actually  cease — and  this  will  be  known 
by  the  absence  of  all  thoracic  and  abdominal  movements,  the 
increasing  duskiness  of  the  face,  and  inability  to  feel  or  hear 
the  passage  of  air  from  the  mouth  or  nose — systematic  artificial 
respiration  should  be  resorted  to  without  a  moment's  delay. 

Silvester* 8  Method  of  Artificial  Respiraiion} — If  the  patient 
be  lying  lengthwise  upon  a  bed,  he  should  be  rapidly  placed 

*  See  The  Discovery  of  tlic  Physiological  Method  of  Inducing  Kespiration 
ill  Cases  of  Apparent  Death  from  Drmcning^  Chloroform,  Still- Biiih^  Noxious 
f/ases,  etc.,  by  Heury  R.  Silvester,  1863. 

2  H 


Fio.  6S. — Artitirml  Keipiriitioii  !•>■  Silvester's  Method  |Exiiir«lii>u|.      From  b  j.hoUy: 

it  is  here  assumed  tliat  the  air-pnssages  are  patent,  it  is  l>e=i. 
aa  a  routine  practice,  to  inseit  a  gag,  apply  the  tongue- iora;i* 
and  make  tmctioii  upon  this  organ  in  order  to  be  quite  suk 
that  it  is  not  obstructing  breathing.  As  is  well  known,  ife 
respiration  may  become  obstructed  so  inaudibly  that  an  error 
in  the  diagnosis  of  the  kind  of  respiratory  failure  may  easiij 
be  committed.  Full  extension  of  the  head  and  neck,  as  pointei 
out  by  Dr.  Howard,'  tends  to  keep  open  a  free  air-way.  The 
?8,  anil  Jlril.  Med.  Jouni.,   Ttli  Soveml- 
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1(1  miuistrator  sliould  stand  behiud  hia  patient,  and,  graspiog 
lie  arma  at  tlie  elbows,  should  press  them  firmly  and  steadily 
i<rainst  the  sides  of  the  chest  {Fig,  58).  In  the  vast  majority 
)f  cases  this  pressure  will  cause  an  expiration;  but  should  it 
lot  do  30  at  once,  forcible  preasiire  below  the  costal  matgins, 
xnd  directly  towards  the  diaphragm,  may  be  brought  to  bear. 


'n;.  59.— Artittcinl  RrBi>iration  by  Silveakr's  Methoii  (Inspimtioii).      From  r  jihotogrBph. 

After  the  arms  have  been  steadily  pressed  against  the  sides  for 
about  a  couple  of  seconds,  they  should  be  brought  deliberately 
towards  the  administrator,  so  that  they  come  into  the  long  axis 
of  the  patient's  body,  on  either  side  of  bis  head.  This  pro- 
cedure usually  has  the  effect  of  enlaiging  the  capacity  of 
the  chest  by  causing  the  pectoral  muscles  to  raise  the  upper 
ribs.  In  this  way  (Fig-  59)  inspiration  is  effected.  The  arms 
should  be  kept  extended  for  about  a  couple  of  seconds,  after 
which  they  may  be  again  brought  to  the  side  as  in  Fig.  58. 
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These  expiratory  and  inspiratory  movements  should  be  repeaki 
regularly  and  steadily  about  fifteen  times  per  minute,  eareti 
watch  being  kept  for  any  spontaneous  respiration.  If  m 
signs  of  the  latter  appear,  the  natural  movements  should  U 
supplemented  by  the  artificial  till  the  breathing  has  becos:-: 
thoroughly  re-estabUshed.  Care  must  be  taken  throughout  t 
maintain  a  free  air-way,  and  not  to  exert  undue  and  unnecessary 
force  during  expiration.  Bibs  have  been  fractured,  aii 
rupture  of  the  liver  has  actually  occurred,  from  too  roughl} 
handling  the  patient. 

In  Pacini's  modification^  of  Silvester's  method,  the  operator,  har^L, 
his  abdomen  against  the  head  of  the  patient,  places  his  hands  in  Ur 
dorsal  fold  of  the  axillse,  and  pulls  the  shoulders  towards  him  with  ii 
upward  movement.  The  shoulders  are  then  relaxed,  and  the  fonaff 
movement  is  repeated. 

There  are  other  methods  of  performing  artificial  respiration  ;  ba 
putting  aside  those  in  which  the  chest  is  inflated  by  means  of  WIIown 
they  are  all  inferior  to  Silvester's,  in  that  they  do  not  provide  for  any 
inspiratory  action  beyond  that  resulting  from  the  elastic  recoil  whicl 
follows  chest  compression. 

Chest  Compression. — Rhythmic  compression  of  the  che?: 
walls,  each  compression  being  followed  by  a  removal  of  the 
pressure,  has  already  been  alluded  to  as  of  service  in  threatened 
respiratory  arrest.  As  Sir  B.  Richardson  pointed  out,-  this 
plan  is  particularly  useful  in  young  subjects,  i,e.  those  with 
elastic  thoracic  parietes.  Indeed,  in  the  treatment  of  suspended 
breathing  in  children,  this  simple  chest  compression  usuallj 
answers  as  well  as  any  other  method  of  resuscitation. 

Marshdll  HaWs  Method, — In  Marshall  Hall's  or  the  postural  method, 
the  weight  of  the  patient's  trunk  is  utilised  to  effect  thoracic  compreesioi:. 
i,e.  expiration.  The  patient  is  placed  face  downwards,  his  chest  bein^ 
supported  by  a  pillow  or  folded  article  of  clothing,  and  he  is  then  gently 
rolled  on  to  his  side.  These  procedures  are  repeated  about  fifteen  time 
a  minute.  Whilst  the  patient  is  lying  in  the  prone  position  expiration  is 
assisted  by  making  pressure  upon  the  back. 

Howar<ffs  Method. — For  the  performance  of  artificial  respiration  bt 


*  Introduced  into  England  by  Dr.  Bain.  See  Lo  Speriinentale^  T.  xxxvii, 
1876,  p.  39  ;  Laricel,  19th  December  1868,  p.  799  ;  Tram.  Roy.  Med.  (Iki,  S^., 
1870,  vol.  liii.  p.  291. 

2  "Artificial  Respiration  :  The  Theory  and  the  Practice"  {Aadepiad^  1S90. 
p.  201). 
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:Toward'8  method,^  the  patient  must  be  so  placed  that  his  shoulders  are 
omewhat  raised,  and  his  head  and  neck  fuUv  extended.  His  hands 
liould  be  loosely  tied  together  and  thrown  over  his  head.  The  adminis- 
x«tor,  who  must  kneel  astride  his  patient,  spreads  open  his  hands  so 
Viat  his  thumbs  and  little  fingers  rest  upon  the  inner  margins  of  the  free 
Murders  of  the  costal  cartilages,  the  tips  of  the  thumbs  being  placed  over 
-lie  xiphoid  cartilage.  Forcible  and  sudden  pressure  is  brought  to  bear 
ipwards  and  inwards  towards  the  diaphragm  for  two  or  three  seconds. 
riie  pressure  is  then  suddenly  removed,  the  administrator  resting  for 
-hree  seconds  before  repeating  the  procedure.  Seven  to  ten  compressions 
khould  be  made  per  minute. 

The  Administratimi  of  Oxygen. — This  appears  at  first  sight  to  be 
strongly  indicated.  But  Lallemand,  Richardson,  Perrin,  and  Duroy  ^have 
*oiind  by  experiment  that  common  air  answers  just  as  well.  The  first-named 
>\>server,  indeed,  states  that  common  air  is  actually  preferable.  But  even  if 
X  more  extensive  trial  of  oxygen  should  prove  that  this  gas  is  preferable  to 
iir,  the  difficulties  in  the  way  of  keeping  it  in  readiness  must  always  prevent 
it«  use  save  in  hospital  practice.     Dr.  Foy  ^  speaks  strongly  in  its  favour. 

Faradism. — Electric  stimulation  of  the  phrenic  nerves  was  originally 
3U,i^gested  by  Duchenne  in  1855  as  a  means  of  restoring  respiration.  He 
found  that  by  the  application  of  the  induced  current  to  these  nerves  he 
[^ould  produce  powerful  diaphragmatic  contraction  in  lower  animals  ; 
and  that  a  similar  result  could  be  obtained  in  the  human  subject  some 
considerable  time  after  death.  He  ascertained,  moreover,  that  in  animals 
poisoned  by  chloroform,  the  electrical  excitability  of  the  phrenic  nerves 
remained  almost  or  wholly  unaltered."*  Duchenne  advised  that  each 
electrode  of  an  induction  apparatus  should  be  placed  over  the  lower 
end  of  the  scalenus  anticus  muscle,  on  the  outer  edge  of  the  sterno- 
mastoid.  The  latter  muscle  should  be  drawn  somewhat  inwards.  The 
electrodes  having  been  placed  in  position,  the  current  was  turned  on 
for  about  a  couple  of  seconds,  when  the  diaphragm  was  found  to  contract 
and  an  audible  inspiration  to  result.  Expiration  was  assisted  by  com- 
pressing the  lower  part  of  the  thorax  and  the  abdomen  for  a  couple  of 
seconds.  The  faradisation  of  the  phrenics  was  then  repeated.  By 
employing  somewhat  larger  electrodes  than  those  at  first  used,  Duchenne 
found  that  he  was  able  to  call  into  action  other  muscles  capable  of 
assisting  inspiration,  such  as  the  sterno-mastoid,  trapezius,  levator  anguli 
scapulae,  the  pectorales,  the  serratus  magnus,  and  the  rhomboidei. 
Faradisation  of  the  phrenics  was  used  successfully  by  Ziemssen^  in  1856, 
in  a  case  of  asphyxia  ;  and  the  same  author  has  recorded  a  similarly 
happy  result  in  a  case  of  chloroform  poisoning.  In  the  latter  case  the 
current  seems  to  have  been  applied  directly  to  the  diaphragm.  Snow  ^ 
relates  a  case  in  which  a  "  galvanic  apparatus,"  which  happened  to  be  in 

>  Brit.  M'xl.  Joum.y  16th  August  1890,  p.  384. 

*  Kappeler,  op.  cU.  ^  Brit,  Med.  Jouiiu^  23rd  January  1892. 
*•  See  De  V Electrisation  Jocalisie^  by  Duchenne,  1872. 

*  See  Kappeler,  op.  cit.  p.  131. 

*  Op.  cit.     The  current  employed  was  probably  an  interrupted  (faradic)  one 
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readiness,  proved  very  successful  in  effecting  inspiration  in  a  patient  wk 
had  ceased  to  breathe  during  chloroform  narcosis  ;  and  in  this  case  aI«o 
the  electrodes  were  applied  to  the  diaphragfiiatic  region  and  not  to  \hi 
phrenic  nerves.^  In  the  fatal  cases  collected  by  Snow  mention  is  m*ie 
of  "  galvanism  "  on  several  occasions.  The  effects,  however,  do  not  appear 
to  have  been  very  marked.  When  readier  methods  of  artificial  respiratios 
became  known,  farad  ism  gradually  commenced  to  fall  into  disuse.  At  the 
present  time  it  is  rarely  if  ever  employed,  principally  for  the  reason  just 
mentioned,  but  partly  also  because  of  the  difficulties  in  the  way  of  alwajs 
having  at  hand  an  induction  apparatus  in  working  order.  It  is  ques^tion- 
able,  however,  whether  farad  ism  should  be  completely  discarded.  Wbtn 
an  entry  and  exit  of  air  can  be  brought  about  by  Silvester's  methcrfl 
any  attempt  to  carry  on  artificial  respiration  by  electrical  stimulation 
either  of  the  phrenic  nerves  or  of  the  diaphragm  itself  must  be  regarde*- 
as  out  of  place.  But  should  the  chest  be  rigidly  fixed,  so  that  all  manufJ 
nuithods  of  artificial  respiration  prove  fruitless,  and  should  an  inductiun 
apparatus  be  at  hand,  faradism  of  the  phretiic  nerves  should  certainly  l* 
tried.  We  have  yet  to  learn  whether  this  immobility  of  the  chest  walls — 
one  of  the  most  alarming  complications  of  anesthesia,  and  one  to  which 
reference  has  already  been  frequently  made — is  the  result  of  s|)asm  of  the 
expiratory  muscles.  If  future  observation  should  lead  to  this  conclusi(»i. 
faradism  may  yet  be  destined  to  save  many  lives. 

Experience  leads  me  to  believe  that  drugs  are  of  little  or 
no  value  in  the  treatment  of  this  form  of  respiratory  failun?. 
With  regard  to  prognosis  we  may  say  tliat,  if  a  pulse  can  be 
detected  at  the  wrist  when  respiration  ceases,  and  air  can  U 
made  to  enter  and  leave  the  chest,  recovery  may  almce: 
certainly  be  looked  for.  But  even  though  the  pulse  cannot 
be  felt,  the  administrator  should  by  no  means  despair,  but 
promptly  commence  and  perse veringly  continue  artificial 
respiration.  It  is  almost  unnecessary  to  say  that  artificial 
respiration  must  be  kept  up  so  long  as  there  is  the  slightest 
chance  of  restoring  the  patient.  Recovery  has  been  known  to 
take  place  some  considerable  time  after  all  signs  of  natural 

*  Dr.  H.  Lewis  Jones,  who  is  in  charge  of  the  Electrical  Department  ai 
St.  Bartholomew's  Hospital,  has  kindly  compared  for  me  the  effects  produced  Vt 
faradisation  of  the  phrenics  and  faradisation  in  the  region  of  the  diaphra|^ 
He  finds  by  experimenting  upon  himself  and  upon  me  that  the  application  i" 
the  electrodes  over  tlie  phrenics,  as  suggested  by  Diichenne,  produces  vm 
distinct  diaphragmatic  contraction  with  immediate  entry  of  air  tx>  the  lung^ 
w^hilst  the  application  of  tlie  current  to  the  diaphragmatic  region  prodiK*^ 
violent  expiratory  efforts  apjiarently  from  the  contraction  of  the  intercost^ 
and  abdominal  muscles.  The  application  of  the  current  to  the  phrenic  nerrr- 
in  the  neck  is  not  always  an  easy  matter  ;  but  when  once  the  nerves  have  ber: 
found  (and  it  is  easy  to  tell  when  this  has  been  accomplished  by  the  effeois 
produced),  the  inspiratory  action  of  the  diaphragm  is  very  striking. 
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respiration  and  circulation  have  been  in  abeyance.^  The  most 
formidable  cases  are  those  in  which  respiration  and  circulation 
almost  simultaneously  cease  (p.  355). 

(b)  Paralytic  arrest  of  breathing  due  chiefly,  if  not  wholly, 
to  other  causes  than  an  overdose  of  the  ansesthetic. 

Paralytic  respiratory  failure  during  anaesthesia  is  un- 
doubtedly sometimes  due,  either  wholly  or  in  part,  to  cerebral 
anaemia.  Leonard  Hill  has  particularly  insisted  upon  this 
fact  (p.  82),  and  I  can  corroborate  his  views  from  a  clinical 
standpoint.  In  the  case  of  ether  the  administration  of  an 
overdose  leads,  as  we  have  seen,  to  a  paralytic  cessation  of 
breathing  which  is  not,  as  a  rule,  dependent  in  any  way  upon 
cerebral  anoemia ;  but  in  chloroform  toxiemia  the  arterial 
tension  is  often  so  reduced  that  the  blood  supply  to  the 
respiratory  centre  is  more  or  less  suspended,  and  the  breathing 
fails  as  much  from  the  general  fall  of  tension  as  from  the 
chloroform -laden  blood.  Cases  of  chloroform  syncope  have 
been  recorded  in  which  the  breathing  reappeared  and  dis- 
appeared as  the  trunk  was  alternately  inverted  and  brought 
to  the  horizontal  plane.  Other  things  being  equal,  patients 
in  the  vertical  posture  are  more  liable  than  others  to  display 
indications  of  anaemic  arrest  of  breathing. 

But  in  addition  to  the  antiesthetic  itself  directly  or  in- 
directly reducing  arterial  tension  and  so  leading  to  this  variety 
of  respiratory  failure,  there  are  other  factors  which,  as  we  shall 
see  in  the  following  chapter,  may  bring  about  such  a  fall  of 
tension  that  this  anaemic  aiTcst  of  breathing  takes  place. 
Thus,  in  surgical  shock,  whether  produced  by  haemorrhage  or 
by  interference  with  important  structures  (see  p.  142),  the 
breathing  is  invariably  shallow,  and  in  the  most  profound  shock 
it  may  cease  altogether  (see  Illustrative  Case,  No.  45,  p.  484). 

Again,  in  cases  in  which  morphine  has  been  given  there  is 

*  I  have  myself  known  automatic  breathing  to  ititiim  after  four  hours* 
artificial  respiration.  (See  lUust.  Case,  No.  30,  p.  425.)  In  the  Edin.  Med. 
JounUy  November  1874,  a  case  of  ehlorofonn  poisoning  is  recorded  in  which 
recovery  followed  after  two  and  a  half  hours  of  artificial  i-espiration.  In  these 
protracted  cases  evidences  of  cardiac  activity  were  to  be  detected  although 
natural  respiration  was  in  abeyance. 


HARVARD  UNrVBRSfTY 
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a    greater    liability    than    usual    to    paralytic    suspension   a* 
breathing  (see  p.  425). 

And  lastly,  I  have  notes  of  one  or  two  interesting  cases  ii 
which  breathing  has  apparently  ceased  from  what  may  \x 
termed  reflex  respiratory  inhibition.  The  following  case  will 
illustrate  this  point : — 

ninstrative  Case,  No.  39. — M.,  set.  51.  ?  A  malingerer.  Abdoiniiul 
incision.  Ether.  Clover's  inhaler  for  induction,  then  Ormsbv's.  Wdi 
under.  Abdomen  relaxed.  No  corneal  reflex.  Respiration  de^p  anc 
stertorous.  Then  less  full.  Good  colour.  Sudden  cessation  of  breathirg 
at  moment  of  incision.  Recommenced  very  feebly  and  with  long  pause?. 
For  the  first  half-minute  of  feeble  breathing  colour  good,  but  soon  became 
dusky.     Chest  compression  soon  restoi-ed  respiration. 

In  another  case  of  which  I  have  notes,  breathing  als^ 
suddenly  ceased  at  the  moment  of  an  abdominal  incision 
during  deep  anaesthesia,  but  as  there  was  some  rigidity  of  the 
abdomen  and  chest,  the  case  may  possibly  have  been  one  of 
reflex  respiratory  spasm  rather  than  inhibition. 

In  treating  cases  belonging  to  this  category  it  is,  as  a  rule, 
advisable  to  combine  partial  or  complete  inversion  of  the  body 
with  artificial  respiration.  The  former  procedure,  as  we  shall 
see  below  (p.  479),  increases  the  cerebral  blood  supply;  the 
latter  eliminates  the  anasthetic  and  acts  as  a  powerful  cardiac 
stimulant.  The  usual  precautions  as  to  keeping  the  air-way 
free  (p.  466)  must,  of  course,  be  borne  in  mind.  With  regard 
to  other  remedial  measures  these  must  be  looked  upon  as  of 
secondary  importance ;  but  should  opportunities  be  favourable, 
the  drug's  recommended  for  the  treatment  of  cireulator\' 
failure  (p.  482)  may  be  employed  whilst  artificial  respiration 
is  proceeding.  Of  these  strychnine  is  most  likely  to  be  of 
service,  and  may  be  subcutaneously  given  in  doses   of  about 

I  Dr.  H.  C.  Wood  has  kindly  sent  me  a  i)amphlet  entitle*!  Strychnine  as  a 
Hfspiratonj  Stimuhnit.  which  gives  his  experiments  with  tliis  drug.  In  one 
case  of  opium  poisoning,  seven  injections,  each  of  ^^^th  gr.  of  sulphate  of 
strychnine  (  =  about  6  min.  of  Liq.  Stryehninfe  Hydrochloratis)  were  given. 
See  also  a  case  of  cldorofonn  jK>isoning  (2  oz.  swallowed)  in  which  stiychniiie 
was  apjtarently  of  use  {Brit.  Me(f.  Jovrn.,  20th  November  1897,  p.  1498), 


CHAPTER    XVIII 

THE    MANAGEMENT    AND    TKEATMENT    OF    THE    DIFFICULTIES, 
ACCIDENTS,   AND    DANGERS    CONNECTED    WITH    CIRCULATION 

LiEFORE  discussing  the  treatment  of  threatened  or  complete 
irrest  of  the  circulation  during  the  state  of  surgical  anaesthesia, 
t  is  necessary  to  clear  the  ground  by  a  few  introductory 
[•emarks. 

It  may,  in  the  first  place,  be  stated  that  disturbances  of 
the  peripheral  circulation  are  exceedingly  common  during 
anaesthesia,  and  that  in  a  considerable  proportion  of  the  cases 
in  which  such  disturbances  are  noted  there  is  no  necessity  for 
anxiety  on  the  part  of  the  anaesthetist.  It  by  no  means 
follows,  because  the  pulse  has  ceased  at  the  wrist,  that  the 
heart  has  ceased  also.  Just  as  many  of  the  respiratory 
phenomena  displayed  by  anaesthetised  patients  may  be  mis- 
interpreted, so  may  many  of  the  circulatory  phenomena  be 
misunderstood  and  ascribed  to  causes  which  are  not  at  the 
moment  in  operation.  There  is,  perhaps,  a  greater  liability 
for  errors  of  this  kind  to  creep  in  when  studying  the  pulse 
than  when  observing  the  respiration ;  and  this  probably 
explains  the  existence  of  a  doctrine  which  is  unfortunately 
prevalent  in  many  quarters,  viz.  that  the  pulse  should  be 
wholly  disregarded  duiing  the  administration  of  anaesthetics. 
It  is  urged  by  those  from  whom  this  doctrine  emanates  that 
any  attention  to  the  pulse  may  interfere  with  the  vigilant 
observation  of  the  breathing,  and  that,  in  addition  to  this 
objection,  pulse-changes  may  actually  mislead.  I  cannot  too 
strongly  dissent  from  such  teaching.  As  will  be  presently 
seen,   there  are   many  cases   in   surgical    practice    in    which 
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pulse-iudicatioiis  are  of  the  greatest  possible  value ;  and  :, 
anassthetist  who  ignores  these  indications  is  closing  the  door 
knowledge  in  his  own  face.  It  is  not  a  diflScult  matter  for. 
man  of  average  ability  to  occasionally  feel  the  pulse  with  ^ 
relaxing  his  attention  to  the  breathing.  Moreover,  shoni 
pulse-indications  mislead  (as  they  unquestionably  may),  it  i^ 
because  the  anaesthetist  is  in  ignorance  of  the  true  causes  o 
the  circulatory  changes  which  are  taking  place  before  hic 
Provided  there  be  nothing  in  the  general  state  of  the  patie:: 
to  depress  the  circulation ;  that  the  aniesthetic  be  administer^: 
only  to  a  moderate  degree — in  other  words,  without  complete'' 
abolishing  the  corneal  reflex  ;  and  that  respiration  be  freely  j*t> 
formed,  pulse  indications  will  certainly  be  of  little  or  no  valur. 
But  in  modern  surgical  practice  we  often  have  to  anfestheti-^ 
patients  whose  circulation,  either  from  some  pre-existing  cause 
or  from  intercurrent  surgical  shock,  is  in  a  very  unsatisfactory 
state ;  and  we  frequently  have,  moreover,  to  administer  ai 
anaesthetic  to  such  a  degree  that  no  trace  of  corneal  reflex  i-^ 
present ;  and  it  is  under  one  or  other  of  these  circumstance? 
that  the  pulse  will  very  greatly  assist  us.  To  take  tk 
peripheral  circulation  as  the  sole  or  even  the  principal  guiic 
in  the  administration  of  an  anaesthetic  would  be  the  won 
possible  practice ;  but  to  study  its  changes  from  time  t- 
time  is,  I  believe,  essential  if  we  wish  to  obtain  the  W. 
results. 

There  are  numerous  causes  upon  which  circulatory  depres- 
sion or  failure  during  anjesthesia  may  depend.  They  are  a^ 
follows : — 


A. 

Predisposing  < 
Causes. 


B. 

Exciting 
Causes. 


(i.)  Any  general  impairment  of  health,    such  as  tb' 
dependent  upon  antemia,  jaundice,  renal  diseait 
sliock   from   injury   or  loss  of  blood,   etc.;  aci 
particularly    any    grave    respirat<>ry    or    caidw 
affection  ; 

(ii.)   Profound  mental  disturbance  ; 

(iii.)  The  sitting  posture  ;  and 

(iv.)  Tlie  presence  of  food  or  fluid  within  the  stomacL 

(i.)  Embarrassed  or  arrested  breathing  ; 

(ii.)  The  effects  of  the  anaesthetic  itself  upon  the  canl  c^ 

vascular  system  ; 
(iii.)  The  surgical  procedure  ;  and 
(iv.)  The  act  of  vomiting. 


xviii  DANGEES  CONNECTED  WITH  CIECULATION  475 


It  will  now  be  convenient  to  discuss  these  predisposing  and 
exciting  causes  seriatim, 

A.   PREDISPOSING  CAUSES  OF  dBGULATOBT 
DEPRESSION  OR  FAILURE 

(i.)  Any  General  Impairment  of  Health,  such  as  that 
dependent  upon  Ansemia,  Jaundice,  Renal  Disease,  Shock 
from  Injury  or  Loss  of  Blood,  etc. ;  and  particularly  any 
grave  Respiratory  or  Cardiac  Affection. — The  influences  of 
the  various  morbid  states  which  may  be  present  in  patients 
about  to  be  anajsthetised  have  already  been  considered  (p.  114 
et  seq.).  Other  things  being  equal,  it  is  obvious  that  the 
more  vigorous  the  circulation  the  longer  will  it  be  able  to 
withstand  any  given  strain  (asphyxial  or  otherwise)  to  which 
it  may  be  subjected.  In  the  case  of  anajmic,  cachectic,  and 
wasted  subjects,  comparatively  small  quantities  of  chloroform 
may  bring  about  circulatory  and  respiratory  depression ;  but 
owing  to  the  fact  that  in  such  patients  artificial  respiration  is 
usually  easy  of  performance,  recovery  may  generally  be  antici- 
pated, provided  this  all-important  remedial  measure  be  promptly 
applied.  We  have  already  seen  that  patients  with  fatty,  flabby 
hearts  and  rigid  chest  walls  are  more  liable  than  others  to  fatal 
syncope  during  the  struggling  stage  under  chloroform,  the  ex- 
planation being  that  in  such  cases  it  is  often  difficult  to  effect 
an  entry  of  air  to  the  lungs  before  the  heart  has  become 
paralysed.  And  we  have  also  seen  that,  even  though  ether  be 
chosen  for  anaesthetising  patients  whose  general  state  is  at  the 
time  exceedingly  unsatisfactory,  death  may  arise  from  cardiac 
syncope  during  some  slight  respiratory  embarrassment.  More- 
over, there  are  certain  special  morbid  states  wliich  may  on  very 
rare  occasions  lead  to  fatal  circulatory  failure  during  antvsthesia. 
Thus,  during  the  administration  of  an  anaesthetic  to  a  patient 
suffering  from  venous  thrombosis,  a  thrombus  may  become  dis- 
lodged and  (as  in  the  following  interesting  case)  arrest  cardiac 
action. 

Illustrative  Case,  No.  40. — R,  aet.  32.  Wasted.  Nervous.  Heart- 
sounds  rather  feeble.  No  heart  or  lung  disease  discoverable.  There  had 
been  oedema  of  left  leg.       Operation  for  removal    of   large    f ungating 
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sarcoma  of  right  breast.  Ether  by  Clover's  inhaler.  Anaesthetic  takts 
well.  No  cough,  struggling,  or  cyanosis.  Good  pulse.  Corneal  rtflei 
had  just  disappeared  when  operation  begun.  Xo  reflex  movement  oa 
incision.  Growth  removed  in  about  three  minutes.  Pulse  sacldenly 
became  feeble  and  face  pale.  Very  little  bleeding  at  site  of  operation. 
Pulse  ceased.  Respiration  continued  for  some  minutes.  Operation  a: 
once  stopped  (15-20  minutes  after  commencement  of  administration^  and 
every  means  tried  to  restore  patient  (artificial  respiration,  strychninf, 
etc.),  but  without  success.  Post-mortem :  Rigor  mortis  marked.  Much 
wasting.  Pleune  :  nil.  Lung  emphysematous  :  not  gorge<i  with  blood  : 
no  bronchitis.  Heart  weighed  8  oz. :  left  ventricle  firmly  contracted 
and  empty  :  right  ventricle  moderately  contracted  aud  containing  1  oz. 
of  fluid  blood.  In  right  side  of  heart,  entangled  in  tricuspid  valve,  is  an 
ante-mortem  clot,  consisting  of  a  thick  portion  1  inch  long,  i  inch  in 
diameter,  and  irregularly  cylindrical,  with  three  longer  thinner  portions 
from  J  to  J  inch  in  diameter,  and  2  to  4  inches  long  (clearly  formed  in 
some  vein).  Pulmonary,  tricuspid,  and  aortic  valves  normal.  Mitral 
also.  Partial  thrombosis  of  left  common  iliac  vein.  Nothing  else 
abnonnal.i 

(ii.)  Profound  Mental  Disturbance. — The  effects  of  fear 
aud  profound  mental  disturbance  upon  the  circulation  liave 
been  discussed  on  p.  344. 

(iii.)  The  Sitting  Posture. — The  influence  of  this  posture 
has  already  been  fully  considered  (p.  141).  In  actual  practice 
this  influence  may  be  disregarded  in  the  case  of  nitrous  oxide 
and  of  ether,  provided  that  the  circulation  be  not  depressed  by 
any  of  the  other  conditions  under  consideration.  Should  signs 
of  syncope  manifest  themselves  when  a  patient  is  in  the  sitting 
posture,  it  is  advisable  to  place  him  horizontally.  With 
chloroform  it  is  best,  as  a  general  rule,  to  avoid  the  sitting 
posture  as  far  as  possible,  for,  should  syncope  from  one  or 
other  of  the  causes  under  discussion  manifest  itself,  the  vertical 
posture  would  tend  to  aggravate  the  condition.  There  seems 
to  be  very  little  evidence  that  the  sitting  position  is  of  itself  a 
danger  in  chloroforinisation,  provided  that  the  respiration  be 
unembarrassed  and  the  corneal  reflex  not  completely  abolished 

(iv.)  The    Presence    of    Food    or    Fluid    within    the 

Stomach. — As  already  explained  (p.  349),  an  eccentric  form 
of  ana'Stliesia  may  be  met  with  when  undigested  food  or  drink 
is  i)resent  in  the  stomach.      I  have  notes  of  many  cases  of  this 

*  For  the  above  notes  1  am  indebted  to  Dr.  Scliorstcin  and  Mr.  E.  K.  Prest 
It  is  entirely  owing  to  Dr.  Schoi-stein  that  the  true  cause  of  death  i*tis  dis- 
covered ;  and  Mr.  Prent's  notes  of  the  administration  render  the  case  coniplet*'. 
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kind  in  which  the  pulse,  colour,  and  respiration  have  remained 
unsatisfactory  throughout  the  administration. 

B.   EXCITING  CAUSES  OF  CIBCULAT0B7 
DEPBESSION  OB  FAILUBE 

(i.)  Embarrassed  or  Arrested  Breathing. — This  is  an 
exceedingly  common  cause  of  pulse-failure  during  ana3sthesia. 
There  is  good  reason,  indeed,  to  believe  that  in  a  very  large 
number  of  the  cases  in  which  the  first  symptoms  of  danger 
observed  have  been  disappearance  of  pulse  and  change  of 
colour,  some  initial  embarrassment  to  breathing  has  been  over- 
looked. For  example  :  a  child  is  operated  upon  for  the  removal 
of  post-nasal  adenoid  growths :  the  operation  is  successfully 
finished :  the  patient,  who  is  beginning  to  "  come  round,"  is 
moved  back  to  bed  and  placed  horizontally :  the  breathing 
becomes  suspended  by  reason  of  commencing  vomiting 
(laryngeal  closure),  and  possibly  the  presence  of  coagulated 
blood  about  the  rima  glottidis :  cyanosis  ensues :  then  pallor : 
then  pulse  -  failure :  and,  unless  the  patient's  condition  be 
observed  in  time,  death  quickly  takes  place.  Unless  the 
surgeon  is  aware  of  the  liability  of  such  patients  to  pass  into 
this  condition  of  asphyxial  syncope,  he  may  overlook  the 
asphyxial  factor.  It  has  been  pointed  out  in  preceding  parts 
of  this  work  that  respiration  is  exceedingly  liable  to  become  tem- 
j)orarily  embarrassed  during  anaesthesia ;  and  the  rapidity  witli 
which  the  periplieral  circulation  will  cease  will  depend  upon  the 
normal  state  of  the  patient's  vascular  system,  the  particular  anaes- 
thetic employed,  the  degree  of  anaesthesia,  and  other  factors. 

The  treatment  of  all  states  of  circulatory  depression  de- 
pendent upon  impaired  or  suspended  breathing  is  sufficiently 
obvious.  It  is  to  correct  any  respiratory  emban*assment,  and, 
if  necessary,  to  perform  artificial  respiration  in  the  manner 
fully  described  in  the  preceding  chapter. 

The  following  case  may  be  of  interest  as  illustrating  this 
form  of  circulatory  failure  and  the  proper  treatment  to  be 
followed : — 

ninstrative  Case,  No.  41. — A  thin,  middle-aged  man,  ^vith  spinal 
disease.     Heart  displaced  by  distorted  spine.     Apex  beat  in  fourth  space 
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outside  uipple.  Marked  pulsation  in  second  left  space  close  to  steinos.  I 
Blowing  systolic  bruit  at  base.  No  thoracic  movement.  Respiiati  i 
wholly  diaphragmatic.  Laminectomy.  Left  lateral  posture.  Etki 
administered  by  Clover's  inhaler.  Student  administering  under  elj 
supervision.  No  excitement  Breathing  rather  short  and  colour  nthr* 
dusky.  Patient  now  placed  almost  proiie  with  trunk  somewhat  raised. 
Operation  begun.  Very  little  bleeding.  Breathing  jerky  :  colour  doskj 
pulse  bad.  No  ether  given  for  about  10  minutes  (rather  more  thiL 
necessary  had  been  administered).  Pulse,  however,  grew  worse,  becomis; 
very  rapid  and  irregular.  It  then  ceased  at  wrist  Respiration  &m- 
tinning.  Colour  pale  and  dusky.  Hands  cold  and  blue.  At  this  piat: 
I  was  obliged  to  ask  the  surgeon  to  alter  the  patient's  posture.  He  was 
accordingly  turned  to  one  side,  and  improvement  immediately  commence: 
The  colour  of  face  and  lips  now  returned,  but  hands  rematyted  nry  M^-. 
showing  that  cyanosis  is  not  necessarily  an  indication  that  the  heart  b 
satisfactorily  pumping  along  non-oxygenated  blood.  The  improvemeii: 
continued  and  the  operation  was  completed. 

In  the  above  case  the  embarrassed  breathing  (from  pre- 
existing intercostal  paralysis  and  the  prone  posture)  gradually 
led  to  pulselessness.  Possibly  the  cardiac  condition  (the  natuiv 
of  which  I  was  unable  to  diagnose),  together  with  the  displace- 
ment of  the  heart,  contributed  to  the  pulse  failure. 

(ii.)  The  Effects  of  the  Anaesthetic  itself  upon  the 
Cardio-vascular  System. — We  have  seen  that  when  nitrt-u- 
oxide  or  ether  is  administered  in  toxic  doses  to  a  nioderait'.} 
healthy  subject  some  impairment  of  breatliing  invariably  pre- 
cedes pulse-failure  ;  whereas  in  the  case  of  chloroform  a  varial*.- 
degree  of  circulatory  depression  is  a  common  and  conspicuous 
accompaniment,  if  not  a  precursor  of  respiratory  arrest.  WheL 
anaesthetising  patients,  however,  whose  general  condition  ii 
highly  unsatisfactory,  the  administration  of  toxic  quantities  ut 
any  anaesthetic,  whether  it  be  nitrous  oxide,  ether,  or  chlor- 
form,  may  be  attended  by  more  or  less  sudden  and  primary 
cessation  of  pulse. 

The  first  treatment  to  be  adopted  in  all  such  conditions  i^ 
to  withdraw  the  aniesthetic,  to  place  the  patient  horizontally 
(unless  he  be  already  so  placed),  and  to  increase  respirator} 
action.  Many  a  life  has  been  sacrificed  by  erroneously  r^c-n- 
ing  to  drugs.  In  comparatively  minor  cases  in  which  th 
pulse  has  become  very  slow,  feeble,  in'egular,  or  intermitten'. 
whilst  respiration  is  still  continuing,  all  that  is  needed,  as  i 
rule,  is  to  rub  the  lips  briskly  and  assist  the  feeble  respirator- 
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efTorts  by  chest  compression.^  These  measures  will  often  ward 
off  a  more  alarming  state,  the  pulse  and  colour  quickly  im- 
proving in  response  to  this  simple  treatment. 

But  in  most  cases  primary  pulse-disappearance  from  the 
toxic  effects  of  an  antesthetic  is  such  a  grave  symptom  that 
vigorous  measures  are  at  once  needed,  and  it  is  advisable  to 
insert  a  Mason's  gag,  apply  the  tongue -forceps,  extend  the 
head  over  the  end  of  the  table,  and  proceed  to  Silvester's 
method  of  artificial  respiration  as  already  described.  The  gag 
and  tongue-forceps  are  needed  to  maintain  a  free  air-way ;  the 
lowering  of  the  liead  is  likely  to  be  of  use  in  keeping  up  the 
blood  supply  to  the  respiratory  centre  ;  and  artificial  respiration 
is  the  best  cardiac  stimulant. 

Should  there  be  no  respiratory  embarrassment  or  evidences 
of  general  venous  engorgement,  partial  or  complete  inversion, 
as  originally  suggested  by  Nelaton  in  1861,  may  be  advan- 
tageously combined  with  artificial  respiration.  Many  remark- 
able cases  are  on  record  ^  in  which  patients  have  thus  been 
rescued  from  imminent  death  during  chloroform  anaesthesia. 
The  beneficial  effects  of  inversion  are  probably  due,  partly  to 
an  increased  quantity  of  blood  reaching  the  right  heart,  partly 
to  a  similar  increase  in  the  cerebral  blood  supply,  and  j)artly 
perhaps  to  the  pressure  brought  to  bear  upon  the  feebly  acting 
heart  by  the  abdominal  viscera.  In  some  of  the  recorded  cases 
in  which  Nelaton's  method  has  proved  successful,  the  pulse  at 
the  wrist  could  be  made  to  come  and  go  as  the  patient  was 
inverted  or  placed  horizontally.  In  children,  inversion  is  easily 
enough  applied;  but  in  adults  there  is  necessarily  greater  diffi- 
culty. It  is  sometimes  a  good  plan,  in  heavily-built  subjects, 
to  secure  the  feet  to  the  end  of  the  table  or  bed,  and  to  raise 
that  end.  It  is  important  that  this  treatment  should  be  re- 
stricted to  the  proper  cases.  It  should  never  be  employed 
unless  the  signs  of  primar}'^  circulatory  failure  are  distinctly 
marked. 

In  the  event  of  these  measures  failing  to  resuscitate  the 

1  These  cases  must  be  carefully  distiuguished  from  those  iu  which  pulse - 
feebleness  is  connected  with  a  light  anaesthesia  or  with  surgical  shock. 

^  See  Deutsche  nicd.  ZHtung,  Feb.  1885  ;  BraiihicaUfs  Ixctrosped^  vol.  i., 
1876,  p.  348  ;  Edin.  Med,  Jonni.  vol.  ii.,  1874,  \).  476.  Kapi>eler  states 
(p.  135)  that  Schuj)pert  saved  three  j^atients  by  inversion. 
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patient,  aii  attempt  should  be  made  to  stimulate  the   heart  1   I 
direct  compression.     In  the  case  of  young  subjects   in  wb  i. 
the   chest  walls  are   resilient  there   is  no  great  difficulty  : 
applying  intermittent  pressure,  as  in  the  case  referred   to  m 
p.  489.      In   older   subjects  forcible  pressure   may    be    iiia^ 
in  an  upward  and  backward  direction  from  below   the  casta- 


margm. 


Drugs  are  of  little  if  any  service  in  cases  of  this  clas-. 
and  if  employed  sItoiUd  he  administered,  not  by  tlie  anccMhttl^^. 
hut  hy  some  other  person  present.  The  auii^thetist's  iiiidiWde^l 
attention  must  be  devoted  to  maintaining  efficintt  artiliti£ 
respiration  and  a  proper  posture.  To  commence  the  treatraeni 
of  a  marked  case  of  chloroform  syncope  by  a  hypodermic  inac- 
tion of  ether  or  brandy  is  not  only  useless  (seeing  that  tbf 
circulation  is  more  or  less  suspended),  but  dangerous,  in  tlai 
such  a  procedure  delays  the  application  of  artificial  respiration, 
the  remedial  measure  by  which  the  elimination  of  the  anaes- 
thetic and  the  aeration  of  the  blood  are  effected,  and  th.L 
measure  of  all  others  which  is  most  likely  to  increase  cardiac 
action.  There  is,  of  course,  no  objection  to  the  employmeDt. 
by  some  other  person  than  the  anaesthetist,  of  such  drugs  a> 
ammonia,^  nitrite  of  amyl,^  strychnine,  or  caffeine  ^;  but  thest 
substances  should  only  be  used  as  adjuncts,  and  in  the  manner 
described. 

It  is  doubtful  whether  faradism  is  of  any  value  as  % 
remedial  measure  in  these  cases.  Professor  Mac  William* 
advises  rather  strong  induction  shocks,  with  the  skin  moistened, 
one  electrode  being  placed  over  the  heart's  apex,  and  one  ove: 
the  fourth  dorsal  vertebra.  Schafer  and  Sigmund  Mever,  ol 
the  other  hand,  consider  faradism  to  be  as  likely  to  inhibit  a? 
to  stimulate  a  feebly  acting  heart. 

The   worst  and  most   fatal  cases  are  those  in   which  an 

1  Ringer  found  that  ammonia  restored  the  action  of  a  frog's  heart  whict 
had  been  arrested  by  chloroform.  See  PraetUionery  vol.  xxvi.,  1881,  p.  436. 
Pickering,  in  his  experiments  with  the  embryonic  heart  of  a  chick,  also  foaKi 
that  he  could  partially  restore  cardiac  rhythm  by  means  of  ammonia. 

2  Dr.  Wood's  experiments  with  this  drug  lead  him  to  regard  it,  at  all  erents 
in  chloroform-syncope,  as  valueless. 

3  This  may  be  given  subcutaneously  in  2  gr.  doses. 

*  **  Electric  Stimulation  of  the  Heart  in  Man  "  {BriL  Med,  Journ,,  16th  FeK 
1889). 
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overwhelming  dose  of  chloroform  has  been  given  during  or 
immediately  after  violent  struggling.  Although  it  is  true  that 
in  cases  of  this  kind  some  degree  of  respiratory  embarrassment 
occurs,  the  prominent  and  appalling  symptom  is  pallor  and 
complete  cessation  of  pulse.  Our  resources  on  these  occasions 
are  unfortunately  very  inadequate ;  for  beyond  the  treatment 
already  considered  we  know  of  no  other  restorative  measures 
likely  to  be  of  service. 

(iii.)  The  Surgical  Procedure. — In  general  surgical  practice 
the  operation  is  itself  a  common  cause  of  circulatory  depression 
or  failure  during  anaesthesia,  and,  as  we  have  already  seen 
(p.  142),  all  varieties  and  grades  of  surgical  shock  may  be 
met  with.  The  treatment  to  be  adopted  may  be  discussed 
under  two  heads — preventive  and  immediate.  In  those  cases 
in  which  the  surgical  procedure  is  likely  to  prejudicially 
affect  the  circulation,  special  precautionary  measures  should 
be  adopted,  particularly  when  dealing  with  feeble  subjects. 
Violent  purgation  should  be  avoided;  the  room  kept  warm; 
the  bodily  heat  maintained  by  woollen  clothing,  and,  if 
necessary,  a  hot- water  bed;  the  surface  of  the  body  exposed 
as  little  as  possible,  and  all  undue  delay  both  in  ana^sthetisa- 
tion  and  in  operation  avoided.  In  very  feeble  subjects  an 
enema  of  beef-tea  and  brandy  may  be  given  half  an  hour 
before  the  operation.  A  careful  attention  to  posture  is  also 
advisable  (see  p.  138).  As  regards  the  best  anaesthetic  to  be 
employed,  it  must  be  remembered  that,  whilst  there  is  distinct 
evidence  that,  other  things  being  equal,  surgical  shock  is  more 
common  under  chloroform  than  under  ether,  the  amount  of 
blood  lost,  in  any  given  operation,  is  certainly  greater  under 
ether  than  under  chloroform.  Then  again,  some  surgeons  go 
so  far  as  to  maintain  that  ether  masks  surgical  shock  whilst 
chloroform  allows  it  to  be  seen  in  its  true  light,  and  that 
hence  the  latter  is  preferable  to  the  former  anaesthetic  in  the 
cases  we  are  now  discussing.  The  selection  of  the  anaesthetic 
should  depend,  however,  upon  more  important  considerations 
(p.  105).  As  regards  the  depth  of  anaesthesia  to  be  main- 
tained when  signs  of  surgical  shock  appear,  the  general  rule 
may  be  laid  down — the  greater  the  shock  the  lighter  should 
be  the  amesthesia.     The  first  step,  indeed,  in  the  immediate 

2  I 
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treatment  of  surgical  shock  is  to  lessen  or  altogether  withdraw 
the  antt»sthetic.      In  cases  in  which  haemorrhage  has  been  fnr, 
numerous  important  structures  have  been  divided,  and  lar,v 
cutaneous  or  cut  surfaces  exposed  for  a  considerable  time,  tit 
question  often  arises,  how  long  the  operation  should  be  allowri 
to  continue.     I  have  usually  found  that  so  long  as  the  puLc 
can  be  counted  at  the  wrist,  so  long  may  the  patient   be  kep: 
upon  the  operating-table.     I  am  speaking  of   those   cases  iu 
which  signs  of  exhaustion  from  loss  of  blood  and  general  shock 
come  on  gradually.     Should  the  pulse  become  a  running  pulse, 
or  almost  imperceptible,  no  time  should  be  lost  in  removing  tlh: 
patient  to  bed. 

When  the  shock  is  due  to  haemorrhage  the  head  and 
shoulders  should  be  lowered,  the  legs  raised,  an  enema  of  ha 
water  and  brandy  or  hot  coflFee  and  brandy  given,  and  in 
desperate  cases  normal  sahne  fluid  injected  into  a  vein. 

In  minor  cases  of  simple  reflex  cardiac  inhibition  it  is  as  ^ 
rule  advisable,  if  the  patient  be  deeply  anaesthetised,  to  lessen 
the  degree  of  anti^sthesia,  and  if  chloroform  has  been  in  use,  h 
sprinkle  a  little  ether  on  the  mask,  or  to  change  to  a  chloroforu 
and  ether  mixture  or  to  ether  itself.  In  more  pronounced 
cases  a  stimulant  enema  may  be  given,  and  a  subcutaneous 
injection  of  strychnine  (^\y^h  grain)  or  caffeine  (2  grains)  em- 
ployed. Partial  inversion,  the  intravenous  injection  of  saliiit 
fluid,  and  artificial  respiration  may  be  needed  in  the  woi^ 
cases.  Although  I  have  seen  several  alarming  cases  of  thi? 
kind,  I  have  never  witnessed  a  fatality  (see  p.  144).  Oth^j 
forms  of  surgical  shock,  whatever  their  immediate  causatioD 
may  be,  are  to  be  treated  upon  similar  lines.  It  is  in  cases  of 
this  category  that  drugs  are  distinctly  of  service,  but  the  wid- 
drawal  of  the  autnesthetic,  partial  inversion,  the  application  of 
warmth,  and,  above  all,  the  introduction  of  sahne  fluid  into  t>. 
veins,  are  the  cardinal  remedies  upon  which  rehance  may  1* 
placed. 

The  two  following  cases  illustrate  the  effects  of  very  profusj 
haemorrhage  upon  the  circulation  of  the  ancesthetised  patien*. 
In  Case  42  the  patient  was  at  the  time  of  operation  conside 
ably   depressed   by  purgation,  and   this  may  have    had  s)iu 
influence  in  the  causation  of  the  symptoms.     In  Case  43  tbt 


XVIII  DANGERS  CONNECTED  WITH  CIRCULATION  483 


patient  was  a  thin,  feeble  woman,  and  unable  to  bear  loss  of 
blood  without  quickly  showing  signs  of  exhaustion.  By 
anticipating  shock,  it  was  possible  to  tide  her  over  a  some- 
what formidable  operation.  Towards  the  close  of  the  operation 
I  was  able  to  maintain  an  analgesic  rather  than  a  truly 
anaesthetic  state. 

Illustrative  Oase,  No.  42. — F.,  set.  60.  Rather  stout ;  not  very 
strong.  Fair  chest  expansion.  Heart-sounds  rather  distant.  No  winter 
cough.  Had  one  ounce  of  castor-oil  the  night  before  operation.  Three 
actions  of  bowels.  Operation  8.30  a.m.  for  removal  of  left  upper  jaw  for 
sarcomatous  growth.  "  Gas  and  ether  "  given.  Deep  ether  anaesthesia  soon 
came  on.  Operation  commenced  after  five  minutes  of  ether  anaesthesia 
(see  p.  147).  The  "  gas  and  ether  "  had  been  given  by  Mr.  Braine's  method 
(see  J).  404).  Head  on  side,  with  right  cheek  on  pillow,  and  face  turned 
towards  floor.  Operation  begun.  No  embarrassment  to  breathing  from 
blood,  as  all  drained  into,  and  then  out  of,  right  cheek.  As  effects  of 
ether  passed  off,  anaesthesia  kept  up  by  chloroform  from  a  Skinner's  mask. 
Very  profuse  haemorrhage.  Less  anassthetic  given.  Res{)iration  quite 
regular.  Pulse  not  observed.  Head  always  kept  low.  Conjunctival 
reflex  just  present.  As  the  haBmorrhage  continued  to  be  free  I  attempted 
to  feel  pulse,  but  could  not  detect  one  at  either  wrist.  Hands  quite 
warm.  Respiration  proceeding  regularly.  Lion  forceps  now  applied 
and  jaw  removed.  Very  little  haemorrhage,  probably  from  feeble  circula- 
tion. Sutures  rapidly  inserted,  and  operation  finished.  Respiration  still 
regular,  but  occasionally  feeble.  Still  no  pulse.  Half  an  ounce  of  brandy, 
with  some  water,  given  per  rectum  ;  a  subcutaneous  injection  of  ether 
iidministered,  and  ammonia  applied  to  nostrils.  No  efl^ect  produced. 
Respiration  could  be  kept  proceeding  satisfactorily  so  long  as  the  lips 
were  occasionally  briskly  rubbed  with  a  towel  (see  p.  465).  Lips  pale, 
but  pinkish.  Ears  and  cheeks  pale.  The  wrist -pulse  remained  absent 
fur  20  or  26  minutes,  and  then  gradually  returned.  Head  kept 
low.  Hot  cloths  applied  to  head.  Even  when  the  patient  became 
half-conscious,  the  wrist-pulse  was  barely  perceptible.  The  patient  matle 
an  excellent  recovery. 

Blustrative  Oase,  No.  43. — F.,  aet.  40.  Short  stature  and  thin. 
Large  cystic  sarcoma  of  left  breast.  The  tumour  rendered  a  stethoscopic 
examination  of  heart  almost  impossible.  Operation  for  removal  of 
f^rowth.  Ether  given  by  means  of  Clover's  portable  inhaler.  Pulse 
<luring  first  part  of  operation  very  fair.  Tumour  very  vascular : 
lisemorrhage  free.  Pulse  gradually  gi-ew  weaker  and  quicker.  The 
first  indications  of  shock  were:  (1)  quickened  pulse;  (2)  dilatation 
of  pupil  ;  and  (3)  some  pallor.  Although  the  patient  was  well  under 
the  anaesthetic  when  incisions  made  and  removal  of  breast  begun,  she 
was  allowed  to  regain  lid -reflex  when  the  haemorrhage  became  free. 
For  the  last  20  minutes  of  operation  she  was  more  or  less  conscious, 
with    widely -dilated    pupils,  good  conjunctival  reflex,  weak  and  rapid 
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pulse  (about  130),  and  considerable  pallor.  A  breath  of  ether  %:v 
plenty  of  air  given  occasionally.  Respiration  quiet,  shallow,  at 
regulai*.  Whilst  sutures  were  being  put  in  she  was  able  to  auivr: 
questions,  though  feebly  and  slowly.  The  operation  lasted  one  h<NL- 
It  may  be  added  that  any  attempt  to  keep  up  a  deeper  ana^thesia  tUt 
that  described  was  at  once  followed  by  greater  rapidity  of  pulse  an'. 
loss  of  tone  in  the  eyelids,  so  that  a  moderately  deep  anaesthesia  ta- 
maintained  after  the  skin  incisions  had  been  made  and  the  removal  • 
the  tumour  begun. 

In  one  case  of  profuse  haemorrhage  of  which  I  have  note^ 
I  observed  that  the  wrist-pulse  waa  only  palpable  duriii- 
€3^iration. 

That  the  surgical  procedure  may,  independently  of  it^ 
occurrence  of  haemorrhage,  very  seriously  and  sometimes  veiy 
suddenly  depress  the  circulation  of  the  patient,  will  be  seei. 
from  the  remaining  illustrative  cases. 

Illustrative  Oase,  No.  44. — Healthy-looking  child,  about  5  vcar- 
of  age.  Nephrectomy  for  sarcoma  of  kidney.  Chloroform  on  Skiunei  * 
mask  administered  by  a  student  under  my  supervision.  All  went  we-I. 
till  15  minutes  after  the  commencement  of  the  operation,  whcL 
during  the  manipulations  of  the  surgeon,  the  following  events  occunv-: 
in  the  order  mentioned  : — (1)  The  pulse  became  very  slow,  the  respira- 
tion being  regular  and  the  colour  good.  The  anaesthetic  was  withheld 
(2)  The  pulse  became  slower  and  feebler,  and  the  respiration  almos": 
imperceptible,  whilst  the  lij>s  remained  of  good  colour.  (3)  The  radi-u 
pulse  ceased  and  the  colour  became  dusky.  Inversion  and  artificui 
respiration  very  quickly  restored  the  circulatioiL 

Illustrative  Oase,  No.  45. — F.,  act.  about  35.     Very  ansemic  from 
long-standing  hematuria.     Short  stature  and  spare  build.       Pulse  S4. 
regular   and    extremely  compressible.      No  respiratory  diflSculty.      Ne- 
phrectomy for  renal  tumour.     Time   10.40  a.m.     Administration  ci>m- 
menced  with  A.C.E.  mixture  on  Skinner's  mask.       At  10.42  respiration 
rather  rapid — suggestive  of  hysteria.      10.43,  Ormsby's  inhaler,  cbaip^i 
with    ether,    gradually  applied.     Deep    amesthcsia    rapidly    produc*!. 
Pulse  fair,   but  quicker  than  before  commencement.     Patient  lying  cb 
side  with  pillow  under  loins :  head  low  :  face  towards  bed.       Resjnra 
tion  regular  and  not    hampered.       10.52,  operation  begun.      Xo  retk-\ 
movement.      At  11,  whilst  pedicle  was  being  tied,  distinct  evidences  o:' 
shock  began  to  manifest  themselves.     Pulse  rapid  and  feeble.      Allowr 
patient  to  regain  conjunctival    reflex  to    a  slight   extent       Bespiratii-n 
regular  and  snoring.      Pulse    soon  became  barely  perceptible  at  wris: 
Hands  warm.     Fair  colour.      Respiration  less  deep  and  non-stertoron-. 
As  pulse  now  almost  imperceptible,  operation  rapidly  completed.     Whil?: 
the  patient  was  in  this  condition  the  breathing  was  suddenly  "  held, 
as  if  straining  or  coughing  were  imminent  ;  but  as  the  suspended  resjara 
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tion  persisted,  the  sternum  was  pressed  five  or  six  times,  and  air  was 
heard  to  enter  and  leave  the  chest  Automatic  breathing  then  returned 
and  continued,  though  with  occasional  pauses.  End  of  table  raised. 
Operation  completed.  Patient's  condition  gradually  improved.  Fifteen 
minutes  after  operation  the  pulse  could  be  counted  at  wrist.  Patient 
moved  to  bed  and  kept  very  warm.  No  vomiting.  Made  a  good 
recovery. 

Nephrectomy  in  a  feeble  and  very  antemic  patient  is  prone 
to  be  attended  by  shock,  and,  as  the  above  case  shows,  the 
resources  of  the  administrator  may  be  severely  taxed.  That 
the  symptoms  were  not  due  to  loss  of  blood  is  perfectly  certain, 
seeing  that  every  care  was  taken,  and  with  the  most  perfect 
success,  to  avoid  unnecessary  haemorrhage.  Nor  was  the 
anaesthetic  to  blame,  for  the  symptoms  in  no  way  corresponded 
with  those  dependent  upon  an  overdose  of  ether.  I  have 
notes  of  several  other  cases  of  nephrectomy  in  which  profound 
surgical  shock  (coming  on  independently  of  htemorrhage)  has 
occurred.  In  one  instance  yawning  was  a  prominent  symptom 
and  the  wrist-pulse  vanished.  The  patient,  however,  made  a 
good  recovery. 

Extensive  operations  upon  the  breast  are,  as  already 
pointed  out,  very  liable  to  be  attended  by  surgical  shock,  and 
such  symptoms  may  arise  independently  of  haemorrhage.  The 
following  case  may  be  regarded  as  more  or  less  typical : — 

niustrative  Oase,  No.  46. — F.,  about  65.  Stout.  Average 
height.  Large  abdomen  and  fat  chest-walls.  Good  heart  sounds.  No 
cough.  Has  enjoyed  good  health.  Operation :  removal  of  right  breast 
and  axillary  glands.  Administration  lasted  40  minutes.  ACE.  given, 
first  on  Skinner's,  then  on  Rendle's  mask.  No  difficulty.  Then  ether 
on  Ormsby's  inhaler.  Operation  begun.  No  reflex  movement  Long 
incision.  Full  pulse.  Ether  caused  slight  cough  and  embarrassment  to 
breathing,  so  changed  after  a  few  minutes  to  A.C.E.  After  10-12 
minutes,  patient  being  just  properly  under,  with  very  slight  conjunctival 
reflex,  it  was  difficult  to  feel  pulse  either  at  temporal  or  superior 
coronary.  Breathing  good.  Radial  pulse  slow  and  barely  perceptible. 
Ether  again  given  and  pulse  distinctly  improved.  Ether  used  for  rest 
of  operation.  The  axilla  was  being  opened  up  when  the  symptoms  of 
shock  arose. 

Although  reflex  shock  in  breast  operations  is  more  common 
and  more  pronounced  under  chloroform  and  its  mixtures  than 
under  ether,  it  may  undoubtedly  arise  under  the  last-named 
agent,  as  the  following  case  shows  : — 
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ninstrative  Oase,  No.  47. — F.,  at.  70.  Active.  Stout.  Goci; 
regular  heart -sounds.  No  evidence  of  bronchitis.  No  breathlessiteS' 
Amputation  of  left  breast.  9.30  a.m.  No  food  or  drink  since  la^t  ni|^ 
Administrutiou  conducted  as  described  on  p.  415.  A.C.EL  mixtor 
given  on  Skinner^s  mask.  No  resistance  or  difficulty.  Changwi  *^ 
Rendle's  mask  in  a  minute  or  two.  Breathing  rather  quick.  Tbri 
changed  to  Ormsby's  inhaler  charged  with  pure  ether.  No  difficBln 
l)eyond  transient  "  holding  of  breath."  No  struggling.  Soon  stertoroLv 
but  with  slight  conjunctival  reflex.  As  the  breathing  was  rather  jerkt 
(from  large  abdomen)  and  the  lips  flapped  audibly  with  expiratic^ 
somewhat  less  ether  was  given.  Breathing  less  jerky.  Two  very  It^- 
skin  incisions  made.  No  movement  or  reflex  noise,  but  a  slight  hala- 
tion in  breathing  noticed,  i.e.  a  slight  straining  with  expiration,  i- 
the  anaesthetic  was  continued  this  quickly  passed  off  and  breatbiL. 
became  regular.  Although  colour  and  respiiation  good,  no  pulse  couli 
be  detected  either  in  radial  or  temporal  artery.  The  colour  was  perfw}^ 
a  trifle  paler  than  normal,  but  nothing  more.  Pupils  moderately  cc«- 
tracted.  Very  slight  lid-reflex.  Ether  suspended  for  a  while-  Sdll 
no  pulse :  but  respiration  proceeding.  After  pulse  had  thus  been 
absent  for  about  10  minutes,  it  retumeil,  and  with  it  brisk  lid-r^fi^i 
and  some  expiratory  phonation.  For  rest  of  operation  pulse  good  ani 
regular,  and  colour  very  good.  Administration  lasted  one  hour.  4t 
oz.  of  Robbins's  ether  used.     Some  retching  after. 

There  is  an  interesting  point  in  connection  with  breas: 
operations,  viz.  that  directly  the  suturing  of  the  wound  begins, 
the  circulation  generally  commences  to  improve.  A  similar 
improvement  in  pulse  is  observed  in  abdominal  surgery. 

In  the  following  case  reflex  cardiac  inhibition  took  plat^ 
as  the  result  of  the  skin  incision  for  a  Syme's  amputation,  the 
patient  being  at  the  time  lightly  under  ether : — 

Illustrative  Case,  No.  48. — M.,  aet  about  18.  Thin  :  breathless  ol 
sliglit  exertion  :  has  some  dulness  at  bases  of  lungs.  Syme's  amputation 
for  sarcoma  of  foot.  Commenced  administration  with  a  small  quantit,^ 
of  the  A.C.E.  mixture  on  Skinner's  mask.  Tlien  went  on  with  punr 
ether  from  a  Clover's  portable  inhaler.  He  breathed  the  ether  well  at 
first ;  but  soon  commenced  to  give  some  trouble.  The  upper  lids  becanir 
raised,  and  it  was  difficult  to  secure  tranquil  anaesthesia.  The  Iid-reflc\ 
persisted,  and  also  some  muscular  movements,  for  about  10  minutt>. 
Breathing  somewhat  hampered.  Whilst  he  was  in  this*  condition  tW 
operation  was  commenced.  It  so  happened  that  I  had  my  finger  upt 
the  radial  pulse,  and  that  the  student  who  was  administering  the  ether 
under  my  supervision  had  his  finger  upon  the  carotid  arterj*.  The  pul** 
was  good  but  quick.  At  the  moment  the  skin  incision  was  made,  the 
pulse  suddenly  ceased  both  at  the  wrist  and  at  the  neck,  and  remaiii*^! 
absent  for  (?)  four  or  five  seconds.     No  loss  of  colour.     Pulse  resumed  it? 
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previous  character.  Some  movement  of  patient,  showing  he  was  not 
deeply  anaesthetised.  Attempted  to  secure  a  better  and  more  profound 
anaesthesia,  but  respiration  tended  to  become  feeble  and  face  pale.  No 
further  trouble  during  rest  of  operation.  This  patient  died  some  weeks 
later,  and  at  the  autopsy  a  large  mediastinal  (sarcomatous)  tumour  was 
discovered.  This  had  probably  caused  the  respiratory  difficulties  in  the 
administration. 

Whilst  it  must  be  admitted  in  this  case  that  the  patient 
was  imperfectly  anaesthetised,  it  does  not  follow,  as  we  have 
seen,  that  the  cardiac  inhibition  would  not  have  arisen  had 
the  anaesthesia  been  deeper.  The  operator  understood  that 
the  patient  was  ready  for  operation  ;  whereas,  owing  to  the 
embarrassed  respiration,  it  had  been  found  impracticable  to 
arrive  at  tranquil  anaesthesia  in  the  usual  time.  It  is  probable 
that  had  the  patient  been  under  chloroform  a  more  marked 
depression  of  circulation  might  have  resulted. 

The  two  following  cases,  which  present  points  of  great  simi- 
larity, are  of  considerable  interest  in  the  present  connection  : — 

« 

Illustrative  Oase,  No.  49. — The  patient  was  a  gentleman  of  about 
35  years  of  age  ;  of  average  build ;  in  good  general  health  ;  and  not 
markedly  nervous.  He  was  the  subject  of  a  sarcomatous  tumour  of 
the  soft  palate.  Chloroform  was  administered  by  means  of  Junker's 
inhaler.  Anaesthesia  was  produced  in  from  8  to  10  minutes,  and  was 
characterised  by  muscular  fiaccidity,  abolition  of  lid-reflex,  and  slight 
stertor.  There  were  to  be  two  stages  in  the  operation — the  first  of  which 
consisted  in  placing  a  temporary  ligature  round  the  carotid  artery  in  the 
neck  ;  the  second  in  removing  the  growth  of  the  palate.  The  skin 
incision  was  unattended  by  movement  or  other  phenomena.  Whilst  the 
artery  was  being  exposed  the  pulse  became  extremely  feeble,  the  face 
pale,  the  respiration  shallow,  and  the  operator  had  some  difficulty  in 
recognising  the  vessel  by  reason  of  its  diminution  in  size.  The  head  was 
lowered  and  the  legs  raised.  After  three  or  four  compressions  of  the  chest 
the  pulse  gradually  improved,  and  rigidity  and  lid-reflex  reappeared. 
I  then  had  recourse  to  ether  for  the  remainder  of  the  operation,  which 
was  successfully  performed  under  this  anaesthetic. 

The  next  day,  whilst  the  wound  over  the  carotid  was  being  examined 
without  an  anaesthetic,  the  patient's  face  suddenly  became  pale,  the  artery 
contracted  as  on  the  pi-evious  occasion,  the  eyes  turned  up,  the  muscles  of 
the  jaw  twitched,  and  for  a  few  seconds  the  patient  was  unconscious. 

I  anaesthetised  this  patient  two  years  later,  and  gave  him  ether  for  the 
removal  of  a  very  small  recurrent  nodule.  No  difficulty  occurred.  It  is 
fair,  however,  to  add  that  no  ligature  was  this  time  placed  round  the 
carotid. 

I  anaesthetised  this  patient  for  the  third  time,  just  three  years  after 
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the  last  administration.  Another  recurrent  nodule  had  to  be  removed.  I 
used  the  A.C.E.- ether -chloroform  sequence,  and  secured  a  deep  etie 
anaesthesia  for  the  commencement  and  first  stages  of  the  operation.  X. 
abnormal  symptoms  were  noted  under  ether ;  but  during  the  sabeeqws: 
chloroformisation,  whilst  the  palate  was  being  held,  and  a  further  portki 
of  the  growth  excised,  the  pulse  became  very  slow  for  three  or  four  beaiu 
and  for  20-30  seconds  could  not  be  felt.  The  respiration  vras  deep  &&d 
regular  all  the  time.  The  colour  was  perhaps  a  trifle  paler.  The 
anaesthetic  was  withheld,  and  the  pulse  gradually  returned.  Though  ifec 
patient  was  well  under  chloroform  at  the  time  the  pulse  vanished,  he  wi? 
not  too  deeply  anaesthetised,  for  he  began  to  show  signs  of  recovery  half  a 
minute  after  the  am^sthetic  had  been  discontinued. 

Illustrative  Oase,  No.  50. — M.,  set  60.  Healthy  and  mu«enki. 
Florid  cheeks.  Iron-grey  beard.  Had  his  tongue  removed  some  montb 
ago.  Now  has  epitheliomatous  glands  of  neck  requiring  removaL  Rear,- 
sounds  good  ;  not  nervous.  Chloroform  administered  on  Skinner's  matt 
Drop- bottle.  No  struggling.  Some  temporary  respiratory  difficdtj 
before  deeply  under,  easily  removed  by  pushing  jaw  well  forwards.  FqIIt 
anaesthetised  in  6-6  mins.  No  movement  with  skin  incision.  The  sgOf 
of  anaesthesia  were :  Regular,  softly  snoring  breathing :  no  conicai 
reflex  :  fixed  eyeballs  :  pupils  3^  mm. :  good  colour.  As  this  pupil  wis* 
trifle  larger  than  the  ordinary  chloroform  pupil,  I  instructed  the  studai 
who  was  administering  the  chloroform  to  somewhat  les^n  the  amount  d 
anaesthetic.  This  brought  the  pupil  to  2 J  mm.  in  about  half  a  mincte 
Other  signs  as  before.  A  few  minutes  later,  during  the  manipulatioBs 
of  the  surgeon  for  the  removal  of  the  glands  (which  were  intimately 
connected  with  the  carotid,  jugular,  vagus,  and  phrenic),  the  patient 
became  pale,  and  his  jaw  muscles  flaccid.  In  a  few  seconds  from  this  his 
breathing  became  irregular  and  shallow.  No  sound  of  obstruction.  1 
assisted  respiration  by  pressing  with  each  expiratory  effort  upon  the  lower 
part  of  thorax,  and  with  my  finger  in  mouth  kept  stump  of  tongne  from 
I)harynx.  The  pulse,  which  had  not  been  observed  before,  was  barely 
perceptible  and  slow.  (It  had  probably  ceased  altogether  when  the  pallor 
came  on.)  Lid-reflex  now  returned,  and  some  moaning.  Carotid  and 
jugular  both  ligatured  and  glands  completely  and  successfully  removed 
The  operation  was  never  suspended,  as  no  further  remedy  besides  cbesi- 
conipression  was  necessary.  A  comparatively  light  anaesthesia  was  kejs 
up  for  the  rest  of  operation.  Any  attempt  to  alwlish  lid-reflex  was  at 
once  followed  by  feeble  breathing.  The  colour  and  pulse  improved  after 
the  chest-compression  ;  but  patient  remained  pale,  and  with  rather  slow 
and  weak  but  regular  pulse  till  end  of  operation.  Administration  lasted 
50  minutes.     14  dr.  of  chloroform  used. 

The  patient  referred  to  in  Case  49  was  apparently  specially 
susceptible  to  reflex  cardiac  inhibition.  During  the  second 
operation,  in  which  ether  was  employed,  and  during  the  first 
])art  of  the  third  operation,  which  was  also  conducted   under 
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this  aneesthetic,  no  surgical  shock  occurred.  But  in  the  first 
operation,  and  in  the  latter  part  of  the  third  operation,  on  both 
of  which  occasions  chloroform  was  being  used,  reflex  circulatory 
depression  ensued.  It  is  interesting,  too,  that  a  similar  con- 
dition was  noted  in  the  absence  of  anaesthesia.  In  this  case,  as 
in  many  others,  the  stimulation  produced  by  ether  seems  to 
have  prevented  the  inhibitory  effects  of  the  surgical  procedure. 
In  the  following  case  the  reflex  cardiac  inhibition  occurred 
during  an  abdominal  operation  : — 

ninstrative  Oase,  No.  51. — R,  eet  42.  Good  colour.  Rather  grey. 
General  condition  good.  Operation  for  gastric  ulcer  (abdominal  section). 
Administration  lasted  about  70  minutes.  Chloroform,  Skinner's  mask. 
No  diflSculty  in  induction.  No  reflex  movement  with  incision.  First 
part  of  operation  consisted  in  pulling  down  stomach  and  plugging  several 
large  sponges  into  abdominal  cavity.  During  this  the  lips  became  pale, 
the  pulse  small  and  slow,  but  the  breathing  was  unaffected.  (No  corneal 
reflex  present.)  Difficult  to  say  whether  circulatory  symptoms  due  to 
chloroform,  to  operation,  or  to  both  factors.  No  chloroform  given  for 
several  minutes,  during  which  there  was  no  corneal  reflex.  Pulse  and 
colour  gradually  improved,  but  by  this  time  the  dragging  on  stomach  and 
insertion  of  sponges  had  ceased  and  the  stomach  had  been  opened.  No 
further  trouble  for  next  40  minutes.  At  end  of  this  time,  when  I  was 
perfectly  sure  the  patient  was  not  too  deeply  under  chloroform,  and  not  too 
lightly,  it  became  necessary  to  remove  sponges,  and  the  patient  again  dis- 
played similar  symptoms  to  those  previously  noted.     Clearly  a  reflex  effect 

Keflex  circulatory  disturbances  are  very  common  during 
abdominal  operations,  eg,  ovariotomy,  resection  of  intestine, 
etc.  I  have  also  met  with  symptoms  of  cardiac  inhibition  in 
cases  of  vaginal  hysterectomy,  the  pulse  becoming  slow,  feeble, 
irregular  or  intermittent  during  traction  upon  the  uterus.  I 
have  invariably  found  that  a  change  from  chloroform  to  A.C.R, 
or  from  A.C.E.  to  ether,  has  corrected  the  condition. 

The  most  profound  shock  that  I  ever  witnessed  during 
anjesthesia  came  about  as  the  immediate  result  of  air  entering 
a  vein.     The  following  are  the  notes  of  the  case : — 

ninstrative  Case,  No.  52. — F.,  14.  Florid  and  fairly  well- 
nourished.  Removal  of  cervical  glands.  "Gas  and  ether"  followed  by 
chloroform.  Whilst  the  operator  was  working  in  the  supra -clavicular 
region,  a  small  quantity  of  air  was  heard  to  enter  a  vein.  This  was 
followed  by  rjvpid  pulse  and  some  pallor.  A  minute  or  two  later,  whilst 
I  was  carefully  feeling  the  superior  coronary  artery  and  watching  the 
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patient,  who  was  well  under,  but  not  too  deeply  under  cblorofomi,  there  ws^ 
a  very  distinct  sound  as  of  a  considerable  quantity  of  air  eDtering  a  rem 
The  pulse  suddenly  vanished  at  the  superior  coronary  and  radial  arteries ; 
the  face  became  deadly  pale  ;  the  lids  separated  ;  the  eyes  became  glasj  • 
and  the  breathing  barely  perceptible.  There  were,  in  fact,  all  the 
appearances  of  death.  I  immediately  lowered  the  head  and  raised  tltr 
legs,  and  as  the  chest  walls  were  remaikably  elastic  and  yielding,  and  the 
abdomen  relaxed,  I  was  able,  with  my  hands,  to  encircle  the  heart  to  sod 
an  extent  that  rhythmic  compression  of  that  organ  became  possible.  The 
intermittent  squeezing  movements  thus  brought  to  bear  also  had  the  effect 
of  forcing  air  in  and  out  of  the  chest.  At  the  end  of  three  or  four 
minutes  signs  of  returning  animation  began  to  appear,  and  with  Xht 
assistance  of  other  restorative  measures  (strychnine,  brandy  enema, 
warm  til,  etc.)  the  patient  recovered. 

It  is,  I  think,  highly  probable  that  in  the  above  case  the 
patient's  life  was  saved  by  cardiac  compression. 

(iv.)  The  Act  of  Vomiting. — When  vomiting  leads  to 
dangerous  or  fatal  symptoms,  it  generally  does  so  by  reason  of 
the  interference  with  respiration  which  is  a  natural  and 
necessary  accompaniment  of  the  act  of  emesis.  Vomited 
matter  may,  as  we  have  seen,  readily  pass  into  the  larynx  and 
trachea  unless  care  be  taken  (p.  454).  Or  the  suspension  of 
breathing  dependent  upon  the  temporary  laryngeal  closure 
which  takes  place  during  vomiting  may,  in  a  feeble  subject 
or  in  one  whose  heart  is  dilated  or  otherwise  diseased,  be 
rapidly  followed  by  syncope,  especially  under  chloroform 
(p.  348).  But,  apart  from  these  respiratory  embarrassments, 
the  circulation  may  show  signs  of  depression  when  vomiting  is 
imminent,  and  this  is  particularly  the  case  in  light  chloroform- 
isation.  The  usual  treatment  when  the  pulse  becomes  feeble 
from  impending  vomiting  is  to  increase  the  depth  of  ames- 
thesia ;  but  in  many  cases  it  is  impossible  to  ward  off  the 
contretemps  by  this  plan,  and  the  vomiting  must  be  alloweti 
to  take  its  course.  Whether  there  is  ever  any  real  danger  in 
this  form  of  circulatory  depression — apart  from  the  danger  of 
suspended  breathing — is  questionable. 
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CHAPTER    XIX 

THE   AFTER-CONDITION    OF   THE    PATIENT 

We     have    seen,    in    considering    the    after- eCTects    of   each 
anaesthetic,    that,    when    the    administration    is    discontinued 
and    fresh   air  admitted  to  the  lungs,  a  kind  of  retrogression 
in   the  patient's  symptoms  commences.     A  true  retrogression 
is  rarely  if  ever  observed — that  is   to  say,  a  patient   rarely 
if  ever  displays,  in  reverse  order,  precisely  the  same  symptoms 
which  occurred  whilst  he  was  passing  under  the  influence  of 
the   anaesthetic.     Speaking  generally,  we  may  say  that,  when 
the     anaesthetic    is    withdrawn    from    a    deeply -anaesthetised 
patient,  the  first  thing  usually  observed  is  that  the  breathing 
grows  quieter,  and  should  stertor  have  been  present,  it  becomes 
less   pronounced.     The   next  sign  of  recovery  is  usually  the 
reappearance  of  the  lid-reflex.     Deglutition  movements  some- 
times  occur    first.     If  the  patient   be   left  undisturbed,  the 
pupil  generally  grows  smaller ;  but  dilatation  may  occur,  more 
especially  if  the  patient  be  disturbed,  or  the  operation  be  still 
in  progress.     Dilatation  may  also  be  met  with  prior  to  vomit- 
ing.    The  globes   now  commence   to  move   from   their   fixed 
positions.     The   breathing   becomes   intermittently  obstructed, 
from  the  temporary  laryngeal  closure  incidental  to  swallow- 
ing.    Expiratory  phonation  and  inspiratory  crowing  are  some- 
times   heard.      Coughing,   retching,   or  actual   vomiting    may 
follow. 

Recovery  from  anssthesia  takes  place  with  a  degree  of 
rapidity  which  is  roughly  proportionate  to  the  previous  dura- 
tion of  the  narcosis  and  to  the  quantity  of  the  anaesthetic 
which  has  been  inhaled.  Other  factors  necessarily  come  into 
play.     Patients  with  good  respiratory  action,  a  brisk  circula- 
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tion,  and  a  free  air-way  more  quickly  eliminate  the  aniesther 
than  patients  differently  circumstanced.  One  test  of  a  proper 
anaesthesia  having  been  maintained  is  that  the  patient  shod: 
soon  commence  to  show  signs  of  recovery.  If  he  remain  vdt. 
an  insensitive  conjunctiva,  and  other  evidences  of  deep  aiut>- 
thesia,  for  some  time  after  the  administration,  we  may  be  pretty 
certain  that  an  unnecessarily  lai'ge  dose  of  the  anaesthetic  k^ 
been  given. 

I  find  it  an  excellent  practice,  when  circumstances  pemii; 
to  turn  the  patient  well  upon  his  side  immediately  after  a 
surgical  operation,  ie.  whilst  he  is  still  under  the  anjesthetic. 
This  is  the  posture  which  Dr.  Bowles  ^  so  strongly  recommend- 
in  apoplectic  seizures.  Stertor  at  once  ceases ;  the  tongut 
gravitates  to  the  side  of  the  mouth :  a  free  air-wav  is 
established ;  mucus  and  saliva  are  not  swallowed ;  coughiiu 
is  prevented ;  and  should  vomiting  occur,  any  vomited  matter 
will  readily  find  an  escape  without  interfering  with  breathiiii: 
If  the  patient's  head  be  allowed  to  remain  in  the  mid-line, 
and  more  especially  if  his  chin  be  permitted  to  rest  more  or 
less  upon  his  sternum,  breathing  cannot  take  place  freely,  and 
recovery  will  therefore  be  tardy  and  unsatisfactory. 

If  the  patient  has  been  in  the  sitting  posture,  as  for  a 
nasal  or  oral  operation,  he  should  be  bent  well  forwards  in 
the  chair  directly  the  operation  is  over,  in  order  to  facilitat*; 
the  escape  of  blood  from  the  mouth.  He  should  then  be 
placed  laterally  till  recovery  ensues. 

It  is  important  that  the  administrator  should  stay  hj  los 
patient  till  distinct  signs  of  recovery  have  manifested  them- 
selves. As  a  general  rule,  he  should  remain  till  some  semi- 
voluntary  action  takes  place,  till  vomiting  has  occurred,  or  till 
moaning  sounds  are  made.  Temporarily-obstructed  breathing 
is  common  whilst  patients,  and  more  especially  certain  types 
of  patients,  are  emerging  from  anaesthesia.  It  is  hence 
necessary  for  the  administrator  to  conduct  his  patient  safely 
through  the  stage  of  retching;  to  push  the  jaw  forwards: 
and  to  clear  the  mouth  if  occasion  should  require.  Several 
deaths  have  occurred  in  consequence  of  the  neglect  of  these 
precautions. 

^  Stertor  and  Apoplejcy. 
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It  is  not  advisable  to  administer  au  opiate  after  au  opera- 
tion till  the  patient  has  shown  distinct  signs  of  recovery ;  and 
this  particularly  applies  to  all  cases  in  which  any  respiratory 
embarrassment  is  present. 

Pallor  and  feebleness  of  pulse  coming  on  after  the  adminis- 
tration are  usually  connected  with  vomiting.  They  may,  how- 
ever, depend  upon  other  causes,  e,g.  the  patient's  general 
condition,  the  operation,  etc.  Moreover,  we  must  remember 
that  both  ether  and  chloroform,  and  more  especially  tlie 
former,  act  as  stimulants  to  feeble  subjects;  and  that  when 
the  stimulant  has  been  removed  the  circulation  will  inevitably 
flag  to  a  greater  or  less  degree.  We  must  not  lose  sight  of 
this  fact  in  dealing  with  very  exhausted  subjects.  In  critical 
cases  care  should  be  taken  to  keep  the  head  low  and  the 
patient  very  warm.  Hot-water  bottles  and  blankets  should 
be  applied ;  free  respiration  maintained ;  the  lips  rubbed  with 
brandy  and  water ;  or  an  enema  of  brandy  and  beef-tea  given. 
Hot- water  bottles  should  always  be  enveloped  in  thick  blankets, 
otherwise  there  will  be  a  risk  of  inflicting  injury  to  the  skin 
of  the  still  unconscious  patient. 

After  the  use  of  ether  or  chloroform  for  a  surgical  opera- 
tion, no  nonrishment  should  be  given  by  the  mouth  for  about 
four  hours,  and  if  at  the  expiration  of  this  period  the  patient 
be  disinclined  for  food,  another  hour  or  even  longer  may  be 
allowed  to  elapsa  Some  clear  soup  or  broth  may  then  be 
given.  Properly  made  beef-tea,  to  which  a  small  quantity  of 
a  reliable  meat  extract  has  been  added,  will  be  found  to 
answer  well.  Some  patients  prefer  solid  Brand's  Essence  to 
any  liquid  nourishment.  Soda-water  with  milk  is  sometimes 
preferred  to  soup  or  beef-tea.  After  short  administrations 
some  tea  or  coffee  with  dry  toast  may  be  permitted. 

As  the  prevention  and  treatment  of  nausea,  retching,  and 
vomiting  are  matters  of  considerable  importance,  not  only  to 
the  patient  but  to  the  surgeon,  a  few  remarks,  in  addition 
to  those  which  have  already  been  made  in  previous  pages, 
concerning  the  causation  of  these  unpleasant  sequelae  may 
not  be  out  of  place.  Unfortunately  our  knowledge  is  very 
scanty — far  scantier  than  it  should  be  upon  such  a 
subject 
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In  the  first  place,  it  is  hardly  necessary  to  point  out  tha: 
the  presence  of  food,  etc.,  within  the  stomach  during  the 
administration  is  the  most  frequent  cause  of  after -sickness. 
When  the  diet  has  been  properly  regulated,  in  accordance 
with  the  rules  laid  down  on  p.  186,  after- vomiting  is  excep- 
tional. When  solids  or  liquids  are  present  in  the  stomach 
during  the  administration,  not  only  may  the  administrator 
have  difficulty  in  obtaining  a  proper  and  quiet  aniesthesia,  but 
after -sickness  will  probably  be  troublesome.  As  a  curious 
and  interesting  fact,  however,  I  may  say  that  I  have  met  with 
one  or  two  cases  in  which  vomiting  after  ether  was  con- 
spicuously absent,  even  though  the  patients  had  quite  recently 
taken  solid  food.  Such  cases  are  very  exceptional.  As  is 
well  known,  patients  operated  upon  in  the  early  morning, 
when  the  stomach  is  quite  empty,  are  less  prone  to  after- 
vomiting  than  those  operated  upon  later  in  the  day.  I  have 
repeatedly  noticed  that  patients  anaesthetised  at  8  A.M.  art 
veiy  rarely  attacked  by  nausea  and  retching  afterwards — 
a  fact  which  may  probably  be  explained  by  supposing: 
that  tea,  coffee,  etc.,  which  may  be  considered  necessary 
before  operations  fixed  for  9  A.M.  or  later,  have  not  been 
given.  When  much  blood  has  passed  into  the  stomach 
during  the  operation,  vomiting  will  almost  certainly  follow : 
and  the  same  is  more  or  less  true  with  regard  to  mucus 
and  saliva. 

Secondly,  as  to  the  anaesthetic  itself,  we  have  seen  (p, 
234)  that  of  all  the  aniBsthetics  nitrous  oxide  is  least  likely 
to  be  followed  by  vomiting,  but  there  are  certain  higlily 
exceptional  cases  in  which  even  this  anaesthetic  cannot  be  in- 
haled without  nausea  and  retching  occurring.  Moreover,  the 
longer  the  inhalation,  the  greater  will  be  the  tendency  to 
vomit — hence  the  greater  liability  to  this  symptom  when 
nitrous  oxide  is  inhaled  with  oxygen.  With  regard  to  ether 
and  chloroform,  we  may  say  that  the  administration  of  the 
former  is  more  often  followed  by  transient  retching  than  the 
administration  of  the  latter.  But,  as  has  been  pointed  out, 
severe,  protracted,  and  dangerous  vomiting  is  more  common 
after  chloroform. 

Thirdly,  some  patients  are  far  more  prone  to  these  after- 
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effects  than  others.  Eosy-cheeked  children,  young  women  of 
good  colour  and  full  lips,  and  flabby -looking  individuals  with 
an  unhealthy  and  dusky  appearance  are  much  more  liable  to 
after-vomiting  than  others.  Such  patients  nearly  always 
secrete  large  quantities  of  mucus  and  saliva.  Thin,  spare, 
and  sallow  patients,  those  who  have  become  anaemic  from 
exhausting  disease,  as  well  as  aged  persons,  are  not  often  sick 
after  anaesthetics.  Patients  of  "bilious"  habit  frequently 
suffer  a  good  deal  after  ether  or  chloroform — a  fact  re- 
cognised by  Snow.^  The  administration  of  an  appropriate 
purgative  (p.  188)  is  said  to  diminish  the  chances  of  after- 
sickness.^ 

Fourthly,  the  nature  of  the  operation  may  have  its  influ- 
ences. Patients  who  have  undergone  operations  in  which  the 
intestines  have  been  freely  manipulated  are  said  by  some  to 
be  specially  liable  to  after-vomiting.  I  am  also  informed  by 
one  of  our  leading  obstetric  physicians  that  the  operation  of 
oophorectomy  specially  predisposes  to  after-sickness  of  varying 
degrees  in  different  cases.  Dr.  Sheppard  states  in  his  notes 
that  he  found  vomiting  to  be  rare  after  mouth  and  jaw  opera- 
tions; and  Mr.  Eigden  (footnote,  p.  305)  makes  the  same 
obsen^ation. 

Fifthly,  the  kind  of  ansesthetic  employed  must  be  con- 
sidered. Although  it  is  difficult  to  speak  positively  upon  the 
point,  I  believe  that  pure  ethylic  ether  is  less  frequently 
followed  by  nausea  and  vomiting  than  the  so-called  "  Pure 
Slethylated "  ether ;  and  it  is  possible  that  certain  kinds 
of  chloroform  may  be  similarly  superior  to  others  in  this 
respect. 

Lastly,  jolting  the  patient  about  during  recovery  from  deep 
anaesthesia  will  often  induce  vomiting.  It  is  important,  there- 
fore, that  the  patient  should,  whenever  circumstances  permit, 
be  left  undisturbed  for  some  considerable  time  after  the  ad- 
ministration has  been  concluded.  The  custom  of  moving 
patients  from  the  operating-table  to  the  bed  immediately  after 
the  operation  is  open  to  the  objection  that  it  often  leads  to 

^  Op,  cU. 

*  I  am  told  by  a  head-nurse  at  one  of  the  surgical  homes  that  this  is  an 
important  point  in  the  avoidance  of  vomiting. 

2  K 
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voinitiug.  I  have  frequently  known  vomiting  to  be  set  up  bv 
simply  moving  the  bed  back  to  its  position  just  after  tic 
operation. 

If,  then,  we  wish  to  avoid  after-vomiting,  an  appropriate 
laxative  or  purgative  must  be  given ;  the  diet  carefully  ^eg^^ 
lated ;  a  deep  anaesthesia  with  the  purest  aniPsthetic  main- 
tained ;  the  head  kept  turned  well  to  one  side  for  the  escape 
of  mucus  and  saliva ;  and  the  patient  placed  upon  his  sidt 
directly  the  operation  is  over. 

But  if  nausea  and  vomiting  arise,  and  prove  distressing  to 
the  patient,  an  endeavour  must  be  made  to  relieve  them.  I: 
is  best,  in  the  first  instance,  to  give  about  five  or  six  ounces  of 
hot  water  to  drink.  Small  pieces  of  ice  were  formerly  advo- 
cated, but  hot  water  seems  more  efficacious.  I  have  frequently 
known  a  draught  of  hot  water  to  immediately  and  finallT 
arrest  distressing  retching.  Should  it  not  do  so,  some  stronj 
hot  cofifee  without  milk  or  sugar  may  be  next  tried.^  I  have 
notes  of  a  case  in  which  this  treatment  allayed  vomiting  which 
had  lasted  for  twenty-four  hours.  When  it  does  not  relieve, 
I  have  known  10-15  grs.  of  bicarbonate  of  soda  in  very  hu 
water  to  answer  well.  I  have  also  notes  of  a  case  in  which 
obstinate  after-sickness  was  immediately  stopped  by  champagne: 
and  a  case  has  been  reported  to  me  by  a  surgeon,  in  which 
obstinate  nausea  and  retching  after  chloroform  yielded  to  small 
doses  of  oxalate  of  cerium,  after  other  remedies  had  failed 
Kappeler  recommends  the  application  of  an  ice-bag  to  the 
epigastrium  for  after-sickness ;  but  I  have  had  no  experience 
of  this  remedy.  The  inhalation  of  vinegar  is  said  to  be  of 
use  in  controlling  vomiting  after  chloroform. 

Lenevitch-  advises  washing  out  the  stomach  with  luke- 
warm alkaline  solutions  in  severe  after -vomiting ;  and 
Blumfeld,^  wlio  employs  plain  water  for  the  purpose,  speaks 
favourably  of  this  line  of  treatment 

When  there  is  a  neurotic  element  in  the  vomiting  follow- 
ing anaesthesia,  much  benefit  may  be  derived  from  the  use  oi 

^  Dr.   Buxton  {Aiia^thetlcs)  sjieaks  highly  of  the  addition  of  bic&rbooatp 
of  soda  to  coffee. 

^  AnniuU  Univ.  Med,  Sct.f  1892,  p.  13. 
^  Lancet,  23rd  September  1899,  p.  838. 
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an  enema  of  bromide  of  potassium  (about  20  grs.  to  a  couple 
of  ounces  of  water). 

I  find  that  the  disagreeable  taste  left  in  the  mouth  after 
the  inhalation  of  ether  is  best  treated  by  giving  the  patient 
very  thin  slices  of  lemon  with  which  to  moisten  his  lips  from 
time  to  time. 

Incautious  .ventilation  should  be  avoided,  owing  to  the  risk 
which  would  otherwise  result  of  giving  the  patient  bronchitis, 
or  even  pneumonia.  The  room  should  be  kept  as  quiet  and 
dark  as  possible,  in  order  to  encourage  natural  sleep. 

The  special  after-effects  of  each  amvsthetic  have  been  con- 
sidered in  Part  III.  Hysterical  and  other  forms  of  excitement 
are  referred  to  on  pp.  235,  309,  and  367  ;  bronchitis,  pneu- 
monia, and  pulmonary  cedema  on  pp.  306  and  367  ;  albumin- 
uria, nephritis,  and  glycosuria  on  pp.  235,  308,  and  367  ; 
hemiplegia  and  aphasia  on  pp.  235  and  310;  choreiform 
movements  on  p.  309  ;  and  insanity  on  pp.  235,  309,  and 
367. 

The  occurrence  of  bronchial  or  pulmonary  symptoms  after 
aniesthetisation  may,  as  we  have  seen,  be  dependent  Upon  a 
foreign  body,  such  as  an  extracted  tooth,  having  passed  into 
the  trachea  or  bronchi  Several  cases  of  this  kind  have  been 
recorded.  In  some,  recovery  has  taken  place  on  the  expulsion 
or  removal  by  operation  of  the  foreign  body ;  whilst  in  others 
fattil  results  have  followed.^ 

Finally,  there  may  be  met  with,  after  all  aniesthetics,  certain 
paralytic  conditions  dependent  upon  injuries  to  peripheral 
nerves,  from  the  adoption  of  certain  postures.  Thus,  by 
dragging  the  arms  over  the  head,  Erb's  palsy  (paralysis  of 
the  deltoid,  biceps,  brachialis  anticus,  and  supinator  longus) 
or  some  similar  condition  may  result,  the  nerve-trunks  supply- 
ing the  paralysed  districts  having  been  compressed  between 
the  clavicle  and  the  first  rib  or  stretched  over  the  head  of 
the  humerus.^  Again,  the  musculo-spiral  or  the  ulnar  nerve 
may  become  paralysed  either  by  the  trunk  weight  compressing 

'  This  point  has  already  been  discussed  (p.  460).  See  also  Lancrt,  15th 
December  1900,  p.  1729,  in  which  a  case  is  quoted  which  exemplifies  the  diffi- 
culty in  diagnosis  which  may  sometimes  be  experienced. 

2  See  an  interesting  article  by  Mr.  Tumey  in  the  Clin.  Jouni.y  12th  July 
1899.     See  also  Lancet,  3rd  June  1899,  p.  1508. 
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the  nerve  or  by  the  arm  resting  against  the  edge  of  tht 
operating-table.  Or,  lastly,  by  placing  the  patient  in  the 
lithotomy  posture,  nerve -trunks  may  be  compressed,  with 
results  similar  to  those  just  described.  As  a  general  rule, 
all  such  paralyses  are  of  a  transient  character,  although  one  or 
two  cases  have  been  recorded  in  which  more  or  less  permanent 
effects  have  resulted. 
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Abdomen^  A.C.E.  mixture  in  distension 

of,  394 

evacuation  of  fluid  from,  17^^  394 

flushing  out,  175 

patients  sufl!ering  with  distension  of, 

128,  132,  175,  394 
Abiloininal  operations,  deptli   of  anses- 

thesia  for,  172 

surgery,  ansBsthetics  in,  169  et  seq. 

selection   of    anaesthetics   in, 


170 


surgical  shock  in,  174,  489 


Abductor  paralysis  of  larynx,  125 
Accidents  connected    with    circulation, 
management  and   treatment   of,    473 
et  seq, 
connected  with  respiration,  manage- 
ment and  treatment  of,  441 

during  the  use  of  Junker's  inhaler, 


316 

A.C.E. -ether-chloroform  sequence,  418 
A.  C.  E. -ether  sequence,  413 
A.C.E.  mixture,  100,  390  et  seq. 
administration  of,  390 

advocated  for  routine  use,  393 

after-effects  of,  396 

cases  suitable  for,  112,  393 

circulation  under,  392 

Clover's  inhaler  not  applicable  for, 

391 


compared    with    chloroform,    391, 

392 
conjunctival    and     corneal     reflex 

under,  392 

•  "crowing"  breathing  under,  392 

dangers  connected  with  use  of,  396 

deaths  under,  396 

effects  produced  by  the,  391 

followed  by  ether,  413  e^  seq, ;  ad- 


ministration, 415;   advantages,    414; 
eases  suitable  for,  106,  414 
—  guides  as  to  depth  of  anaesthesia 
under  the,  392 

in   extreme  abdominal   distension, 


A.O.E.  mixture  in  heart  disease,  129,  395 

in     patients    with    narrowing    of 

trachea,  393 

in  pulmonary  affections,  395 


introduction  ofi  13 

Ormsby's   inhaler  not  appropriate 

for,  391 

physiological  action  of,  93,  100 


properties  of,  390 

pulse  under,  393,  396 

■  pupils  under,  392,  395 

respiration  under,  392 

signs  of  anaesthesia  under,  392  et 


seq. 


390 


speciflc  gravities  of  constituents  oi^ 


394 


time  taken   to   induce   ancesthesia 

by,  391 
Acetic  ether  (or  acetate  of  ethyl),  99 
Acetone,  98 
Adenoid   growths  of  the  naso-pharynx, 

anesthetics  for  removal  of,  155,  264, 

416  ;  posture  of  patient  during  removal 

of,  157 
Administration  of  amylene,  378 

of  "bichloride  of  methylene,"  399 

of  bromide  of  ethyl,  372 

of  chloroform,  313  e<  seq. 

after  morphine,  427 

by  Junker's  inhaler,  319 

during  sleep,  329 

effects  produced  by,  329  etseq. 

from  cloth  or   folded  towel, 

324,  325,  327 

from  corner  of  towel,  327 

— from  lint,  326 

-_  from  Skinner's  mask,  326 

in  mouth  and  nose  operations, 

319,  320 
of  ether  after  nitrous  oxide,  402  et 


seq. 


310 


278 


by    "close"    methods,    272, 
by  Clover's  portable  inhaler. 
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Adminidtratiou    of   ether    by    "  open  " 

methods,  269 

by  Onuaby's  inhaler,  282 

by    "  semi  -  open  "    methods, 

270,  311,  312 

• of  etbidene  dicliloride,  375 

of  mixtures  of  chloroform  and  ether, 

388 
of    mixtures    of   chloroform    and 

ethylic  alcohol,  388 
of    morphine    before    aneesthetics, 

421  et  seq. 

of  nitrogen,  382 ;  with  small  qnanti- 


ties  of  oxygen,  383 
—  of  nitrous  oxide  before  ether,  402 
et  seq. ;  by  Clover's  combined  apparatus, 
403  ;  by  means  of  a  gas-bag  attached 
to  Clover's  portable  inhaler,  406  ;  by 
means  of  a  nitrous  oxide  apparatus 
and  an  Onnsby's  ether  inhaler,  404 
of  nitrous  oxide  free  from  oxygen, 


209  et  seq, 

—  of  nitrous  oxide  and  air,  236,  239 

—  of  nitrous  oxide  and  oxygen  at 
ordinary  atmospheric  pressure,  244  ; 
under  increased  pressure  (Paul  Bert's 
method),  248 

—  of  pental,  380 
of  the  A.C.E.  mixture,  390  ;  before 


ether,  413  e/  seq. 
Adventitious  substances  in  air- passages. 

[See  Entry  of  foreign  bodies  into  larynx) 
iEther.     {See  Ether) 
-£ther  purilicatus,  23,  25 
After-condition  of  patient  493  et  seq. 
After-effects  of  amyleue,  380 
of   anaesthetics,    management   and 

treatment  of,  493  et  seq. 

of  bromide  of  ethyl,  375 

of  chloroform,  366  et  seq. ;  compared 

with  those  of  ether,  366,  367 

of  ether,  303  et  seq. 

of  ethidene  dichloride,  378 

of  nitrons  oxide  administered  with 

oxygen,  265 

of  nitrous  oxide  free  from  oxygen. 


234 


of  pental,  381 

of  the  A.C.E.  mixture,  396 

Age,  influence  of,  115,  118,  339 

Age<l  persons,  choice  of  anicsthetics  for, 

118 
Air,  administration  of  nitrous  oxide  with, 

235  et  sejj. 
entry  of,  into  veins  during  anajs- 

thesia,  167,  489 
Air-passages,  narrowing  or  abnormality 

of,  231 
occlusion  of  the,  443  et  seq.  ;  under 

chloroform,  45.  352 


Air-passages,  state  of,  before  adminbTs 

tion,  123,  231 
Albuminuria  after  chloroform,  367 

after  ether,  309 

Alcohol  as  a  restorative,  201,  4S0 

before  the  administration,  1S8 

chloroform,  and  ether  mixed,  ^' 

customarily  added  in  small  qnMC 

ties  to  chloroform,  29 

mixed  with  chloroform,  3SS 

mixed  with  chloroform  and  ette 


390 
Alcoholic  subjects,  use  of  anaesthetics  ii. 

119,  328,  330,  434 
Allis's  ether  inhaler,  270 
Alterations  in  upper   air -passages,  44. 

443  et  seq. 
Ammonia  as  a  restorative,  201,  480 
Aniyl  chloride  as  an  aiuestlietic,  3S5 
Amylene,  84,  378.     {See  also  Pental) 

administration  of,  378 

after-eifects  of,  880 

analgesia  under,  878 

boiling-point  of,  36 

cardiac  failure  under,  380 

cases  suitable  for,  379 

compared  with  chloroform.  379 

dangers  connected  with  the  adminir 

tration  of,  379 

deaths  under,  379 

discovery  of,  35 

effects  produced  by,  378 

first  used  as  an  ana^thetic,  87S 

muscular  system  under,  379 

objections  to,  379 

properties  of,  35 

pulse  under,  379 

pupils  under,  379 

• respiration  under,  379 

specific  gravity  of,  36 

vomiting  after,  380 

Amyl  hydride  as  an  anaesthetic,  3S5 

nitrite  as  a  restorative,  201,  4S0 

Ansemia,   cerebral,   63 ;    as  a  caiis<  ^^ 

respiratory  failure,  82,  471 
Anaemic  subjects,  use  of  ansesthetics  ir, 

123,  192 
Amesthesia,  modification  of,  by  cxtcrsil 

temperature,  42 

recover}'  from,  493  ei  seq. 

respiratory  phenomena  of,  42 

Anaesthetic  mixtures.     {See  Mixtures} 

sequences,  402  et  seq. 

Anaesthetics,  action  of,  on  the  organise, 

40  et  seq. 

general,  properties  of,  37 

selection  of,  105  et  seq. 

Analgesia,  52,  53,  65 
and  anoxaemia. 


48 


analogy  lietwees, 
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Analgesia,  cases  suitable  for,  179, 183, 488 

from  combined  effects  of  morphine 

and  chloroform,  422  et  seq. 

in  cerebral  surgery,  178,  422 

in  mouth  operations,  422 

in  natural  labour,  179 

under  amylene,  878 

under  chloroform,  178 

under  ether,  483 

under  pental,  381 


Analysis  of  contents  of  nitrous  oxide  bag 

after  re-breathing,  217 
of  30  deaths  under  nitrous  oxide, 

228 


of  27  deaths  under  ether,  293 

of  210  deaths   under  chloroform, 

339  et  seq. 
Aneurysm,  patients  suffering  from,  131 
Animals,  warm-  and  cold-blooded,  action 

of  chloroform  upon,  41 
Ankle-clonus  under  nitrous  oxide,  222 
Anodynes,  early  mention  of,  3 
Anoxaemia,  48,  67,  68,  70 

and  analgesia,  analogy  between,  48 

Antrum,  operations  upon  the,  152 
Aphasia  after  chloroform,  367  (footnote) 
Apncea,  physiological,  46 
Apoplectic   seizures  during   anaesthesia, 

235  (footnote),  297 
Apparatus,  disinfecting,  202 
for  administering  bromide  of  ethyl, 

373 
chloroform,     313    et    seq.  ; 

Clover's,  314  ;  Junker's,  Z15  et  seq.  ; 

Skinner's,  826  ;  Snow's,  314 

ether,   269    et  seq.  ;    Allis's, 


270 ;  Clover's  portable,  273  ;  Ormsby's, 
280  ;  Rendle's,  270 

ethidene  dichloride,  377 

nitrogen,  382 

nitrous  oxide,  209  et  seq. 

nitrous  oxide  and  ether,  402, 


408,  410  ;  Clover's  combined,  403,  404 
nitrous  oxide  and  oxygen  at 


ordinary  atmospheric  pressures,  252 
et  seq.  ;  Hillischer's,  251  ;  under  in- 
creased atmospheric  pressure  (Paul 
Bert's),  250 

the    A.C.K    mixture,    391  ; 


before  ether,  414 
Appliances  which  should  be  in  readiness, 

197  ;  disinfecting,  202 
Apprehension,   influence  of,  in  causing 

fatal  symptoms  under  chloroform,  344 
Arterial  disease,  anaesthetics  in,  130 
Arteries,  injection  of  chloroform  into,  92 
Artificial  respiration  by  administration 

of  oxygen,  469 

by  chest-compression,  468 

by  faradism  of  phrenics,  409 


seq. 


Artificial  respiration  by  Howard's  method, 

468 
by  Marshall  Hall's  method, 

468 

by  Pacini's  method,  468 

by  Silvester's  method,  465  et 

-  kept  up  for  four  hours,  426 
Artificial    teeth,   entry   of,   into  larynx 

during  anaesthesia,  452 

removal  of,  before  administra- 
tion, 193 

Arytaeno  -  epiglottidean  folds,  falling  to- 
gether or  spasm  of,  351,  447 

Ascites,  anaesthetics  in,  128 

Aseptic  precautions,  202 

Asphyxia,  capable  of  producing  anaes- 
thesia, 66 

intercurrent,  47,  48,  244,  346 

venesection  in,  448  (footnote) 

Asphyxial  complications,  a  cause  of 
circulatory  failure,  477 

due  to  foreign  bodies  in  air- 
passages,  452  et  seq. 

under  anaesthetics.  {See  Re- 
spiratory embarrassment  and  failure) 

-  under  chloroform,  346  et  seq.^ 


356 


297 


232 


under  ether,  294,   295,  296, 
under  nitrous  oxide,  230,  231, 


Asthma,  ether  inhalation  for  the  relief 
of,  6 

patients  suffering  from,  126 

Atheroma,  patients  with,  130 

Atmospheric  conditions,  194 

Atropa  mandragora.     {See  Mandragora) 

Atropine  and  morphine  before  chloro- 
form, 423 

as  a  restorative,  202 

Bag,  "supplemental,"  for  administering 
nitrous  oxide,  210 

Barometric  pressure,  influence  of,  42, 
194,  248 

Belladonna,  used  in  conjunction  with 
chloroform,  421 

Benzene,  98,  385 

Bert's  apparatus  for  administering  nitrous 
oxide  and  oxygen,  248 

Bicarbonate  of  soda  in  the  treatment  o 
after-vomiting,  498 

**  Bichloride  of  methylene,"  99,  398 

administration  of^  399 

—  a  mechanical  mixture  of  chloro- 
form and  alcohol,  397 

compared  with  chloroform. 


899 


composition  of,  397 
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*'  Bichloride  of  methylene,"  dangers  con- 
nected with  the  use  of,  400 

death-rate  of,  109 

deaths  under,  400 

effects  produced  by,  398 

introduction  of,  13 

properties  of,  397 

Biliary  colic,  anaesthetics  in,  188 

Billroth's  mixture,  897 

Bladder,  operations  upon  the,  176,  396, 
434 

state  of,  before  administration,  188 


Blood  changes,  under  nitrous  oxide,  73 
Blood,  effect  of  chloroform  upon,  83 

effect  of  ether  upon,  77 

effects  of  aiuesthetics  upon,  60 

entry  of,  into  larynx,  148,  151,  452 

loss  ofi  during  antesthesia,  148,  475 

Blood-gases,  effect  of  chloroform  upon,  84 
Blood  -  pressure,    effects    of    chloroform 

upon,  86,  90 

effects  of  ether  upon,  76 

under  nitrous  oxide,  74 

Bodily  heat  maintenance  of,  195 

Boiling-point  of  amylene,  36 

of  "bichloride  of  methylene,"  397, 

398 

of  bromide  of  ethyl,  34 

of  chloroform,  27 

of  ether,  22 

of  ethidene  dichloride,  35 

Bowels,  obstruction  of.     (See  Intestinal 

obstruction) 

state  of,  before  administration,  188 


Brain,  operations  upon  the.     (.Sec  Cere- 
bral surgerj') 

patients  suffering  from  diseases  of, 

133 
Braine's  method  of  administering  nitrous 

oxide  and  ether  in  succession,  404 
Brandy  before  the  administratiou,  187. 

{See  also  Alcohol) 
Breast,  operations  upon  the,  177,  483, 

485,  486 
Breathing.     {See  Respiration) 
Bromide  of  ethyl,  34,  97,  372 

absence   of  early  excitement 

under,  374 

accidents  from,  374 
administration  of,  372,  373 
aft«r-effects  of,  375 
boiling-point  of,  34 
cases  suitable  for,  373 
circulatory  failure  under,  374 
compared    with   other    anaes- 
376 

connected   with    the 


thetics, 
dangers 


use  of,  374 

deaths  under  or  follo\*'iug,  376 

-  decomposition  of,  34 


Bromide  of  ethyl,  discoTery  ot,  34 

effects  produced  by,  378 

first   used   as  an  ans^brtk. 

372 
gastro  -  intestiiial       irribiSi-- 

afler,  374 

in  dental  surgery,  372 

properties  of,  34 

respiratory  failure  nnder,  574 

signs  of  ansi^thesia  nmitr,  373 

specific  gravity  of,  34 

vomiting  after,  375 


Bronchial  affections  after  chloroform,  367 

after  ether,  306 

Bronchitis,  adwiinistration  to  patiffits 
with,  126,  395 

choice  of  anaesthetics  in  chronk,  395 

Buccal  stertor,  45 

Butyl  chloride,  98 

Buxton's  modification  of  Jnnk«rr\^  in- 
haler, 317 

Caffeine  as  a  restorative,  480 
Carbonic  acid,  as  an  ansestbetic,  99 

elimination  from  lungN  49 

Cardiac  disease.     {See  Heart) 

failure.     {See  Circulatory  Cului^) 

inhibition    under    chloroform,   91. 

96,  346,  487  ei  seq. 

under  ether,  297,  486 


Cardio- accelerator  centre,  59 

Cardio  -  inhibitory    centre,    59  ;     eflect? 

upon,  due  to  operation,  143 
Case  illustrating  certain  <iifiicaltie»  which 

may  arise  in  alcoholic  subjects,  a  deep 

anaesthesia  1)eing  attended  by  obstructed 

breathing.  436 
dislodgment  of  thrombus  and 

arrest  of  cardiac  action,  475 
— ~ occlusion  of  the  air-tract  from 


blood  entering  bronchus,  454 

points  in  chloroform  adminij^ 

tration,  368 

surgical    shock    arising   inde- 


pendently of  haemorrhage.  485 

the  administration  of  chlOTC*- 

form  to  a  patient  with  dyspntea,  dot 
to  an  enlarged  th>Toid,  370 
the  administration  of  chloro- 


form to  a  patient  with  morbus  cordite 
370 

the  administration  of  ether  hj 

the  "close"  system,  310.  311 
the    administration  of    etho- 


by  the  "J»emi-open"  method,  811 
the  administration  of  ether  to 


an  infant  312 

the  ailmiuistration  of  ether  to 

a  patient  with  empyema,  311 
the  administration  of  ether  to 
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a    patient  with    morbus    cordis    and 

orthopnoea,  311 
Case  illustrating  the  administration  of 

oxygen  with  nitrous  oxide  at  ordinary 

atmospheric  pressures,  267,  268 
the    administration     of    the 

A.C.E.  mixture  and  ether  to  a  little 

child,  for  the  removal  of  tonsils  and 

post-nasal  growths,  416 
the     administration    of    the 


A.C.E.  mixture  and  ether  to  a  very 

powerfully  built  man,  416 

the     administration    of    the 


A.C.E.  mixture  in  extreme  abdominal 

distension,  394 

the     administration    of    the 


A.C.E.  mixture  in  heart  disease,  395 

the     administration    of    the 

A.C.E.  mixture  to  a  patient  suffering 
from  chronic  bronchitis,  emphysema, 
and  dilated  and  fatty  heart,  396 
the    administration    of    the 


A.C.E.  mixture  to  a  patient  suffering 
from  pressure  upon  the  trachea,  393 

the     admhiistration    of    the 

A.C.EL  mixture  to  a  patient  with 
acute  peritonitis  and  abdominal  dis- 
tension, 395 

the  dependence   of   the  lid- 


reflex  upon  the  nature  of  the  operation, 
371 

the  effects  produced  by  mor- 
phia and  chloroform  in  a  patient  who 
was  semi-comatose,  from  a  cerebral 
tumour,  425 

the  management  of  respiratory 


difficulties,  due  to  an  absence  of  nasal 
breathing,    increased   size   of   tongue, 
and  the  impossibility  of  pushing  lower 
jaw  forwards,  448 
the      modifying      influences 


brought     about    by    morpliine,    423 
et  seq. 

the  necessity  for  tongue  trac- 


tion, 450 


the  objections  to  administering 

an   opiate  whilst   the  patient  is  still 
under  the  anaesthetic,  427 

the  occurrence  of  circulatory 


depression   from    severe   haemorrhage, 
483 

the   occurrence  of    profound 

shock  from  air  entering  a  vein,  489 

the  occurrence  of  pulse  failure 


from  respiratory  embarrassment,  477 
the  occurrence  of  reflex  cardiac 


depression  under  chloroform,  probably 
caused  by  vagus  irritation,  487,  488 

the  occurrence  of  reflex  cardiac 


breast  under  ether,   486  ;    in  an  ab- 
dominal operation,  489 

Case  illustrating  the  occurrence  of  reflex 
laryngeal  closure  under  chloroform, 
449 

the  occurrence  of  severe  surgi- 
cal shock  during  aufesthesia,  the  shock 
coming  on  in  the  course  of  nephrectomy 
under  ether,  484 

the  occurrence  of  temporary' 


reflex  cardiac  inhibition  during  the 
incision  for  Syme's  amputation  under 
ether,  486 

the  ordinary  course  of  symp- 


toms   during    the    administration    of 
chloroform  for  a  surgical  operation, 
368,  369 
Cases  suitable  for  amylene,  379 

for  bromide  of  ethyl,  373 

for  the  A.C.E.  mixture,  112, 

392 
for  the  A.C.E.  mixture  fol- 
lowed by  ether,  414 
Catalepsy  after  anaesthetics,  235 
Catarrhal,  bronchial,  and  pulmonary  com- 
plications after  aniesthesia,  306,  367 
Causation  of  nausea,  retching,  and  vomit- 
ing after  annssthetics,  general  remarks 
on,  496  et  seq. 
Causes    of   circulatory   depression    and 
failure,  general  summary  of,  474 

of  death  under  chloroform,  11,  96, 

338 


—  of     non  -  obstructive      respiratory 
failure  (summary),  464  et  seq. 

of  obstructive  respiratory   failure, 


inhibition  during  the  removal  of  the 


443  et  seq.,  452,  461  el  seq. 
C.E.  mixture,  389 
Cerebellum,  effects  upon,  52 
Cei*ebral  anaemia,   63 ;    as    a  cause    of 

respiratory  failure,  82,  471 

cortex  cerebri,  effects  upon,  52,  64 

disease,  patients  suffering  from,  133 

heemorrhage  under  anaesthetics,  130, 

297,  310 
surgery,  anaesthetics   in,  178,  423, 

425 ;    morphine    before     chloroform, 

422,  425 
Chamber,  air-tight,  for  nitrous  oxide  and 

oxygen,  250 
Champai^ne  in  the  treatment  of  after- 
vomiting,  498 
Cheeks,  operations  upon  the,  146,  152 
Chest  -  compression     as     a  •- restorative 

measure,  468 
Cheyne-Stokes  respiration,  47,  362,  427 
Children,  administration  of  aoaesthetics 

to,  116,  163,  416 

dental  operations  upon,  163 

Chloral  before  chloroform,  420 
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Chloride  of  ethyl,  99,  884 

Chloroform,  accidents  under.  {See  Chloro- 
form, dangers  connected  with  the  admin- 
istration of) 

action  of,  on  the  medusa,  40  ;  on 

cold-blooded  animals,  41 ;  on  warm- 
blooded animals,  41 

administration    of,    313    et    seq.  ; 


by  gaslight,  33  ;  during  sleep,  329  ; 
from  cloth  or  towel,  324,  325,  327  ; 
from  Junker's  inhaler,  319 ;  from 
lint,  325  ;  with  oxygen,  329  ;  from 
Skinner's  mask,  326  ;  in  mouth  and 
nose  operations,  146,  319,  321,  322, 
323  ;  to  infants,  337 
— -  advantages  of  deep  anaesthesia 
under,  359 

—  after-effects  of,  366  et  seq. 

—  after  ether,  160,  417 
albuminaria  after,  367 


alcohol  usually  present  in,  29 

analysis   of    210    fatalities  under, 

339  et  seq. 
and  ether  controversy,  15  ;    com- 
parative safety  of,  110 

and    morphine,    421    et    seq. ;    in 

cerebral  surgerj',   422  ;   in  operations 
about  the  mouth,  146,  422 

aphasia  after,  367  (footnote) 

apparatus   for  the    administration 

of,  313  et  setj. 

a  solvent  of  protagon,  68 


—  asphyxial  complications  under,  346 
eJ  seq.,  356 

average  size  of  pupil  under,  364 

before  ether,  412 

boiling-point  of,  27 

—  bronchial  and  pulmonary  affections 
after.  367 

caidiac  inhibition  under,  346,  486 

et  seq. 
causes  of  circulatory  failure  under. 


338  et  seq. 
causes    of    death    under,  12,    338 

et  seq. 
circulation   under,   15,   16,   17,  82 

et   seq.,    86,    88.   92,    331,    332,    334, 

364 
circnlatory  failure  conneetetl  with 

vomiting  under,  329,  348 
circulatory  failure  under,   88,   89, 

90,  91,  96,  143  (footnote),  343,  346, 

348,  352,  354,  355,  356 

clonic  movements  under,  349 

colour    of    features     under,    336, 

365 
compared  with  ether,  75,  110,  287, 

334  ;    with  the  A.C.E.  mixture.  391, 


392 


Chloroform,    conjunctival     and    ccmnl 

reflex  under,  336,  362 
"  crowing  "  breathing  under.  334. 

351,  362 

cyanosis  under,  837,  355 

dangers  connected    with    the   vi 


ministration  of,  338  et  seq. 
—  dangers  of  embarrassed    bfreatkbi; 
under,  356 

daugers  of  light  anaesthesia  under. 


359 


—  deaths  under.     {See  Deaths) 

—  deconiposition  of,  29.  31,  38 

—  degrees  or  stages  in  the  administra- 
tion of,  330  et  seq.,  353 

—  delirium  after,  367 
dependence    of    circulation    cpoe 


respiration  under,  356 

—  depth   of  anssthesia  neeessary  for 
surgical  operations  under,  359  ^  .**^. 

—  detection  of  impurities  in,  29.  30 
disadvantages  of  too  spariug  a  umt 


of,  329,  359,  366 

—  discovery  of,  27 

—  drop- bottles  for  the  administration 
of,  327 

effect  of,  on  blood,  83  ;  on  blood- 


gases,  84  ;  on  blood-pressure,  86,  60 
on  the  heart,  87  et  seq. ;  on  the  kidoe} . 
93  ;  on  the  vaso-motor  system,  87 
—  effects    produced    by,    78,    329  et 


seq, 

—  epileptiform  spasm  under,  349 

—  excitement  and  struggling  under, 
330,  349,  359 

—  expirations  under,  S62 

—  eyes  under,  state  of,  335,  363 
factors   leading    to    dangerous    or 


fatal  symptoms  under,  338 

—  fixity  of  chest  under,  349,  462 

—  followed  by  ether,  412 
guides   in    the    administration  of. 


360 


—  heart's  action  under.     (See  Chloro- 
form, circulation  under) 

—  how  does  it  kill  ?  95 
Hyderabad  Commission   on.     {Se* 


Commission,  Hyderabad) 

—  idiosyncrasy,  352 

—  impurities  of,  29 
inaudible  breathing  umler,  361 


concentrated  vapour  of,  346,  353 


influence  of  fear  and  mental  emo- 
tion during  the  use  of,  342,  344 

inhalers,  Clover's,  314  ;    Junk«-'s. 

S15  et  seq. ;  Skinner's,  326  ;  Snow's. 
314 

in  infants  337 

in  natural  lalK>ur,  179 

intermittent  and    sparing  use   oC 

329,  331 
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Chlorofonn,  intraveuous  injection  of,  92 

jaundice  after,  368 

laryngeal  closure  under,  334,  351, 

449 


—  lid- reflex.      {See   conjunctival   and 
corneal  reflex) 

—  local  application  of,  to  skin,  78 
— -  loss  of  8]>eech  after,  367 » 

—  maniacal  attacks  after,  367 

—  mental  and   muscular    excitement 


after,  367 
—  njetliods  of  administering,   313  et 


seq. 


mixed  with  alcohol,  388 
—  mixed  with  alcohol  and  ether,  390 
ei  seq, 

mixed  with  ether,  388 


mixtures,  386  ft  seq. 

muscular  rigidity  under,  336,  349, 

360,  367 

muscular  system  under,  330,  336, 


349,  360,  367 

—  nausea,    retching,    and     vomiting 
after,  366,  498  •  *  i 

—  obstructed   breathing  under,    S46, 


347,  846,  351,  352 

—  o*er*di*3ten.'rion  of  'lieart  ■iuHag'ad- 
miniHr^lt'Oii  of,  89  •  •    '•»      -   t    * 

—  over-dose  o*",  353  et  seq. 

—  pallor  after^  3t«6'  ^    •    »    "       " 

—  pallor  undeV,  53\  33f ;  355t  366* 
percentage  of  va^ftriii' Vlirtimster- 


ing,  79,  314,  315,  318 

position  of  eyeballs  under,  335,  363 


post-mortem  appearances  of,  357 

preceded  by  atropine  and  mor- 
phine, 423  ;  by  ether,  147,  417  ;  by 
morphine,  421  et  seq. 

properties  of,  27,  88,  331,  335,  354, 

356,  364 

psychical  factor  in  death  from,  344 

pulmonary  alfections  after,  367 

pulse   under,    88,    331,   335,   345, 


347,  349,  354,  364 

pupils  under,  333,  335,  363 

purification  of,  by  crystallisation,  32 

■  reflex  cardiac  inhibition  under,  96, 

346,  487,  488,  489 

repeated  administration  of,  95 

respiration  under,   15,  16,  17,  80, 

81,  82,  88, 330,  331,  332,  333,  345,  360 

respirator)'  exchanges  under,  83 

respiratory  failure  under,   87,   88, 

96,  346,  347,  349,  350,  351,  362,  354 

retching  after,  366,  494 

safety  of,  in  natural  labour,  180 


secretion    of    mucus     and    saliva 

under,  337 
shallow  breathing  under,  331,  361, 

464 


Chloroform,  signs  of  antesthesia  under, 

333  et  seq.,  359  et  seq. 

slow  pulse  under,  335  (footnote),  365 

sparing  administration  of,  329,  359, 

366 


—  spasm  of  respiratory  muscles  under. 
{See  Chlorofonn,  fixity  of  chest  under) 

—  special  physiology  of,  7S  et  seq. 
specific  gravity  of,  27 


struggling.     {Se€  Excitement  and 

struggling) 

sudden  stoppage  of  pulse  under,  1 43 

surgical  shock  under,  144,  346,  352, 

481 


swallowing  movements  un<ler,  362 

syncope.     {Se^  Circulatory  failure) 

temperature  under,  337 

test  for  purity  of,  30 

toxaemia,  95,  353 

treatment  of  difficulties,  accidents, 

and  dangers  under.     {See  Management 

and  treatment) 

use  of  lip-friction  under,  361,  483 


J  « 


{See  Selection  of 


— -  voafltti*)g  after,  366,  493 

_/_,lvciiMtii?fe  under,  348,  438 

( 'hloroform  -  Sther  -  chloroform    sequence, 

(1itcrroform*e6he^>ser,i*tfn6e.  412*: 
ChIordfo4-m-prop,  828  •  *••  '     t 
ChMr'cform-sleep,  58,  64 
Choivi'i  6f  ai^ffi'itketki^   "'{Se 

Choreiform  movements  after  ether,  309 

Chronic  bronchitis,  emphysema,  and  di- 
lated heart,  choice  of  anaesthetics  in,  395 

Circulation,  condition  of,  before  adminis- 
tration, 128  et  seq. 

efl*ects  produced  upon,  by  i>crform- 

ance  of  operations,  142 

greatly  depeuflent  upon  respiration, 


360 

—  management  and  treatment  of  diffi- 
culties, accidents,  and  dangers  con- 
nected with,  47S  et  seq. 

—  posture  influencing,  140 
under  chloroform,  15,  16,  17,  63, 


8'leiseq.,  86,  88,  92,  331,  332,  334, 364 

—  under  ether,  76,  291,  297 

—  imder  nitrous  oxide,  74,  224 

—  under   nitrous  oxide   administered 


with  oxygen,  260 
--  under  the  A.C.E.  mixture,  392 


Circulatory  failure  as  tlie  result  of  the  sur- 
gical procedure.     {See  Surgical  shock) 

connected     with     excitement 

and  struggling  under  chloroform,  349 
dependent    uj^on    effects    of 


anjesthetic  on  cardio-vascular  system, 
treatment  of,  478 
-     —  depen<lent  upon  embarrassed 


508 


ANAESTHETICS 


or  arrested   breathing,  treatment  of, 

477 
Circulatory  failare  dependent  upon  the 

surgical   procedure,  management  and 

treatment  of,  475,  481 

exciting  causes  of,  477 

management    and    treatment 

of,  473  et  aeq. 
posture    as    a    predisposing 

cause  of,  475 

-  predisposing  causes  of,  93, 140, 


476 

summary  of  causes  of,  474 

— under  bromide  of  ethyl,  374 

under  chloroform,  88,  89,  90, 

91,  96,  143,  343,  346,  348,  352,  354, 

ft  SCi/. 

-  under  ether,  288,  289,  291, 


Committee  of  Royal  Medical  and  C&ir- 
urgical  Society,  13,  86,  88.  324,  JSJ, 
353,  357,  390 

Comparison  of  Clover's  with  Onnsby'* 
inhaler,  284 

of  nitrous  oxide  per  Be  with  nitroiLS 

oxide  and  oxygen,  244  et  seq. 

Compression  of  chest-walls  as  a  restora- 
tive measure,  468 

Condition  of  patient  after  the  adminis- 
tration, 493  ;  before  the  administra- 
tion, 114  e^  seq. 

Conjunctival  and  corneal  reflex,  58 

under  chloroform,  336,  362 

under  ether,  290,  300 

under  nitrous  oxide  adminit- 

tered  with  oxj'gen,  261 

under  nitrous  oxide  free  from. 


297 


under  nitrous  oxide,  232 


oxygen,  223 

—  under  the  A.C.E.   mixture. 


Circulatory  systt-m.     {See  Circulation) 
Circumstauce8  of  the  administration,  186 
Cleansing  apparatus,  202 
Cleft-palate,  anaesthetics  Tor  oipteratJonaT 

upon,  153 
Clonic  muscular  spasm,  55  ;  under  chloro- 
form. 349;  luideraiiiOijtn,  o8$;'uiW^ 

Bikrons  oXido,-  221,  2^,  247 
"  Ch^se  't  m*th»d9»opadii\ini^erihg  ether, 

272,310 
Clothing  of  the-  j^^itiaut,  ^94  ^ 
Clover's  chlororoFm*ap5>wCratua,  £14     ' 
combmed  **gas-and-ether"  inhaler, 

403 
portable  regulating  ether   inhaler, 

273,  278  ;  directions  for  using,  278  ; 

with  bag  for  nitrous  oxide,  408 
Clover's  and  Ormsby's  ether  inhalers  com- 

imre.l,  284 
Cocaine,    use    of,    in    conjunction    with 

general  anjesthetics,  160 
Coffee  in  the  treatment  of  after-vomiting, 

498 
Colic,  anjesthetics  for  the  relief  of,  183 
Collapse,  jinapsthetics  in,  131 
Colour  of  features  under  chloroform,  336, 

365 

i,„aer  ether,  279, 289, 292, 294 

under  nitrous  oxide,  220,  223 

__ under  nitrous  oxide  with  air, 

238.  243 
under  nitrous  oxide  with  oxy- 
gen. 247,  259 
Coma,  patients  suffering  from,  133,  178, 

426 
Commission,  Hvderabad  Chloroform,  16, 

77,  86,  87,  m.  89,  90,  91,  92,  365,  391 
Committee  (Glasgow)  of  British  Medical 

Association,  82,  83,  86,  88,  98,  335, 

375,  376,  378 


\ 


392 

Contra-indications  to  ether,  126, 160,  394, 
395  (footnote) 

-"—  to  nitrous  oxide,  398 

CoiTVulqjyis  movements.  (See  Clonic  mus- 
cular spasm) 
►rJ  {s6iiil).''tfifcctJ<^' 


Corjr{sfvi^al).'M 
52 


f^Antf^lirtI<5«  upoa. 


♦  • . '   -^  * 


Corneal  reflex.     (See  Copjunctival) 
Cortex  ^cerebi-al)i  'effects  of  aniesthetic^ 

upon;  5?  6^    *  *   ' 
Coughing  during  the  administration,  271, 
279,  288,  330  ;  management  and  treat- 
ment of,  436 
"  Crowing  "  respiration.     (Sre  Laryngeal 

closure) 
Cyanosis  under  chloroform,  337,  355 

under  ether,  279,  289,  294 

un«ler  nitrous  oxide,  220,  223,  238, 

247,  259 
Cylinders  for  liquelied  nitrous  oxide,  209 
stand  and  union  for,  252 

Danger  of  light  anaesthesia  under  chloro- 
form, 338  €t»eq.,  359 

Dangers  connected  with  circulation,  maa- 
agement  and  treatment  of,  473  i^^  »eq. 

connected  with  respiration,  manage- 
ment and  treatment  of,  286  et  stg. 

connected  with  the  administration 


of  amylene,  379  ;  of  bromide  of  ethyl, 
374;  of  *' bichloride  of  methylene," 
400  ;  of  chloroform,  338  et  wsy. ;  of 
ether,  292  el  seq.  ;  of  ethidene  di- 
chloride,  377  ;  of  nitrous  oxide  free 
from  oxygen,  226  ;  of  nitrous  oxide 
mixed  with  oxygen,  396  ;  of  peotal. 
381  ;  of  the  A.C.E.  mixture,  396 
—  of  aniesthetics,  consideration  of 
relative,  108  et  seq. 
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Death-rate  of  various  ansestbetics,   108, 

109 
Deaths  at  outset  of  chloroform  adiuinis- 

tration,  338  et  seq, 
duriug  ophthalmic  operations,  182 

(footnote) 

from  bpraide  of  ethyl,  375 

from  combined  effects  of  morphine 


and  anaesthetics,  425,  428 

—  from  fear  and  mental  emotion  at 
outset  of  chloroformisation,  345 

—  under  amylene,  379 
under  "bichloride  of  methylene," 


400 

—  under  chloroform,  11,  95,  338  et 
Btq.  ;  analysis  of,  339  ;  during  child- 
birth, 180  (footnote) ;  influence  of  age 
in,  339  ;  iniiueuce  of  nature  of  opera- 
tion in,  340 ;  influence  of  mode  of  in- 
halation in,  339  ;  iuHuence  of  sex  in, 
842 ;  i>eriod  at  which  fatal  symptoms 
have  arisen  in,  340  ;  relative  frequency 
of,  108  ;  stage  of  anaesthesia  at  which 
fatal  symptoms  have  arisen  in,  340  ; 
symptoms  in,  312  e/  seq, 

—  under  ether,  293  H  seq.  ;  analysis 
of  twenty -seven,  293  ;  relative  fre- 
quency of,  110  ;  symptoms  in,  294  et 
seq. 

—  under  ethidene  dicldoride,  377,  378 

—  under  mixtures  of  ancesthetics,  388 

—  under  nitrous  oxide,  228  et  seq. 

—  under  pental,  381 
under  the  A.C.E.  mixture,  396 


33 


Decomposition  of  chloroform,  29,  31, 

of  ether,  24 

of  nitrous  oxide,  21 

Definitions,  37,  39,  105 

Degrees  or  stages  in  ansesthetisation,  60 

in    the    administration    of 

chloroform,  330,  353  ;  of  ether,  288  et 

seq. J  294  ;  of  nitrous  oxide  free  from 

oxygen,  21S  et  seq.,  230  ;  of  nitrous 

oxide  with  oxygen,  258 
Delirium  after  chloroform,  367 
Dental  operations,  161  et  seq.  ;  accidents 

during,  227,  457 
adjustment   of    mouth -prop 

for,  164 
administration  of  anaesthetics 

for,  161  et  seq. 

bromide  of  ethyl  in,  372 

choice  of  an«sthetics  for,  161, 


162,  409 


diiiiculties  in  inserting  mouth- 


prop  for,  439 
double 


administration      of 


nitrotui  oxide  for,  162,  241 

entry  of  foreign  bodies 

the  larynx  during,  229,  452 


into 


Dental  operations,  ether  in,  1 62,  409 

gags  for  use  in,  164,  201 

methyl  oxide  in,  385 

mouth-props  for,  164,  201 

nitrogen  as  an  auiesthetic  for, 

382 
nitrous   oxide  and  ether  in, 

161,  162,  403,  408 

nitrous  oxide  and  oxygen  in, 


161,  261 


381 


nitrous  oxide  j!>er  se  in,  161 
pental   as  an   aniesthetic  in, 


posture  of  patient  during,  163 

prolonged,  162,  165,  242 

reapplication  of  nitrous  oxide 

face-piece  in,  162 

upon  children,  163 

use  of  Mason's  gag  in,  165 

use  of  sponges  in,  166 


Dependence  of  pulse  upon  respiration, 
356 

Deprivation  of  oxygen,  43.  {See  also 
Nitrogen) 

Depth  of  anesthesia  necessary  in  abdo- 
niinal  operations,  172  ;  under  chloro- 
form, 179,  359  et  seq, ;  under  ether, 
298  et  seq.  ;  under  nitrous  oxide,  224 

Desperate  cases,  management  of,  127, 
132,  143 

Detection  of  impurities  in  chloroform, 
29 

in  ether,  23 

in  nitrous  oxide,  21 

Diabetes  after  anaesthetics,  235 

patients  suffering  from,  135 

Diet,  regulation  of,  after  anaesthesia, 
495 


regulation    of,    before    anaesthesia, 

186  et  seq. 
Difficulties   connected   with   circulation, 

management  and  treatment  of,  473  et 

seq. 
connected  with  respiration,  manage- 
ment and  treatment  of,  441  et  seq.  ; 

minor,  management  and  treatment  of, 

431  et  seq. 
Digitaline  as  a  restorative  remedy,  201 
Discovery  of  amylene,  35 

of  chloroform,  27 

of  ether,  5,  22 

of  ethidene  dichloride,  34 

of  ethyl  bromide,  84 

of  hydrogen,  6 

of  nitrous  oxide,  6 

of  oxygen,  6 

Disinfecting  apparatus   and   appliances, 

202 
Dislocation  of  shoulder,  anaesthetics  for, 

182  (footnote) 
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Dislocations,  rt'duction  of,  182,  340 

DLssemiuatoil  sclerasis,  patients  saflering 
from,  133 

Distension  of  alnloinen,  patients  suffering 
from,  128,  13ll,  394 

Doyen's  gag,  264 

Divams  under  nitrous  oxide,  219 

Drop-bottle  for  A.C.E.  mixture,  391  ;  for 
chloroform,  327  ;  Tliomaa's,  327 

Drowsiness  before  the  administration, 
133,  178,  425 

Duration  of  anaesthesia  after  pure  nitrous 
oxide,  225  ;  after  nitrous  oxide  ad- 
ministered with  oxygen,  262 

Dutch  liquid,  35,  98  * 

I)y8pn(pa,  administration  of  anaesthetics 
to  patients  with,  125,  158 

Eclampsia,  ana'sthetics  in  jnierperal,  184 
Effects  produced  by  amyleue,  378 
by  anesthetics,  general  survey 


of.  49 


31)  "^ 


l»y  •'  bichloride  of  methylene,' 


—  -by  bromide  of  ethyl,  372 

-  —    -  by  chloroform,  329  et  seq, 
-by  ether,  286  el  seq. 

—  -  by  ethidene  dichloricle,  375 

by  nitrogen,  382,  383 

— by   nitrous  oxide    free    from 

oxygen,  217  el  seq. 

__     —  by  nitrous  oxide  in  the  pre- 
sence of  oxygen,  258 
_      —  by  pental,  380 

by  the  A.C.E.  mixture,  391 


Electrical  excitation  of  the  larynx  caus- 
ing anaesthesia,  65 

Electricity  as  a  restorative  measure,  469, 
480 

Electro-mobility  of  nerves  under  chloro- 
form, 80 

Elimination  of  anaesthetics,  49,  493 

Emergency  case,  200 

Emphvsema,  patients  suffering  from, 
395" 

Empyema,  operations  for,  168,  311 

Enema  of  brandy  as  a  restorative  measure, 
481 

Euemata,  nutrient,  189 

Enterostomy,  anaesthetics  for,  170 

Entry  of  air  into  veins  during  anaesthesia, 
167,  489 

of  foreign  bodies  into  larynx  during 

anajsthesia,  232,  297  ;  during  dental 
operations,  452  et  seq. ;  management 
and  treatment  of  dangers  due  to,  452 
et  seq. 

Epiglottis  causing  difficult  or  obstructed 
respiration,  444,  451 

management  and  treatment  of  diffi- 


culties and  dangers  dae  to,  444  ^  jaj . 
451 
Epiglottis,  morbid  growths  ot  124^  444 

oi)erations  upon  the,  158 

Epilepsy,  patient  suffering  from,  134 
Epileptiform  movements,  56,  222 

spasm  under  chloroform,  349 

Epistaxisduringansesthesia,  452(fooiDme: 
Erotic  dreams  under  nitrous  oxide,  219 
Ether,  al»olute,  25 

accidents  under.     {^Se€  Dangers  coc- 

nected  with  the  administration  of) 

administration  of,  after  chloroform, 

412  ;  after  nitrous  oxide,  403 ;  after 
the  A.C.E.  mixture,  413  et  seq.;  by 
*•  close"  methods,  272,  310;  W 
Clovers  portable  inhaler,  278 ;  hx 
'*open"  methotls,  269;  by  *-ie!iL- 
open  "  methods,  270,  31 1  :  by  Orm^bTs 
inhaler,  282  ;  in  dental  surgery,  162 ; 
per  rectum^  285 ;  to  aged  subjeciji, 
118  ;  to  infants  and  children,  116, 
272,  312;  to  patients  with  he«t 
lung,  or  pleural  affections,  311  ;  wi*± 
oxygen,  284 

-  a«l vantages  of  "close  "   methods  of 
administration,  272 

—  after-effects  of,  303  e^  s<q. 

-  aU)uminuria  after,  309 

and  chloroform,  comparative  lofeiy 

of,  110  ;  controversy  concerning,  15 

apparatus   for   administering,  269 

et  seq. 

—  as  a  restorative,  201,  480 

-  boiling-point  of,  22 

-  bronchial  affections  after,  306 
cerebral  haemorrhage    under,    297, 

310 

choreiform  movements  after,  309 

circulation    under,    76,    2S9,   291. 


297 
—  circulatory  failure  under,  297 

**  close  '  methods  of  admini<^teri]ig. 


272  et  seq.,  310,  311 

—  Clover's  inhaler  for,  273 

—  colour  of  features  under,  279,  2S9, 
292,  294 

compai-ed  with  chloroform,  75, 11 '3, 


287,  334 
comparison  of 

"  close  "    methods 

272 
conjunctival     and 


'  semi -open  "  widi 
of    adininisteriD& 


corneal    reflex 


under,  290,  300 
contra- indications  to.    {See  Contra- 
indications) 

coughing  under,  271,  279,  288 

- —  cyanosis  under,  279,  289,  294 
dangers  connected  with  the  adminis- 
tration of,  292  et  seq. 
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Ether,  deaths  under,  293  et  seq.     {See 
Deaths) 

decomposition  of,  24 

degrees  or  stages  in  the  administra- 
tion of,  288  et  seg.,  294 

depth  of  anaesthesia  necessary' under. 


298 


detection  of  impurities  in,  23 

differences  between  methylated  and 

pure,  25 

discovery  of,  6,  22 

effects,  286  et  seq.  ;  on  blood,  77 


on  blood- pressure,  76  ;  on  circulation, 
76,  289,  291,  297  ;  on  kidney,  77, 
308  ;  on  respiration,  78,  288,  289,  290, 
299 

fixity  of  chest  under,  294,  296 

followed  by  chloroform,  147,  417 

**  frolics"  7 

guides  in  the  administration  of,  299 

hsematemesis  after,  305 

hsemoptysiH  after,  306 

heart's  action  under.     {See  Circula- 


tion) 

hemiplegia  after,  309 

impurities  of,  23 

—  in  abdominal  surgerj',  170 

—  in  asthma,  6 
in  dental  surgery,  162,  403,  409 

—  inflammability  of  vapour  of,  22 
inhalers,  270  et  seq. ;  Allis's,  270  ; 


Clover's  portable  regulating,  273  et 
seq,  ;  cone  -  shaped,  270  ;  moiiified 
Clover's,  278  ;  modified  Ormsby's,  282  ; 
Ormsby's,  281  ;  Rendle's,  270 

in    heart  disease   and   orthopnoea, 

129.  272,  312 

ill  infancy,  116,  272,  312 

in  operations  involving  the  lung  or 


pleura,  169,  311 

—  in  operations  upon  the  neck,  167 

—  in  operations  within  or  about  the 
mouth,  146 

—  jaundice  after,  310 
laryngeal  closure  under,  289,  291, 


295 


—  lid-reflex  under,  290,  300 

—  majsseteric  spasm  under,  289,  295 

—  mental  disorders  after,  309 

—  methods  of  administering,  269  et  seq. 

—  methylated,  23,  24,  25 

—  mixed  with  alcohol  and  chloroform. 


390 


mixed  with  chloroform,  388 
morphine  before,  160,  423 
muscular  system  under,  292,  309 
nausea,  retching,  and  vomiting  after. 


304,  305,  495,  498 

—  nephritis  after,  308 

—  objections  to,  167,  169 


Etlier,  obstructed  breathing  under,  289, 
294,  295,  297 

open  "  methods  of  administering. 


269 

—  overdose  of,  294 

—  perspiration  under,  291 

—  physiology  of,  75 

—  position  of  eyelmlls  under,  292 

—  preceded  by  chloroform,  412  ;  by 
morphine,  423,  425  ;  by  nitrous 
oxide,  402  et  seq.  ;  by  the  A.C.E. 
mixture,  413 

—  properties  of,  22 

—  pulmonary  affections  after,  306 

—  pulse  under,  288,  289,  291 
pupils  under,  288,  291,  301,  310, 


311,312 

—  rectified,  25 

—  reflex    cardiac    depression    under, 
297,  486 

—  regulation    of    air  -  supply   during 
administration  of,  279 

—  relative  safety  of,  110  et  seq. 

—  renal  affections  aiPter,  308 
respiration   under,  288,  289,  290, 


299 


297 


respiratory  failure  under,  294,  295, 


—  secretion    of     mucus     and    saliva 
under,  289 

—  "semi-open"  methods  of  adminis- 
tration, 270  et  seq. 

signs  of  anaesthesia  under,  280,  290 


et  seq.f  298  et  seq. 

—  spasm  of  respiratory  muscles  under. 
{See  Ether,  fixity  of  chest  under) 

—  special  physiology*  of,  75  et  seq. 

—  specific  giavity  of,  22,  25 

—  stages   in    the    administration    of, 


288,  294  et  seq. 

—  stertor  under,  279,  290 

—  stupor  after,  304 
-  subcutaneously  injected    as  a  re- 


storative remedy,  201,  480 

surgical   shock    under,    145,   483, 


485 


—  swallowing  movements  under,  279, 
288,  295,  299,  300 

swelling  of    tongue   and   adjacent 


parts  under,  295,  448,  449 

—  tests  for  purity  of,  24. 

—  toxaemia,  76,  294 

—  toxicity  of,  75 
treatment  of  difficulties,  accidents, 


and  dangers  under.     {See  Management 
and  treatment  of  difficulties,  etc.) 
—  uraemia  after,  308 
various  kinds  of,  25 


vomiting  after,  304,  305,  495,  498 

Ether-chloroform  sequence,  417 
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Ether-rash,  291 
Ether-tremor,  289,  436 
Ethidene  dichloride,  34,  99,  375 

administration  of,  875 

after-effects  of,  378 

-  alarming     symptoms    under, 


377 


376,  378 


37 


boiling- |>oiut  of,  35 
compared    with     chloroform, 

dangers   and    deaths    under, 


discovery  of,  84 

effects  produced  by,  375 

—  first  employed   aa   an   anaes- 
thetic, 373 

Glasgow  Committee  on,  876 

precede<l  by  nitrous  oiide,  377 


properties  of,  34,  98 

. pulse  under,  376 

respiration  under,  876 

specific  gravity  of,  35 

vomiting  after,  878 

Ethilideue  chloride.  {See  Ethidene  di- 
chloride) 

Ethyl  bromide.     {See  Bromide  of  ethyl) 

chloride,  98,  99,  384 

Ethylene  as  an  aueesthetic,  385 

dichloride,  32 

Ethylic  alcohol.     {See  Alcohol) 

ether.     {See  Ether) 

Ethyl  nitrite  as  an  ansesthetic,  385 

oxide.     {See  Ether) 

Evacuation  of  fluid  from  abdomen,  175, 
394  ;  from  chest,  168 

Evolution  of  antes thesia,  3  et  seq. 

Examination  of  patient  before  adminis- 
tration, 190 

Excitement  and  struggling  during  the 
use  of  chloroform,  330,  349,  369  ;  of 
ether,  287,  288  ;  *of  nitrous  oxide, 
219  ;  of  nitrous  oxide  mixed  with 
oxygen,  258  ;  management  and  treat- 
ment of,  432 

Exhausted  subjects,  anaesthetics  in,  131, 
475,  495 

preparation  of,  187 

Exhaustion  as  a  predisposing  cause  to 
circulatory  depression  and  failure,  475 

Expirations  under  chloroform,  82,  362 

Expiratory  sounds,  46 

Extension  of  head  and  neck  as  a  restora- 
tive measure,  446,  466 

Extraction  of  teeth.  {See  Dental  opera> 
tions) 

Extremities,  operations  upon  the,  182 

Eye,  operations  upon  the,  181 

Eyeballs,  position  of,  under  chloroform, 
335,  363  ;  under  ether,  292  ;  under 
nitrous  oxide  and  oxygen,  260 


Eyelids,   in   shock    and    coUapee,    l^. 
under  nitrous  oxide  and  ox>*gen.  '^0 

Face,  operations  about  the,  146 

Face-pieces  for  adminiatering  etber,  271, 
281  ;  nitrous  oxide,  213 

Factor  of  clonic  spasm  in  death  uaczt 
chloroform,  849 ;  of  early  surgical 
shock,  846  ;  of  excitement,  849 ;  of 
idiosj-ncrasy,  352 ;  of  intercnmsit 
asphyxia  dependent  upon  direct  effects 
of  chloroform  vapour,  346  ;  of  int«T- 
cmTent  asphyxia  dependent  upoa  t^ 
surgical  procedure.  347  ;  of  larynfisal 
closure  occurring  independently  of  tlie 
chloroform  vapour,  351  ;  of  bte 
surgical  shock,  143,  352  ;  of  ooclua<m 
of  air-tract,  45,  852  ;  of  posture,  13e, 
852  ;  of  psychical  derangement  844 : 
of  reflex  cardiac  inhibitioii,  846 ;  c4 
simple  chloroform  toxemia,  353 ;  of 
struggling,  349 ;  of  susceptibUity,  Sii : 
of  tonic  spasm,  849  ;  of  vomiting.  84S 

Factors  capable  of  leading  to  dai^er  or 
death  under  chloroform,  83S  et  «f . 

Failure  of  circulation.  {Set  CircnlMtxsr 
failure) 

of   respiration.      {See    ResjoratoiT 

embarrassment  and  failure) 

Falling  back  of  the  tongue,  444.  iSiv 
also  Tongue,  management  and  treat- 
ment of  difficulties  and  dangers  due  toi 

False  anaesthesia,  58,  64 

Faradism  as  a  restorative  measure,  46$. 
480 

Fatalities  under  anaesthetics.  [See 
Deaths) 

Fatty  degeneration  of  the  heart,  ISO. 
395 

Fear,  influence  of,  in  causing  death 
during  the  use  of  chloroform,  S44 

Feeble  patients,  after  -  management  d, 
495  ;  use  of  amesthetics  in,  131.  260, 
272,  484 

pulse  after  ansesthesia,  495 

respiration,  management  and  treat- 
ment of,  405 

Fergusson's  gag.     (iSe^  Mason's  gag) 

Field  of  battle,  amestheties  upon  the,  112 

Fixity  of  chest  during  the  use  of  cliloru- 
form,  849,  462;  of  ether,  296;  of 
nitrous  oxide,  280  ;  management  aa^i 
treatment  of,  463 

of  the  jaw,  patients  suffering  froxu 

124,  450 

Flabby  subjects,  192,  834,  450 

Flushing  out  abdomen,  175 

Food,  abstinence  from,  before  an»sthe«ti. 
186 

regulation  of,  after  amesthesia,  49.'* 
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Foreign  bcxiies,  entry  of,  into  larynx 
(luring  anaesthesia.  {See  Entry  of 
foreign  bo<lies  into  larynx)  I 

Fracture  of  skull,  patients  .suffering  from, 
133 

Fractures,  setting  of,  under  anjesthetics,    ; 
182 

Frequent  inhalation  of  aniestlietics,  121,    ■ 
368 

Frogs,  effects  of  anaesthetics  upon,  41 

Fusel  oil,  possible  presence  of,  in  ether,  26 

Gag,  Doyen's,  264 :  Fergusson's.  {See 
Mason's  gag) 

Mason's,  156,  198,  320 

Gags  for  dental  oj>erations.  {St'e  Mouth- 
props) 

Ganglia  (basic),  effects  upon,  52 

"  Cia-s-and-ether  "  sequence,  402 

Gaslight,  the  administration  of  chloro- 
form by,  33 

Gas,  nitrous  oxide.     {See  Nitrous  oxide) 

Gasometer  for  nitrous  oxide  mixtures, 
237 

Gas tro- intestinal  irritation  after  bromide 
of  ethyl,  375 

Gastrostomy,  anaesthetics  for,  131 

General  condition  of  patient,  114  e^  seq. 

physique  of  patient,  121 

Grenito-urinary  organs,  operations  upon 
the,  175 

Glasgow  Committee  on  anaBsthetics,  16, 
76,  82,  83,  86,  88,  335,  375,  378 

Glottis,  closure  or  spasm  of,  during 
ame^thesia     {See  Laryngeal  closure) 

Glycosuria  after  antesthetics,  235 

Goitre.     {See  Thyroid  growths) 

Gravity,  influence  of  anaesthetics  upon 
the  hydrostatic  effect  of,  93 

Guides  in  the  administration  of  chloro- 
form, 360  ;  of  ether,  299  ;  of  nitrous 
oxide  free  from  oxygen,  224  ;  of 
nitrous  oxide  with  oxygen,  257  ;  of 
the  A,C.E.  mixture,  392 

Habits  of  life,  influence  of,  119 

Htnematemesis  after  ether,  305 

Haemoptysis  after  ether,  306 

during  anesthesia,  169 

Hsemorrhage,  effects  of,  upon  the  anaes- 
thetised patient,  142,  483 

Haemorrhoids,  operations  for  {see  Rectal 
operations) ;  preparation  of  ))atient 
before  operations  for,  188 

Hahn's  tube,  use  of,  158 

Hall's,  Marshall,  method  of  artificial 
respiration,  468 

Hare-lip  operations,  152 

Heart,  action  of,  before  administration, 
129 


Heart,  choice  of  anajsthetics  in  disease  of, 
129,  265,  395 

(legenerative     changes     in,    after 

chloroform,  368 

dilatation  of.     {See  Heart  disease, 

and  Over-distension  of  heart) 

effects    of   chloroform    upon    the, 

87  ei  aeq,  ;  of  ether,   76  ;   of  nitrous 
oxide,  74 

failure  of.    {See  Circulatory  failure) 

fatty  degeneration  of,  130,  395 

intermittent   action  of,  before  ad- 
ministration, 130 

stoppage  of.     {See  Circulatory  fail- 


ure) 

Heart-disease,  129,  475  ;  A.C.E.  mixture 
in,  129,  395  ;  advantages  of  oxygen 
with  nitrous  oxide  in,  265  ;  as  a  pre- 
disposing cause  of  circulatory  failure, 
475  ;  choice  ofanaesthetics  in  advanced, 
129,  265,  395  ;  ether  in,  272,  311  ; 
nitrous  oxide  in,  129,  265 

Hectic  subjects,  anivsthetics  in,  132 

Hemiplegia  after  ether,  309 

after  nitrous  oxide,  235 

Hemp,  stupefaction  from  fumes  of,  4 

Hernia,  operations  for  strangulatetl,  131, 
425 

Hesitating  breathing,  432 

Hiccough,  437 

Hillischer's  apparatus  for  administering 
oxygen  with  nitrous  oxide,  251 

Hip-disease,  patients  suffering  from  long- 
standing, 131 

Horizontal  nitrous  oxide  cylinders, 
difficulties  connected  with  use  of,  210 

Hour  of  administration,  186 

Howard's  method  of  artificial  respira- 
tion, 468 

Hyderabad  Cliloroform  Commission,  16, 
76,  77,  82,  86,  87,  88,  89,  90,  91,  92, 
365,  391,  442 

Hydrobromic  ether.  {See  Bromide  of 
ethyl) 

Hydrogen,  discovery  of,  6 

Hypnotism,  6,  66 

Hypodermic  injection  of  brandy  as  a 
restorative,  480 

—  of  ether  as  a  restorative,  480 

of  morphine  before  anaesthe- 
tics, 421  et  seq. 

of    morphine    and     atropine 

before  anaesthetics,  423 

Hysteria  after  nitrous  oxide,  23J^ 

Hysterical  patients,  119,  192,  23,5,  309, 
330,  433 

Ice  in  the  treatment  of  after  -  vomiting, 

498 
*' Idiosyncnisy,"  chloroform,  352 
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Imparities  of  chloroform,  29 

of  ether,  23 

of  citrous  oxide,  21 

Indifferent  gases,  as  anesthetics,  100 
Infancy,  an^i^thetics  in,  116,  312 

chloroform  in,  337 

ether  in,  117,  272,  312 

Intlammability  of  ether  vapour,  22 
Inhaler,  AUis's  ether,  270 

Clover's  chloroform,  314 

Clover's  combined  "gas  and  ether," 

403 
-  Clover's  portable  regulating  ether, 


273,  278 

—  Junker's  chloroform,  315  et  seq. 

—  Onusby's  ether,  281 

—  Rendle's  ether,  270 
Snow's  chloroform,  814 


Inhalers   for  administering   chloroform, 
314,  315  ;  objections  to,  315 

ether   by   "  close "   methods, 

272  ft  seq. 

-  ether  by  **  8emi-oi)en  "  methods. 


270 

Inhibition  of  heart  under  chloroform,  91, 
96,  346,  487  ft  sfq. 

respiratory,  472 

Injection  of  normal  saline  solution  into 

veins  as  a  restorative  measure,  482 
Insanity  following  amesthetics,  235,  309, 
,    367 

patients  suffering  from,  134 

Inspection  of  patient  before  administra- 
tion, 190 
Intestinal    obstniction,   A.C.E.  mixture 
in,  395  ;  operations  for,  174  ;  patients 
suffering  from,  128,  132,  394  ;  vomit- 
ing during  operations  for,  174 
Intimate  physiology  of  ansesthesia,  63 
Intra-laryngeal  oi)erations,  159 
Intravenous  injection  of  chloroform,  92 

of  saline  solution,  482 

Inversion  as  a  restorative  measure,  479 
Irwin's  ether  bottle,  274 
Isobutyl  cliloride,  98 

"  Jactitation "   under   amesthetics,  222, 

260,  261,  383 
Jaundice  after  ancesthetics,  310,  868 
Jaw,  fixity  of,  124,  451 
Jaws,    ojjerations   upon   the,    146,   152, 

483 
Joints,  examination  and  manipulation  of, 

under  anaesthetics,  182 

wrenching  stiff  and  painful,  182 

Junker's  chloroform  inhaler,  815  et  stq.  ; 

administration    by    means    of,    319  ; 

accidents  during  use  of,  318  ;  Buxton's 

modification  of,  317;  Carter  Braine's 

modification  of,  317  ;   mo<litie<l,  317, 


318  ;  use  of,  in  mouth  and  nose  oj^^a- 
tions,  148,  319  ft  sfq. 

Kidney,  effect  of  chloroform  upon  the, 
93,  367 

effect  of  ether  upon,  77,  308  et  «f. 

effects  of  nitrons  oxide  upon  tot 


75 


485 


operations  upon  the,  145,  176,  4^. 


patients  suffering  from  disease  of, 

134 
Kirk's   theory  of   chloroform   svnoof*, 

328 

Labio-mental  reflex,  60 
Labour,  anaesthetics  in  natural,  179 
Lactation,  the   administraUou  of  anes- 
thetics during,  135 
Laryngeal  closure,  in  abdominal  opera- 
tions,   173 ;    management   and  treat- 
ment of  embarrassed  and  suspended 
breathing  due  to,  447  rf  «r^.  ;   undw 
chloroform,    334,    351,    449 ;    under 
ether,  289,  291,  295  ;   under  nitrons 
oxide,    220,    450;   under  the  A.CE. 
mixture,  390 

spasms.     {Sff  Lar>'ngeal  closure 

stridor.       {See    '*  Crowing"     tvs- 

piration  ;  also  Laryngeal  closured 
Laryngotomy,  ansesthetics  for,  158,  16f» 

as  a  restorative  measure,  448,  458. 

460 
Larynx,  administration  to  patients  with 
disease  of,  125 

closure  of.     {See  LarAnigeal  cloenrf ) 

effect  of  ether  upon  muscles  of^  78 

electrical  stimulation  ot,  65 

entry  of  blood  into,  148,  151,  452 

operations  within  or  about  the,  126. 

146  et  Sfq.,  158 

removal  of,  158 

spasm  of.     {Set  "  Crowing  "  respir- 


ation) 
Lateral  posture  after  the  administmtioiL, 

494 
*'  Laughing  gas,"  8,  207 
Lid-reflex.   {See  Conjunctival  and  corDeal 

reflex) 
Lint,  administration  of  chloroform  fron:. 

325 
Lip-fHction,    as  a  restorative   me&snre, 

47,  59,  60,  361,  447,  465,  483 
Lips  causing  obstructed  breathing,  444 

operations  upon  the,  146,  152 

Lividity.     {See  Cyanosis^) 

Local  action  of  anaesthetic  vapour.   4^ 

96,  346 
Locomotor  ataxy,  patients  suffering  froa& 

133 
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Loss  of  blood  during  operations.     {See 

Haemorrhage) 

of  speech  after  chloroform,  367 

Lungs,  elimination  of  carbonic  acid  from, 

49 

operations  upon  the,  168 

patients  sutTering  froiii  alfections  of 

the.     [See  Pulmonary  affections) 

**  Magnetic  sleep,"  5 

Management  and  treatment  of  after- 
effects, 493  et  aeq. 

of  ch'culatory  failure  de- 
pendent upon  embarrassed  or  arrested 
breathing,  477 

of  circulator}'  failure  due  to 


effects  of  ansesthetic  on  cardio- vascular 
system,  478 

of  coughing  during  ansesthesia. 


436 

of  difficulties,  accidents,  and 

dangers    connected    with  circulation, 
473  et  aeq. ;  with  respiration,  441  et  seq. 

of  excitement,  432 

of  feeble  and  exhausted  sub- 


jects after  autesthesia,  495 

of  hiccough,  437 

of  laryngeal  closure,  447 

of  minor   diflSculties,  431   et 

seq.  ;  of  minor  respirator}'  difficulties, 

4J52 

of  muscular  movement,  482 

of  muscular  rigidity,  432 

of  nausea  and  vomiting  after 

ansesthesia,  495  et  seq, 

-  of  retching  during  ansesthesia, 


438 


of  surgical  shock,  475,  481 

of    threatened    or    complete 

failure  of  respiration  (non-obstructive 
or  paralytic),  464  et  seq. ;  (obstructive), 
443  et  seq. 

-  of  vomiting  during  anaesthesia. 


438 

Mandragora,  4 

Maniacal  attacks  after  chloroform,  367 
Mask,   flannel,   for    use   with    Junker's 

inhaler,  316  ;  Skinner's,  326 
Mason's  gag,  156,  198,  320  ;  furnished 

with  metal  tubes  for  the  administration 

of  chloroform,  320 
Masseteric  spasm  under  antesthetics,  289, 

295,  445 
Measure  for  filling  Clover's  inhaler,  274 
Medusa,  action  of  chloroform  on,  40 
Melanges  titres  (Paul  Bert's),  80 
Menstruation,  anaesthetics  during,  135 
Mental  and  muscular  excitement  after 

chloroform,   367 ;    after   ether,   309 ; 

after  nitrous  oxide,  235 


Mental  emotion  and  apprehension  as  a  pre- 
disposing cause  of  circulatory  failure, 
344,  476 

Method  of  administration,  selection  of, 
105  e^  seq. 

Methods,  definition  of,  105 

of    administering    amylene,    378  ; 

"  bichloride  of  methylene, "  399  ;  bro- 
mide of  ethyl,  872  ;  chloroform,  313 
et  seq.,  342  ;  ether,  269  et  seq.,  310  ; 
ethidene  dichloride,  375 ;  nitrogen, 
381  et  seq.;  nitrous  oxide  per  se,  209  ; 
nitrous  oxide  with  air,  239  ;  nitrous 
oxide  with  ether,  402  et  seq. ;  nitrous 
oxide  with  oxygen,  248,  251,  252  ; 
pental,  380  ;  the  A.C.E.  mixture,  390  ; 
the  A.C.E.  mixture  before  ether,  413 
et  seq. 

oi  performing  artificial  respiration, 


465  et  seq. 

Methylated  ether,  23,  24,  25 

Methyl  chloride,  98 

Methylene  bichloride.  {See  Bichloride 
of  methylene) 

Methyl  oxide  as  an  anaesthetic,  385 

Minor  difficulties,  management  and  treat- 
ment of,  431  et  seq. 

respiratory  difficulties  under  anaes- 
thetics, treatment  of,  432 

Mixing-chamber  for  administering  nitrous 
oxide  and  oxygen,  254 

Mixture,  A.C.E.     (iS«j  A.C.E.  mixtur^ 

Billroth's,  397 

C.E.,  389 

Vienna,  388 

Mixtures,  anaesthetic,  386  et  seq. 

containing  chloroform,  386  et  seq. ; 

cases  suitable  for,  112  ;  objections  to, 
386 

of  alcohol  and  chloroform,  388,  398 

of  alcohol,  chloroform,  and  ether, 


390 


—  of   chloroform    and    ether,    388 ; 
deaths  under,  109 
Schleich's,  400 


Modes  of  death  under  chloroform,  338 

et  seq.  ;  under  ether,  292  et  seq. 
Morbus  cordis.     {See  Heart  disease) 
Morphia-habit,    amesthetics    in  patients 

addicted  to  the,  120 
Morphine  administered  during  recovery 

from  anaesthesia,  427 
and   atropine,    before  chloroform, 

423 


—  before  anaesthetics,  421  et  seq.  ; 
directions  for  giving,  428  ;  objections 
to,  425 

before  chloroform,   advantages  of. 


422 ;    analgesia    produced    by,   422 ; 
first  used  in  surgical  practice,  421  ;  in 
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cerebral  suiiger)-,  178,  422  ;  in  opera- 
tioDn  aboat  the  mouth,  160,  422 

Morphiue  before  ether,  160,  423 

dangers  of,  425,  471 

deaths    from   combined    effects  of 

auarathetics  and,  425 

prodacing  respiratory  failure,  425, 


471 
Mortality  under  antesthetics,  108  et  seq., 

228  et  seti.,  293,  339  et  seq.     {See  aUo 

Deaths) 
Motor  tracts,  effects  U{>on,  52,  53 
Mouth,  anaesthetics  in  operations  within 

or  about  the,  146  rt  seq. 

difficulty  in  opening  the,  165 

inspection  of,  before  administration, 

193 
Mouth -f^ags  in  dental   operations.     (See 

Moutli -props) 
Mouth-opener,  199 

Mouth-prop  for  keeping  teeth  apart  dur- 
ing the  administration,  199,  322,  445 
Mouth-props  in  dental  operations,   164, 

201 
Movements  during  anaesthesia,  54  et  seq. 
Mucous  stertor,  45,  456 
Mucus  and  saliva,  obstructed  breathing 

from,  456 
secretion  of,  under  chloroform,  337  ; 

under  ether,  289 
Muscular  movements  during  antesthesia, 

54  et  seq.  ;  management  and  treatment 

of,  432,  433 
phenomena  under  anesthetics,  54  et 

seq.,  432;  under  chloroform,  330,  336, 

349,  360,  367  ;  under  ether,  289,  292  ; 

under  nitrous  oxide  administered  with 

oxygen,  260  ;  under  nitrous  oxide  free 

from  oxygen,  221,  224 
relaxation,  necessity  for,  in  certain 

cases,  182,  433  et  seq. 
rigidity  during  anaesthesia,  44,  45, 

55 ;    dependent  upon  an   insufficient 

air-supply,  434  ;    duiing  the   use  of 

chloroform,  330,  336,  360  ;  of  ether, 

289;    of    nitrous    oxide,    221,    260; 

management  and  treatment  of,  during 

anaesthesia,  432 

Narrowing  of  trachea,  patients  suffering 

from,  125,  393 
Nasal  breathing,  124,  148 

obstruction,  124,  157,  193,  446 

operations,  146,  157 

polypi,  patients  with,  157 

stertor,  46 


of,  495  et  seq.  ;  )>atients  most  liable  to. 

497 
Nausea   and  vomiting  after  chloroform. 

366,  498 
after  ether,    304,    305,    495, 

498 
after  nitrous   oxide    a<lmiiiis- 

tered  with  oxj'gen,  265 
after  nitrous  oxide  fr«e  frcrai 


oxygen,  234 
Neck,  anaesthetics  in  operations  upon  the, 

166,  369,  370,  487  et  seq. 

compression  of  vesseb  of,  5 

interference     with     va^s     «luring 

operations  upon   the.     (See  Pueumo- 

gastric) 

patients  suffering  from  tomonrs  of. 


125,  370 

Nepenthe,  early  mention  of,  3 

Nephrectomy,  occurrence  of  shock  during. 
145,  176,  484 

Nephritis  after  ether,  308 

Ner\*ou8  inhibition,  65,  79 

system,  effects  of  anaesthetic?*  u}<on 

the,  51,  64,  67  ;  state  of,  before  ad- 
ministration, 133 

Neurons,  64 

Neurotic  subjects,  119 

Nitrite  of  amyl  as  a  restorative,  201, 
480 

Nitrogen,  administration  of,  382  ;  appar- 
atus for  administering,  382 ;  as  an 
anaesthetic,  381  ;  available  anssthe&ia 
after,  382 ;  discovery  of,  6 ;  early 
experiments  with,  382 ;  effects  pro- 
duced by,  66,  382,  383;  in  d«ntal 
surgery,  382;  **  jactitation  "  under, 
388  ;  mixed  with  oxygen,  382  ;  mon- 
oxide {see  Nitrous  oxide) ;  pulse  under, 
382 ;  respiration  under,  382 ;  time 
taken  to  produce  anaesthesia  with, 
383  ;  tremor  after,  388 

Nitrous  oxide,  administration  of,  207 
et  seq. 

administration    of    air    with, 

235  et  seq. 

-  administration  of,  l)efore  ether. 


402 


administration   of^   firee  from 

oxygen,  209  et  seq. 
administration    of,    in     lu&g 


Naso-pharynx,  operations  ujion  the,  146,    i 

155,  158 
Nausea  and  vomiting  aft**r  anaesthetics, 

causation,  prevention,  and  treatment   j 


affections,  126 

administration  of  oxygen  with, 

107,  244  et  seq.  ;  advantages,  136  ; 
after  -  effects,  265  ;  apparatus,  250, 
252  ;  available  period  of  anssthesia, 
262 ;  Bert's  metho<l,  248  et  seq.  : 
circulation  under,  260  ;  dangers,  265  ; 
d^prees  in  administration,  25S  et 
seq.  ;    directions     for     administering. 
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255, 256  ;  Illustrative  Cases,  267, 268  ; 
in  dental  surgery,  161,  261  ;  in  general 
surgery,  262  ;  method  of  administer- 
ing (without  increased  pressure),  244, 
251  el  seq. ;  muscular  phenomena 
during,  260  ;  respiration  during,  259 ; 
signs  of  anaesthesia,  261  ;  state  of 
globes  and  pupils  during,  260  ;  time 
taken  to  produce  anaesthesia,  262 
Nitrous  oxide,  administration  of,  to  aged 
subjects,  118 

after-effects  of,  234 

apparatus   for  administering, 

209  et  seq. 

asphyxial  phenomena  under, 


227,  239 


available  period  of  anaesthesia 
after,  225 

bag  fitted  to  a  Clover's  port- 


able inhaler,  408 

best  apparatus  for  administer- 


211 


iug,  211 

best  method  of  administering, 

blood-changes  under,  73 

blood-pressure  under,  74 

bottles,  209 

catalci^sy  after,  235 

circulation  under,  74,  221 

circulatory  failure  under,  232 

clonic  movements  under,  221 

colour  of  features  under,  220, 

223 

contra  -  indicated    in    certain 

cases,  393 

—  cyanosis  under,  223 

cylinders,  209 

dangers  connected   with    the 


administration  of,  226  et  seq. 

deaths  under,  228  el  seq. 

decomposition  of,  21,  69 

degrees  in  the  administration 

of,  218  et  seq. 
depth  of  anaesthesia  necessary 


under,  224 

detection  of  impurities  in,  21 

diabetes  after,  235 

-  directions   for  administering, 


213 

-  discovery  of,  6,  20 

-  dreams  under,  219 

-  duration  of  anaesthesia  after 
inhalation,  217  (footnote),  225 

duration  of  inhalation  of,  223 

-  effects     produced     by    pure, 


217 


-  effects  upon  kidney,  75 

entry  of  foreign  bodies  into 

larynx    under,  232 :    treatment,    452 
el  seq. 


Nitrous  oxide,  excitement  under,  219 

fixity  of  chest  under,  230 

followed    by    ether,    402    et 

seq.  ;   in    dental   surgery,    162,   166, 

409 

followed     by     ethidene     di- 


chloride,  377 

guides  in  the  administration 


241 


of,  224 

hemiplegia  after,  235 

hysteria  after,  235 

impurities  of,  21 

in  dental  surgery,  161,  166, 

in  heart  disease,  129,  265 

in  lung  affections,  126 

in  old  age,  118 

in  pregnancy,  136 

insanity  following  the  inhala- 
tion of,  235 
'*  jactitation  "     under,     222, 


260,  261 


450 


laryngeal  closure  under,  220, 

liquefied,  20 

methods  of  administering,  209 

mixed  with   oxygen,   70,  71, 
244,  248,  251 

muscular  phenomena    under, 


el  seq. 


244 


221 

nature  of  anaesthesia  from,  70, 

nausea  after,  234 

obstructed  breathing  under, 

220,  230,  231 

opisthotonos  under,  260 

overdose  of,  230 

patellar  and  plantar  reflexes 


under,  222; 
Paterson's  apparatus  for  ad- 
ministering, 242 

I>hy8iology  of,  69 

-  post-mortem  appearances  of, 


234 


posture     of    patient    during 

administration  of,  215 

-  prolongetl  administration    of, 


242 

properties  of,  20 

pulse  under,  218,  221 

pupils  under,  219,  222,  225 

quantity  required  to  produce 

auaesthesia,  213 

recovery  period  under,  225 

-  reflex  cardiac  inhibition  under. 


232 


regulation  of  diet  before,  188 

reportofOdontological  Society 

and  Dental  Hospital  on,  14 
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Nitrous   oxide,  respiration   under,  218, 
219,  220 

-  respiratory  failure  under,  230, 


232 


-  retinal  haemorrhage  after,  235 

signs    of    anaesthesia    under, 

220,  224 

s}>asm  of  respiratory  muscles 

under.     [See  Nitrous  oxide,   fixity  of 
chest  under) 

special  physiology  of,  69  et  aeq. 

.specific  gravity  of,  20 

stages  in  the  administration 


of,  218  et  seq.y  330 

stertor  under,  220,  224 

stupor  after,  235 

surgical  shock  under,  232 


swelling  of  tongue   and   ad- 
jacent parts  under,  122 

synco{)e  under,  232 

teats  for  purity  of,  21 

time  taken  to  produce  deep 

anaesthesia  by,  223 

to-and-fro  breathing  of,  210, 


216,  217 

tonic  spasm  under,  221,  260 

toxic  effects  of,  75,  230 

vomiting  after,  234 

Nitrous  oxide-ether  sequence,  402  et  seq. 
Nitrous  oxide-ether-chloroform  sequence, 

418 
Nose,    operations  within  or  about  the, 

146  etseq.,  157 
Nourishment  after  anaesthetics,  495 
Nutrient  enemata,  189 

Obesity,  anaesthetics  in  patients  suffering 
from,  122,  192 

Objections  to  amylene,  379  ;  to  anaes- 
thetic mixtures,  386  ;  to  bromide  of 
ethyl,  374  ;  to  chloroform  before 
ether,  412  ;  to  morphine  before  anaes- 
thetics, 425 

Obstetric  operations,  anopsthetics  in,  179 

Obstructed  breathing.  (See  Respiratory 
embarrassment  and  failure) 

Obstruction  of  bowels.  {See  Intestinal 
obstruction) 

Occlusion  of  the  air-passages,  443  ct  seq, 

Odontological  Society.     (^S*'*'  Society) 

Old  age,  anaesthetics  in,  118 

Olefiant  gas  as  an  anesthetic,  385 

"  Open  "  methods  of  administering  ether, 
269 

Operation  affecting  circulation,  142 ; 
affecting  respiration,  47,  142 

nature  of  the,  138  et  seq. 

Operations,  abdominal,  169 

choice  of  ancesthetics  for  particular, 

138  e/  seq. 


Operations,  dental.     {See  Dental  opera- 
tions) 

effects  produced  upon  the  patiem 

by  performance  of,  142,  481  e^  seq. 
for  cleft -palate  and  hare -lip,  152, 


153 


—  for  intestinal  obstruction.     {See  In- 
testinal obstruction) 

—  for  post-nasal  adenoid  growUis,  155 

—  for  strangulated  hernia,  131 

—  influence  of,  in  deaths  under  chloro- 


form, 340 

—  in  region  of  neck,  not  involving  air- 
passages,  166 

—  laryngeal,  158 

—  nasal,  146 

—  naso-pharyngeal,  146,  416 

—  ophthalmic,  181,  377 

—  orthopaedic,  182 

—  upon  the  bladder,  176,  396 

—  upon    the    brain.       {See  Cerebral 
surgery) 

—  upon  the  breast,  177,  486 

—  upon  the  extremities,  182 

—  upon  the  eye,  181 

—  upon  the  genito-urinary  organs,  175 

—  upon  the  jaws,  146,  152 

—  upon  the  kidneys,  176 

—  upon  the  lips  and  cheeks,  146,  152 

—  upon  the  palate,  146,  153 

—  upon  the  pleura  or  lung.  168 

—  upon  the  rectum,  175,  176 

—  upon  the  thjToid  gland,  167 

—  upon  the  tongue,  146,  153 

—  upon  the  tonsils,  146,  154 
within  or  about  the  mouth,  noee. 


pharynx,  and  larynx,  146  rf  seq. 
Ophthalmic  operations,  181,  377 
Opiates    administered    during    recovery 
from  anaesthesia,  427,  428 

patients  under  influence  of,  425 

Opisthotonos  under  anaesthetics,  260,  S74 
Oral  breathing,  124 

Organism,  physiological  action  of  anes- 
thetics on  the,  40  rt  seq, 
Ormsby's    ether    inhaler,    281  ;    Carter 
Bratne's  modification   of,  282  ;    com- 
pared with  Clover's,  283  ;   directions 
for  using,  282 ;  used  after  nitrous  oxide, 
404 
Orthopaedic  surger>',  anaesthetics  in,  1S2 
Orthopnoea,  patients  suffering  from,  121^ 

311,  394 
Over-distension   of  heart  under  chloro- 
form, 89,  93,  356 
Overdose  of  ansesthetic,  management  and 
treatment  of  respiratory  paralysis  due 
to,  464  et  seq, 

of  chloroform,  95,  353  ;  of  ether, 

294  ;  of  nitrous  oxide,  76,  230 
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Oxalate  of  cerium  in  the  treatment  of 
aiter-vomiting,  498 

Oxygen,  administration  of,  as  a  restor- 
ative measure,  469 

administration  of,  with  chloroform, 

329  ;  with  ether,  284  ;  with  nitrous 
oxide,  at  ordinary  atmospheric  pressure, 
ICl,  251  ;  under  increased  pressure 
( Paul  Bert's  method),  248  tt  seq,  (See 
Nitrous  oxide,  administration  of  oxygen 
with) 

deprivation     of,     43.       (Set    also 


Nitrogen) 

—  discovery  of,  6 


Pacini's  method  of  performing  artificial 

respiration,  468 
Palate,  operations  upon  the,  146,  153 
patients    suffering    from     morbid 

growths  of,  124,  487,  488 
Palatine  stertor,  45 
Pallor,    after    anaesthesia,     495 ;     after 

chloroform,   366 ;    under  chloroform, 

331,    337,    366  ;    after  nitrous  oxide 

with  oxygen,  266 
Papilloma    of    larynx,    operations    for, 

126 
Paracentesis      abdominis,      175,     394  ; 

thoracis,  168 
Paralytic  arrest  of  breathing.     {See  Re- 
spiratory embarrassment  and  failure) 
Parturition,  antesthetics  during,  179 
Passage  of  anaesthetic  into  organism,  40 

et  seq, 
of  foreign  bodies  into  larynx.     {See 

Entry  of  foreign  bodies) 
Patellar  reflex,    59 ;    under  ether,    77  ; 

under  nitrous  oxide,  222 
Patient,  inspection  and  examination  of, 

190 
state  of,  before  auiesthetisation,  114 

el  seq.,  190 
Paul    Bert's    method    of    administering 

oxygen  with  nitrous  oxide,  248 
Pental,  35,  380.     (See  also  Amylene) 
administration  of,  and  etlects  pro- 

«lucetl  by,  880 

after-effects,  381 

alarming  symptoms  under,  381 

analgesia  under,  381 

compared  with  nitrous  oxide,  381 

dangers  connected  with  the  use  of, 

3S1 

•  deaths  under,  381 

properties  of,  35 

Percentage  of  chloroform  vapour  inhaled, 
79,  80,  314,  315,  318 

Period  of  anaesthesia  after  nitrous  oxide 
administered  with  oxygen,  262  ;  ad- 
ministered free  from  oxygen.  225 


Period  of  inhalation  under  nitrous  oxide 

free  from  oxygen,  223 
Peritonitis,  patients  suffering  from,  127, 

132,  395 
Perspiration  under  ether,  291 
Petroleum  ether,  401 
Pharyngeal  stertor,  45 
Pharynx,  oi>eration8  within  or  about  the, 

146  et  seq, 
patients    suffering    from     morbid' 

growths  of,  124 
Phrenic  nerves,  faradism  of  the,  469 
Phthisis,  patients  suffering  from,  126 
proposed  treatment  of,  by  inhala- 
tion, 6 
Physiological  apnoea,  46 
Physiology  of  anaesthesia,  37  et  seq. ;  of 

chloroform,  78  et  seq. ;  of  ether,  75 

et  seq. ;  of  nitrous  oxide,  69  et  seq. ;  of 

other  aiuesthetics,  ^1  et  seq. 
Piles.     (See,  Htemorrhoids) 
Plethoric  subjects,  use  of  anjesthetics  in, 

122 
Pleural      diseases,     administration      to 

patients   with,    126,    127 ;  operations 

for,  168,  311 
Pleuro-pneumonia,  anaesthetics  in  patients 

with,  127 
Pneumogastric,  interference  with,  during 

operations  upon  the  neck,   167,  487, 

488 
Pneumonia  after  ether,  306 
Polypi,  nasnl,  operations  for,  157 

naso-pharyngeal,  operations  on,  158 

Post-mortem  appearances,  of  chloroform, 

357  ;  of  ether,  333  ;  of  nitrous  oxide, 

233 
Post-nasal  growth,  removal  of,  155,  416 
Posture  after  administration,  494 
as  a  predisposing  cause  of  circu- 
latory failure,  140,  476  ;  of  respirator}' 

failure,  139,  461 

causing  respiratory  embarrassment 


or  failure,  461 
—  in  abdominal  operations,  172 
-  influencing  circulation,  140 ;  respir- 


ation, 139 

of    patient    before   administration. 


196 


—  of  patient  during  abdominal  opera- 
tions, 172 

—  during  anaesthesia,  138  c^  seq. 

—  during  dental  operations,  163 

—  during  induction  of  antpsthesia,  196 
-  during  mouth  and  nose  operations, 
146  f/  seq. 

during  oi>erations  upon  the  lung  or 


pleura,  '[Qd^ 

during  removal  of  adenoid  growths. 


155 
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Posture  under  chlorofonii,  138,  352 
Pregnancy,  the  administration  of  anses- 

tlietic8  during,  135 
Preliminary  tracheotomy  or  larj-ngotomy, 

158 
Pi-eparation   for   alxlominal    operations, 

169 
of  the  patient  for  the  administra- 
tion, 186  et  seq. 
Preparations,  special,  189 
Pressure,    barometric,    influence   of,    42, 

194,  248 
upon  the  trachea,  125,  393  :  ether 

contra- indicated    in,     394    (footnote) ; 

nitrous  oxide  contra- indicated  in,  393 
within  nitrous  oxide  cylinders,  209 


(footnote) 
Prevention   and   treatment   of  vomiting 

after  anaesthetics,  general  remarks  on, 

495 
Preventive     treatment     of     circulatorj* 

failure,  473  et  seq. 
Pioperties  of  amylene,  35 

of  "bichloride  of  methylene,"  397 

of  bromide  of  ethyl,  34 

of  chloroform,  27 

of  ether,  22 

of  ethidene  dichloride,  34 

of  a  general  anaesthetic,  37 

of  nitrous  oxide,  20 

of  the  A.C.E.  mixture,  390 

Props.     (See  Mouth -props) 

Protagou,  chloroform  as  a  solvent  of,  68 

Protoplasm,  effects  of  anaesthetics  upon, 

68 
Protoxide    of    nitrogen.       [See    Nitrous 

oxide) 
Psychical  factor  in  chloroform  ail  minis- 
tration, 344 

impulses,  43 

Puerperal  eclampsia,  amesthetics  in,  184 
Pulmonary  affections,  after   chloroform, 

367  ;  after  ether,  306  ;  ether  in,  311  ; 

patients  suffering  from,  126  ;  selections 

ef  anaesthetics  in,  126,  127  ;  the  A.C.E. 

mixture  in,  395 ;  with  dilated  heart, 

127 

phthisis,  126 

Pulse,  abnormally  slow,  128,   296,  335, 

365 
as  a  guitle  in  chloroform  amesthesia, 

364 

before  the  administration,  128 

ilepeudeuce  of,  upon  respiration,  477 

effects  of  operation  upon,  143,  481 

et  8e<i. 

feebleness  of,  after  anaesthesia,  495 

intermittent,  130 

stoppage     of.       {See     Circulatory 


Pulse,  superior  coronary,  as  a  guitle,  565 

temporal,  as  a  gtiide,  865 

under  amylene,  379 

under  bromide  of  ethvL  374 

under    chloroform.   88,    331.    335. 

345,  347,  349,  354,  356,  364 

under  ether,  288,  289,  291 

under  ethidene  dichloride,  37<5.  877 


under  nitrc^n,  362 

under  nitrous   oxide  administered 

with  oxygen,  260,  268 
under  nitrous  oxide  free  from  orr- 


gen,  221,  225 

under    the   A.C.E.    mixture,    393, 


396 

Pupillometer.  Mr.  E.  Browne's,  206 
Pupils,  reflex  dilatation  of,  301 

under  amylene,  379 

under  chloroform,  333,  334,  335, 

360  et  seq. 
under  ether,   288,   291,  301,   310. 

311,312 
under  nitrous  oxide  a<lministerrd 

with  oxygen,  260 
under  nitrous  oxide  free  from  oxv- 


gen,  219,  222,  225 
—  under    the    A.CE.    mLxtnre,    Z^'L 


395 
Purgatives,  use   of,    before   ansesthelifs. 

188 
Pus,  obstnicted  breathing  from,  16,S,  457 
Pushing  lower  jaw  forwanls,  444,  445 

Quantity  of  nitrous  oxide  necessary  tn 
])roduce  anjesthesia,  213 

Railway  injunes,  patients  suffering  from 
collapse  due  to,  131 

Rapid  breathing,  66 

Reapplication  of  face-piece  in  admini'»- 
tering  nitrous  oxide,  162 

Re-breathing,  43,  49 

of  nitrous  oxide,  210,  216 

Recovery  from  anaesthesia,  493  et  a^/. 

Rectal  etherisation,  285 

feeding,  189 

operations,  175,  176 

Reduction  of  dislocations,  1 82 

Reflex  cardiac  inhibition,  under  chloro- 
form, 96,  346,  487  et  seq.  ;  under  ether. 
297,  486 

dilatation  of  pupils,  301 

laryngeal  closure,     [iiee  I.*aryngeal 

closure) 

mu.scular  movements,  55 

phenomena  due  to  operation,  142 


failure) 


-  ]>henomena  of  autesthesia,  h^  et&eq. 
Regulation  of  diet  after  anaesthesia,  495  ; 

before  anaesthesia,  186 
Relative    frequency    of    vomiting    after 
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anaesthetics,  305  (footnote),  367  (foot- 
note) 

Relative  safety  of  anjesthetics,  108  et  seq. 

Remedies  which  should  be  at  hand  during 
anaesthesia,  201 

Removal  of  upper  jaw,  146  ei  aeq.^  152, 
483 

Renal  affections  after  chloroform,  36?^ ; 
after  ether,  308 

colic,  anesthetics  in,  183 

disease,  patients  suffering  from,  134 

operations,  145,  176,  484,  485 

Rendle's  mask,  270  ;  use<l  in  administer- 
ing A.C.E.  mixture,  391 

Repeated  administration  of  chloroform, 
95 

Respiration,  accidents  connected  with, 
441  et  seq. 

arrest  of.  {See  Respiratory  em- 
barrassment and  failure) 

artificiaL     {See  Artificial   respira- 


tion) 

—  condition  of,  before  administration, 
123,  193  ;  during  the  administration, 
43.  {See  also  Respiration  under  ether, 
etc.) 


*i 


crowing,"  173,  291,  334.  {Seecdso 
Laryngeal  closure) 

—  dangers  connected  with,  Ail  et  seq. 

—  dependent  upon  posture,  139 

—  difficulties    connected   with,    432, 
441  et  seq. 

—  failure   of. 


{See  Respiratory  em- 
barrassment and  failure) 

management  and  treatment  of  diffi- 


culties,  accidents,    and   dangers  con- 
nected with,  441  et  seq. 

in  patients  with   chronic  nervous 


affections,  133 
—  obstructed. 


{See  Respiratory  em- 
barrassment and  failure,  obstructive) 
patients   with  wholly  abdominal, 


12: 


—  rapid  and  deep,  producing  antes- 
thesia,  6Q 

shallow,  under  chloroform,  331, 363, 


464 


193 


state  of,  before  ansesthetisatiou,  123, 


stoppage  of.     {See  Respiratory  em- 
barrassment and  failure) 

imder  amylene,  379 

under  anesthetics,  42  et  seq..  123 

under  bromide  of  ethyl,  374 

un<ler  chloroform,  15,  16,  17,  80, 

81,  82,  88,  330,  331,  332,  383,  345, 
360 

under  ether,  76,  288,  289,  290,  299 

under  ethidene  dichloride,  376 

'-^—  under  nitrogen,  383 


I 


Respiration  under  nitrous  oxide  free  from 
oxygen,  218,  219,  220  ;  with  oxygen, 
259 

under  the  A.C.E.  mixture,  392 

wholly  thoracic  or  wholly  abtlominal, 

127 
Respiratory  arrest.    {See  Respiratory  em- 
barrassment and  failure) 

centre,  effects  upon  the,  46,  52,  59 

difficulties,  treatment  of  minor,  432 

embarrassment  and  failure  depend- 
ent upon  adventitious  substances,  452 
et  seq. 

dependent  upon  cerebral 


anaemia,  82,  471 

dependent  upon  entry  of 

blood  into  larynx,  452 

dependent  upon  entry  of 


vomited  matters  into  larynx,  455 
dependent    upon    mor- 
phine, 425,  471 

dependent  upon  mucus 


and  saliva,  456 


dependent  upon  occlu- 
sion of  the  air- passages,  443 

dependent  upon  posture. 


treatment  of,  461 

leading  to  syncope,  treat- 


ment of,  477 
(non-obstructive),  man- 
agement   and    treatment    of,    464   et 
seq. 

(obstructive),  manage- 


ment and  treatment  of,  448  et  seq. 

(paralytic),  management 

and  treatment  of,  464  et  seq. 

produced  by  stertor,  444 

under  bromide  of  ethyl. 


374 

under  chloroform,  87, 

88,  96,  346,  847,  349,  350,  351,  352, 
354 

under  ether,  294,  295, 


297 
under  nitrous  oxide,  75, 

230,  232 
Respirator}'  exchanges.  60,  83 

inhibition,  reflex,  472 

organs,  patients  with  affections  of. 

{See  Pulmonary  affections) 

^  sounds,  44. 

spasm.     (S?^  Fixity  of  chest) 


system,  state  of,  before  administra- 
tion, 123  et  seq.,  193 

Retching  and  vomiting  after  anaesthesia, 
general  remarks  on  causation,  preven- 
tion, and  treatment  of,  495  et  seq. 

after  chloroform,  366,  495 

after  ether,  304,  305 

after  nitrous    oxide   2^'  **'> 
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284  ;  alter  nitrous  oxide  and  oxygen, 

265 
Retching  and  vomiting,  management  and 

treatment,  438 
Retinal  haemorrhage  after  nitrons  oxide, 

235 
Rigidity.     {See  Muscular  rigidity) 
Routine  anaesthetics,  106,  112 
Royal    Metlical    and    Chirurgical.     {See 

Society,  Royal  Medical  and  Chirurgical) 
Rubbing  lips,  effects  of.   {See  Lip-friction) 

Safest  anaesthetic,  107 

Safety  (relative)  of  amesthetics,  107  ;  of 
ether  and  chloroform,  108,  109 

Saline  injections,  before  auiesthesia,  189 

— —  injection  (intravenous)  a^  a  restora- 
tive measure,  482 

Saliva.     {See  Mucus  and  saliva) 

"Schlafgas,"  251  (footnote) 

Schleich's  mixtures,  400 

Selection  of  ame.sthetic   and   method  of 
administration,  105  ef  seq. 
for  routine  use,  112 

in  abdominal  surgery,  170  ei 


St'f/. 


in  dental  surgery,  161 

in  heart  disease,    129,    265, 


39r> 


146 


in  infailcy,  116,  312 

in  mouth  and  nose  operations, 


—  —     in  ol)esity,  122 
-     -       in  old  age,  118 

—    in    pleural    and    pulmonary 

operations,  169 

in  re<luction  of  dislocations, 

1S2 

—  in  respiratory  affections,  123 

ef  scfi. 
Sensory  tracts,  effects  upon,  52 
Sequence,  A.C.E.-ether,  413 

-  A.C.E.  ether-chloroform,  418 
chloroform -etlier,  412 
chloroforni-etlier-chloroform,  418 
ether-chloroform,  417 
"gas-and-ether,"  402 

nitrous  oxide-ether,  402 

nitrous  oxide-ether-chloroform,  418 

Seciuenees,  anaesthetic,  402  et  se/f. 

Sex,  inrtuence  of,  115  ;  in  deaths  under 
I'hloroform,  339 

Shallow  breathing  under  chloroform, 
331,  363,  464 

Shock  before  the  administration,  131, 
475  ;  during  or  after  the  administra- 
tion.    {See  Surgical  shock) 

Signs  of  anaesthesia  under  bromide  of 
ethyl.  373  ;  under  chloroform,  333  et 
fuq.  ;  under  ether,   280,    290,   298  ei 


»eq.  ;  under  nitrous  oxide  fuiministercd 
with  oxygen,  259  ;  under  nitroos  ono« 
free  from  oxygen,  220,  224  ;  nndtr 
the  A.C.E.  mixture,  S92 

Signs  of  returning  consciousness  after  tie 
administration,  493 

Silvester's  method  of  artificial  re^piraiioa. 
'  465  et  seq. 

Sitting  posture,  anaesthetics  in,  139,  \lf\ 
197  ;  chloroform  in  the,  141  ;  dnnng 
mouth  and  nose  operations,  150  ;  dur- 
ing removal  of  adenoid  growths,  157 

Skinner's  chloroform  mask,  S26 ;  ad- 
ministration of  chloroform  from,  326  ; 
used  for  A.C.R  mixture,  391 

Sleep,  chloroform  used  daring,  197,  329 

analogy     between     artificial     and 

natural,  63 

Slow  pulse  in  chloroform  ansesthesia,  335 
(footnote).     («S^  also  I*ulse) 

Sneezing  during  anaesthesia.  440 

Snow's  chloroform  inhaler,  314 

Society,  Odontological,  Report  of,  oo 
nitrous  oxide,  14 

Royal     Medical    and    Chirurgical, 

inquiry  into  anaesthesia  by,  13,  76, 
339 

Sounds  during  ansesthesia,  44 

Spasm  of  larynx.  (See  Laryngeal  cto>- 
ure) 

of  muscles.     {See  Macular  spasm: 

of  parts  within  or  about  the  upper 

air-passages  causing  embarrassed  or  ob- 
structed breathing,  444 

of  respiratory  muscles.     {See  Fixity 


of  chest) 
S{)ecial  senses,  effects  upon,  53 
Specific  gravities  of  constituents  of  A.C.E. 

mixture,  390 

gravity  of  amylene,  36 

— of  bromide  of  ethyl,  34 

of  chloroform,  27 

of  ether,  22,  25 

of  ethideue  dichloride,  S5 

of  nitrous  oxide,  20 

Sphygmometer,  Dr.  L.  Hiira,  335 

Spinal  cord,  operations  upon  the,  178 

"Spurs,"  removal  oi,  157 

Stages  in  amesthetisation,  60 

in  the  administration  of  chlorofom:, 

330  ei  seq.  ;  of  ether,  288,  294  et  a^f.: 

of  nitrous  oxide  free  from  oxygen,  tlS 

et  seq.  ;  of  nitrous  oxide  with  oxjrgtrii, 

258 
Standards  of  amesthesia,  18 
Stand  for  nitrous  oxide  cylinders,  252 
Staphylorrhaphy,  anesthetics  for,  153 
State  of  pMtient,  114  <^  seq. 
Statistics   of  deaths  under  ana>sthetic^. 

108,  109 
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Stertor  under  chlorofonn,  332 ;  under 
ether,  279,  290  ;  under  nitrous  oxide, 
220,  224  ;  varieties  of,  45,  46 

causing  occlusion  of  the  air- passages, 

444 


management  and  treatment  of,  444 

Stimuli  during  anesthesia,  52 

Stomach,  washing  out,  before  anesthesia, 
189 

Stopcock  for  administering  nitrous  oxide 
and  oxygen,  254 

(valved)  for  administering  nitrous 

oxide,  212,  408 

Stoppage  of  pulse.  (See  Circulatory  fail- 
ure) 

of  respiration.       {See   Respiratory 

embarrassment  and  failure) 

Stopper,  Irwip'a,  274 

Strabismus,  operations  for,  143 

Strangulated  hernia,  operations  for,  131, 
425 

Stridor,  varieties  of,  46 

Struggling  under  anesthetics.  {See  Ex- 
citement and  struggling) 

Strychnine  as  a  restorative,  201,  480,  482 

before  anesthesia,  189 

Strychnine-poisoning,  anesthetics  in,  184 

Stupor  after  anesthetics,  235,  304 

Sulphuric  ether.     {See  Ether) 

Superior  coronary  pulse  reailily  available 
during  anesthesia,  365 

**  Supplemental  bag  "  for  administering 
nitrous  oxide,  210 

Surgical  procedure,  management  and 
treatment  of  circulatory  failure  de- 
pendent upon  the,  475,  481 

Surgical  shock  as  an  exciting  cause  of 
circulatory  depression  and  failure,  142, 
144,  481  et  seq, 

in  ab<lominal  surgery,  174 

management    and    treatment 

of,  481  el  seq. 

occurrence  of,  during  opera- 


tions under  chloroform,  144,  346,  352, 
481;  under  ether,  145,  484,  485; 
under  nitrous  oxide,  232 

Swallowing  movements  under  anesthetics 
279.  288,  295,  299,  300,  362,  446 
(footnote) 

Swelling  of  parts  within  or  a>)Out  the 
upper  air-passages,  122,  295,  443  et 
seq.,  448  ;  causing  embarra<.sed  or  ob- 
stnicted  breathing.  443  et  seq. 

Syncope.     {See  Circulatory  failure) 

Systems  of  ailministration,  definition  of, 
105 


Teeth,  closely-fitting,  in  anaesthesia,  123 

entry  of,  into  larynx  during  anes- 

thesia,  193,  229,  457  et  seq. 

Temperament,  influence  of,  119 

Temperature,  effects  of  ether  upon,  77 

effects  of  extremes  of,  65 

(external),  influence  of,  42,  194 

of  room,  194 

under  chloroform,  387 

Temporal  pulse  during  anesthesia,  365 

Tension  of  anesthetic  gas  or  vapour,  42 

Terminology,  37,  39,  105 

Tests  for  purity  of  chloroform,  30 

of  ether,  24 

of  nitrous  oxide,  21 

Tetanus,  anesthetics  in,  184 

Tetrachloride  of  carbon,  99 

Third  person  in  room,  necessity  for, 
186 

Thorax,  anesthetics  for  operations  upon, 
168 

fixity  of.     {See  Fixity  of  chest) 

paracentesis  of,  168 

Threatenetl  respiratory  failure  (non- 
obstructive), management  and  treat- 
ment of,  464 

Thrombosis,  patients  suffering  from 
venous,  131,  475 

Thyroid  gland,  oj^erations  upon,  167 

growths,    patients   suffering    from, 

296  (footnote) 

Thyrotomy,  146,  158 

Tight-lacing,  dangers  of,  46,  195 

Time  at  which  deaths  have  occurred 
under  chloroform,  340 

taken  to  proiluce  anesthesia  under 

A.C.E.  mixture,  391  ;  under  nitro- 
gen (with  and  without  oxygen),  382, 
383  ;  under  nitrous  oxide  and  oxygen, 
262  ;  under  nitrous  oxi<le  free  from 
oxygen,  223 

Tinnitus  aurium  under  nitrous  oxide, 
218 

To -and -fro  breathing  of  nitrous  oxide, 

210,  216,  217 

Tol)acco,  excessive  use  of,  120 

Tongue  causing  obstructed  breathing, 
444,  446,  449.  450 

falling  back  of,  444 

management  and  treatment  of  diffi- 
culties and  dangers  due  to  the,  444, 
446,  449,  450 

operations  upon  the,  146,  153 

patients  with   morbid  growths  of. 


Tal>es  dorsalis,  patients  with,  133 
Teeth,    anesthetics    for    extraction 
{See  Dental  operations) 


of. 


124 

—  preliminary  tracheotomy  in  opera- 
tions upon  the,  153 

Tongue- forceps,  199  ;  application  of,  446, 
449,  466 

Tonic  muscular  spasm,  55 


624 


ANJiSTHETICS 


TonsilH,  operations  upon  the,  146,  154, 

264,  417 
patients  with  morbid  growths  of, 

124 
Towel,     administration     of    chloroform 

from   corner   of,    327 ;    from    folded, 

324,  325 
Toxic  effects  of  aneesthetic,  management 

and  treatment  of  respiratory  paralysis 

due  to,  464 

of  chloroform,  95,  353 

of  ether,  294 

of  nitrous  oxide,  75,  230 

Trachea,  entry  of  blood  into,  148,  151 

operations  upon  the,  158 

patients  with   narrowing  of,    125, 

393 
Tracheotomy,  aneesthetics  for,  158,  160 

instruments,  199 

preliminary,  153 

Tracings   illustrating    respiration    under 

chloroform,  82,  93,  94,  97 
Treatment  of  difficulties,  accidents,  and 

dangers.    {Set  Management  and  treat- 
ment) 
Tremor,  56 

under  ether,  289 

Trendelenburg's  posture,  151,  157,  159 

tube,  use  of,  158 

Tropical  climates,  anaesthetics  for,  112 
Tumours  of  the  epiglottis,  158 

pressing  upon   the   trachea,    125  ; 

thyroid,  125 
Turbinated  IxKlies,  operations  upon  the, 

157 
Turpentine  as  an  amesthetic,  385 
Types  of  subjects,  115,  191 

Union  for  nitrous  oxide  cylinders,  252 

Upi)er  air-passages,  state  of,  123.  {See 
nJw  Air-passages) 

jaw,  removal  of,  under  anft'sthetics, 

146  et  seq.,  152,  483 

Urtemia  after  ether.  308 

Urinary  organs,  aucesthetics  for  opera- 
tions upon  the,  175 

Urobilinuria,  51 


Vagus.     {See  Pneumogastric) 

stimulation  of,  59 

Valved  stopcock  for  administering  nitrtHis 

oxide,  212 
Vascularity  of  parts  under  anaesthetics 

167 
Vaso-motor  centres,  59 
system,  effects  of  chloroform  upon. 

87 
Veins,  entry  of  air  into,  167,  489 
large,  effects  of  injecting  chloTofonn 

into,  92 
Venesection  in  asphyxia.  448  (footnote} 
Venous    thrombosis,    }>atient«    sufferiBg 

from,  181,  475 
Vienna  mixture,  388 
Vigorous     subjects,     administration     of 

ansesthetics   to,    121,  215.    2S0,   295 

330,  416,  434 
Vomited    matters    within    air-passagcx 

management   and  treatment    of  di&- 

culties  and  dangers  due  to,  455 
Vomiting    after    abdominal    operations, 

169 

. after  amylene,  380 

• — —  after  aniesthetics,  general   remarks 

on  causation,  prevention,  and  treatment 

of,  438  et  mj^  495 

after  bromide  of  ethyl,  375 

after  chloroform,  366,  398 

after  ether,  314,  315,  495,  49S 

after  ethidene  dichloride,  377 

after  nitrous  oxide  free  from  oxygeiu 

235  ;  ^ith  oxygen,  265 

circulator)'  failure  connected  with. 
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—  during  anesthesia,  management  ami 
treatment  of,  438  e/  seq. 

—  relative  frequency   of,  after   anses^- 


thetics  305  (footnote),  367  (footnote) 

—  syncope  connected  with,  348 

—  under  chloroform,  848,  438 


Washing  out  stomach,  189 
Wedge  for  opening  clenched  jaw^s^  198 
Wrenching  stiff  joints,   anapsthetics  for, 
182 
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